This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 
to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 
to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 
are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  marginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 
publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  this  resource,  we  have  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 

We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  from  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attribution  The  Google  "watermark"  you  see  on  each  file  is  essential  for  informing  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liability  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.  Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 

at  http  :  //books  .  google  .  com/| 


Digitized  by  LjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


G-^'^ 


PROCEEDINGS 


OF  THE 


American  Gas  Institute 


Second  Annual  Meeting 

OCTOBER  16,   17,   18,  1907 

Washington.  D,  C. 


PUBLISHED  BY  THE  INSTITUTE 
EDITED    BY    THE    PUBLICATION    COMMITTEE 

1908 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


±54123 

JUh   13      1911 

s 

£  AMERICAN  GAS  INSTITUTE 

1906—1907 


OFFICERS 


OF  THE 


SECOND   ANNUAL   MEETING 

OCTOBER,   1907 


President 
Walton  Clark, Philadelphia,  Pa. 

First   Vice   President 
Charles  F.  Prichard Lynn.  Mass. 

Second  I  Ice  President 
Henry  L.  Doherty New  York,  N.  Y. 

Secretary 
James  W.   Dunbar New  Albany,  Ind. 

7reasurer 
Thomas  C.  Jones Delaware,  Ohio. 


DIRECTORS, 

B.  W.  Perkins Altoona,  Pa Ex-Officio 

John  Williamson Chicago,  111 Term  Exp.  1907 


AViLLiAM  H.  Bradley.  ..New  York,  N.  Y. . 

Thomas  D.  Miller New  Orleans,  La. . 

^^ILLIAM  A.  Wood Boston,  Mass 

AV.  B.  Cline Los  Angeles,  Cal. . 

Frkderick  H.  Shelton. Philadelphia,  Pa. . 

JyutfES  T.  Lynn Detroit,  Mich 

KT.  D.  Whitcomb,  Jr Newark,  N.  J 

I^.  L.  Kellogg ' Sioux  City,  la. . . . 

K-  W.  Stone Ashtabula,  Ohio. . . 


1907 
1907 
1907 
1907 
1908 
1908 
1908 
1908 
1908 


Digitized  by  VjOOQIC 


OFHCERS 

OF    THE 

AMERICAN  GAS  INSTITUTE 

1907-1908 


President 
Alexander  C.  Humphreys New  York,  N.  Y. 

First  Vice  President 
Henry  L.  Doherty New  York,  N.  Y. 

Second  Vice  President 
WiLUAM  A.  Baehr St.  Louis,  Mo. 

Secretary  and  Treasurer 
James  W.  Dunbar New  Albany,  Ind. 


DIRECTORS 

Walton  Clark Philadelphia,  Pa Ex-Officiq 

Frederick  H.  Shelton.  . Philadelphia,  Pa.  .Terra  Exp.  1908 


H.  D.  Whitcomb,  Jr Newark,  N.J 

James  T.  Lynn Detroit,  Mich 

L.  L.  Kellogg Sioux  City,  la 

F.  W.  Stone Ashtabula,  Ohio. . 

Walton  Forstall Philadelphia,  Pa. . 

Edward  G.  Cowdery.  .  .Chicago,  111 

Kerr  M.  Mitchell St.  Joseph,  Mo 

James  H.  Jourdan Brooklyn,  N.  Y. . . 

J.  Arnold  Norcross New  Haven,  Conn. 


1908 
1908 
1908 
1908 
1909 
1909 
1909 
1909 
1909 


PUBLICATION  COMMITTEE 

President Alex.  C.  Humphreys 

First  Vice  President Henry  L.  Doherty 

Second  Vice  President William  A.  Baehr 

Chairman  Public  Relations  Committee.. .  Edward  G,  Cowdkry 
Chairman  Technical  Committee William  H.  Gartlky 


Digitized  by  VjOOQIC 


LIST  OF  PROCEEDINGS. 

{The  authors  only  are  responsible  for  their  respective  articles,) 


CONTENTS. 


I'AOB 

Second  Annual  Meeting — Roll  Call i 

Address  of  Welcc«ne ii 

Response  to  Address  of  Welcome 14 

Presidents  Address 16 

**                 "       Appointment  of  Committee  on 21 

*  *                 **      Report  of  Committee  on 510 

Report  of  Board  of  Directors 22 

(For  Index  to  Report  of  Board  of  Directors  see  page  viii) 

Discnssion  of  Report  of  Board  of  Directors 46 

Recommendations  in  Report  of  Board  of  Directors  Approved 47 

Constitution — ^Vote  upon  changes  in 47 

Report  of  the  Trustees  Gas  Educational  Fund  to  Subscribers  to  the 

Fund 48 

Appendix  to  Report  of  the  Trustees  Gas  Educational  Fund     (For 

Index  to  Answers  sent  out  to  the  Practical  Class  see  page  ix)  57 
Obligations  Imposed  by  the  Possession  of  a  Franchise,  Charles  H. 

Dickey 289 

Discussion  of  Mr.  Dickey's  Paper 302 

Time  Extended  for  Report  of  Nominating  Committee 302 

Depreciation,  Alexander  C.  Humphreys 307 

Discussion  of  Dr.  Humphreys*  Paper  ou  Depreciation 356 

Communication  to  the  American  Gas  Institute  from  the  New  Eng- 
land Association  of  Gas  Engineers  by  the  Latter's  Committee 

on  Uniform  Accounting  and  Depreciation 353 

Discussion  on  Communication  from  the  New  England  Association 

of  Gas  Engineers 355 

Wrinkle    Department,    M.    R.    Bump,    Editor.      (For    Index    to 

Wrinkles  see  page  xii) 372 

I>iscussion  on  Wrinkles 452 

Report  of  Committee  on  Methods  of  Taking  Candle  Power  of  Gas  454 
Discussion  of  Report  of  Committee  on  Methods  of  Taking  Candle 

Power  of  Gas 528 

Report  of  Committee  on  the  Next  Place  of  Meeting 509 

Report  of  Nominating  Committee 511 

Discussion  of  Report  of  Nominating  Committee 511 

Report  of  Special  Nominating  Committee 515 

Election  of  Directors 518 


Digitized  by  VjOOQIC 


VI 

VAiiE 

Report  of  Tellers  on  Ballot  for  President,  First  Vice  President  and 

Second  Vice  President 525 

Election  Made  Unanimous  on  Motion  of  Mr.  Prichard 526 

President  Elect,  Acknowledgment  of  Election  by 527 

Letter  from  Committee  on    Nomenclature  and  Standards   of  the 
Illuminating  Engineering  Society.  (Under  Discussion  of  Re- 
port of  Committee  on  Methods  of  Taking  Candle  Power  of  Gas )  5  29 
Report  of  the  Committee  on  Public  Policy  of  the  Amencan  Gas 

Institute 54S 

Reports  of  the  Sub-Committees  to  the  Public  Policy  Committee  of 
the  American  Gas  Institute  : 

Public  Regulation  and  Control 550 

London  Sliding  Scale  as  Applied  to  Gas 553 

Industrial  Insurance,  Rewards  and  Pensions 559 

Publicity  and  Popular  Education 560 

Exhibits  Accompanying  Report  of  Sub-Committee  on    Industrial 
Insurance,  Rewards  and  Pensions  : 

Report  of  the   Sub-Committee  to  the  Public  Policy  Com- 
mittee of  the  National  Electric  Light  Association 561 

Milwaukee  Gas  Light  Company 616 

New  Haven  Gas  Light  Company 617 

Grand  Rapids  Gas  Light  Company 620 

Columbus  Railway  and  Light  Company 62 1 

United  States  Steel  Corporation 622 

U.  G.  I.  Beneficial  Association  of  Philadelphia 634 

Proctor  and  Gamble  Co.,  of  Cincinnati 640 

N.  O.  Nelson  Manufacturing  Co.,  St.  Louis   646 

Discussion  of  Report  of  the  Comiiiittee  on    Public    Policy  of   the 

American  Gas  Institute 64S 

Report  of  Committee  on  Rates 65 1 

Discussion  of  Report  of  Committee  on  Rates 652 

Electrolysis,  Albert  F.  Ganz,  M.  E 653 

RefKnt  of  Committee  on  Electrolysis ' 677 

Discussion  on  Electrolysis 679 

Appointment  of  the  Public  Relations  Committee 6S5 

Appointment  of  the  Technical  Committee 6S5 

Report  of  the  Committee  on  Economic  Balance  between  Calorific 

Value  and  Candle  Power  Called  for 6S5 

Report  of  the  Bureau  of  Information 6S5 

Discussion  of  Report  of  the  Bureau  of  Inlonnation 694 

Report  of  Board  of  Revision  of  the  Question    Box  on  Manufacture 

of  Gas 695 

Discussion  of  Report  of  Board  of  Revision  of  the  Question   Box  on 

Manufacture  of  Gas 696 

Air  Blast  Gas  .\ppliances,  W.  K.  Eavenson 697 


Digitized  by  VjOOQIC 


VII 

PAOK 

Air  Blast  Gas  Appliances,  W.  H,  Allen 724 

Air  Blast  Gas  Appliances,  S.  Tully  Wilson 73^ 

Discussion  of  Papers  on  Air  Blast  Gas  Appliances 734 

A  Bulletin  of  Instructions  on  the  Care  and  Operation  of  Recupera- 
tive Benches.  \V.  A.  Baehr 74^ 

Discussion  of  a  Bulletin  of  Instructions  on  the  Care  and  Operation 

of  Recuperative  Benches S94 

IMscussion  of  Report  of  Committee  on  Meters,  William  J.  Serrill 

{ Report  made  last  year  at  1906  Meeting) 899 

Nominating  Committee  on  the  Office  of  Secretary-Treasurer 902 

Report  of  Progress  on  **  A  "  Meters,  William  J.  Serrill 905 

Exi>erience  with  Dipping  Diaphragms  in  Philadelphia,  W.  A,  Castor  909 
Statement  Concerning  the  Experience  of  the  Consolidated  Gas,  Elec- 
tric Light  and  Power  Company,  of  Baltimore,  with  "  Dipping 

Meters,*'  Geo.  Beadenkopf 915 

Discussion  on  "  Dipping  Meters." 917 

A  New  Carbonic  Acid  Gas  Indicator,  Charles  D.  Robison 919 

Discussion  of  a  New  Carbonic  Acid  Gas  Indicator 923 

Report  of  Committee  on  Pipe  Standards 927 

Minority  Report  of  Committee  on  Pipe  Standards,  Letter  of  A.  H. 

Strecker 932 

Discussion  of  Report  of  Committee  on  Pipe  Standards 936 

Secretarj'-Treasurer  Elected 944 

Vote  of  Thanks  to  Committee  on  Arrangements 945 

Reports  of  Committees  not  having  Reported  Referred  to  the  Publi- 
cation Committee 945 

A«ljournment 945 

Appendix  (for  Index  see  page  xiv  or  page  947. ) 947 


Digitized  by  VjOOQIC 


INDEX  TO 
REPORT  OF  BOARD  OF  DIRECTORS. 

I'AHK 

Occurrences  of  Past  Year 22 

Meetings 22 

Trustees  Gas  Educational  Fund 22 

Engineering  Societies'  Building 22 

New  York  Headquarters 22 

By-Laws 22 

Bureau  of  Information 23 

Question  Box 23 

Affiliation * 23 

Formation  of  Sections 23 

Next  Place  of  Meeting 23 

Papers  Approved 24 

Reports 24 

Membership  Report 24 

Names  of  Members  Elected  Januarj'  3,   1907 25 

"        "          '*              *'                '*       16,   1907 28 

"        •*         "              "             June   19,  1907 28 

**        •*         *'              •*      September  25, 1907 29 

•*        •*          **              *'            October  I,  1907 33 

Transfers  of  Membership 34 

Deceased 35 

Resigned 35 

Treasurer's  Report 35 

Financial  Report  of  Secretary,  Jul}^i6,  1906,  to  Oct.  13,  1906.  36 

"              ••      "            "          Oct.    13,  1906,  to  Nov.   7,  1906  37 

Badge  Report  of  Secretary 38 

Volume  T,  Proceedings,  Secretary's  Report  on 38 

Receipts  and  Expenses.  Estimates  of,  from  September  i,  1907, 

to  September  i,  1908 39 

Recommendations 39 

Abstracts 39 

Exhibition  Room 40 

Transfer  and  Cessation  of  Membership 4<> 

Listing  of  Members 4<^ 

New  Organization 40 

President,  Duties  of 40 

Secretar>'  and  Treasurer 41 

Directors 4 ' 

Committees 4  • 

Constitution,  Changes  iu 42 


Digitized  by  VjOOQIC 


INDEX  TO  ANSWERS 
SENT  OUT  TO  THE  PRACTICAL  CLASS. 

PAOE 

Ammonia,  Sulphate  of :  Amount  made  (problem) 8i 

Ammoniacal  Liquor : 

Determination  of  Value  of 242 

Strength  of — How  Expressed 109 

Anti-Dips,  Arguments  For  and  Against 148 

Atomic  Weight,  Meaning  of 222 

Bench : 

Description  of  Recuperator 193 

How  to  Regulate  Air  Supply  to  Regenerative 174 

Boilers  : 

Choice  as  Between  Types  of 89 

Description  of  Furnace  for  Horizontal  Return  Tabular,  Suited 

for  the  Use  of  Coke  Breeze 146 

Proper  Feed  Water  and  Blow-off  Connections  to 196 

Bond,  Meaning  of — Applied  to  Brickwork 138 

Bricks,  Characteristics  of  Good  Building 248 

Burners : 

Description  of  Argand 246 

Description  of  Flat  Flame 1 84 

Forms  for  Best  Combustion 283 

Candle  Power,  Definition  of 223 

Cement : 

Composition  of  and  Tests  for  Rosendale 228 

Definition  of  and  Reasons  for  Rendering  with 85 

Charging  Machines,  Description  of  Various  Types  of 58 

Coal,  Best  Size  for  Use  in  Generator 105 

Coal  Fields,  Description  of  Principal  Gas 265 

Concrete  : 

Reasons  for  Using 261 

Reinforced,  Description  of ro2 

Conveyor,  Form  Used  for  Hot  Coke 142 

Cross,  Sketch  of 283 

Discharging  Machines,  Description  of  Steam,  Compressed  Air  and 

Electric 1 20 

Drip,  Description  of  Six  Inch 226 

Electric  Light,  Comparative  Cost  of  Gas  and loi 

Energy,  Application   of  the  Principle  of  the  Conservation  of,  to 

Detennine  the  Validity  of  Claims  for  Processes 169 

Exhauster,  Power  Required  by  (problem) 203 

Exhauster  Speed,  in  Coal  Gas  Work  and  in  Water  Gas  Work 107 


Digitized  by  VjOOQIC 


X 

PAGE 

Explosion,  How  Minimized  in  Blast  Pipe 238 

Fire  Brick,  Test  for  Quality  of 212 

Flow  of  Gas,  In  Various  Sized  Mains 248 

Furnaces,  Operation  of  Direct-Fire 233 

Gas: 

Formula  for  Correction  of  Volume  of 239 

Temperature  Effect  on  Volume  of 1S2 

Temperature  Effect  on  Volume  of  (problem) 77 

Gas  Engine  : 

Means  Employed  to  Prevent  Use  of,  from  Causing  Fluctua- 
tion in  Pressure  in  Small  Street  Mains 136 

Gas  Engines,  *'  Otto  Cycle*'  as  Used  in loi 

Gas  Ranges,  Test  for  Efficiency  of 2S5 

Generator  Fuels,  Relative  Advantages  of  Various 173 

Heat,  Mechanical  Equivalent  of 93 

Heat  Unit.  Definition  of 108 

Heating  Power : 

Definition  of 179 

Of  Illuminating  Gas  { problem) 134 

Heating  Water  (problem) 80 

Holder  : 

Painting  of.  Described 82 

Repair  in  Sheet  of 129 

Steam  Jet  for  Heating  Water  in  Tank  and  Cups  of 87 

Horse  Power,  Meaning  of  as  Applied  to  Boilers  and  Engines 202 

House  Piping,  Rules  for 114 

Hydraulic  Main  : 

Description  of 234 

Description  of  Automatic  Tar  Overflow  for 199 

Incandescent  Gas  Burner.  Property  of  Illuminating  Gas  Governing 

Yield  of  Light  per  Cubic  Foot  when  I'sed  in 152 

Joints,  Description  of  Making  Lead 1 1 1 

Leakage : 

Detennination  of  Proportion  of  Unaccounted-for  Gas  Due  to 

Actual 155 

How  P^xpressed 258 

Mains  : 

Considerations  Determining  Depth  of 225 

Smallest  Advisable  Size  of 281 

Masonry,  Relative  Advantages  of  Brick  and  Stone 18S 

Meter  Connections,  Methods  of  Making  Lead 243 

Meter  Records,  Description  of  System  of 93 

Meters  : 

Description  of  Method  of  Filing  and  Reporting  ujM)n  Orders 

for  Setting  and  Removing 156 

Method  of  Testing 135 

Tat)le  of  Sizes  of 244 

Use  of  **  Light  "  in  Designating  Size  of 188 


Digitized  by  VjOOQIC 


XI 

PAGE 

Molecular  Weights,  of  Various  Substances  (problem) 277 

Naphthalene  : 

How  Removed  from  Holder  Inlets 252 

Its  Properties  and  How  Removed 83 

Oil  Lines,  Materials  to  be  Used  in  Making  Joints  in 191 

Oil  Tanks,  How  Vented j  17 

Oil  Tar.  Fuel  Value  of,  for  Given  Price  of  Steam  Coal 141 

Photometer,  Description  of  Lowe  Jet 278 

Pressure : 

Absolute,  Varies  with  Elevation 221 

Gauge,  Varies  with  Elevation 275 

Purification : 

Regulation  of  Air  Admitted  for  Continuous  Revivification 151 

Relative  Advantages  of  Lime  and  of  Oxide  for 150 

Theoretical  Efficiency  of  Lime  for  (problem) 206 

Purifying  Box,  Calculation  of  Strains  on  Straps  of 90 

Retort  House  Tools,  Description  of, 67 

Retorts : 

Mouthpieces,  How  Fastened  to 268 

Various  Sections  of 215 

Sand,  Reasons  for  Use  of,  in  Mortars 286 

Scrubbers,  Descriptions  of  Tower  and  Rotary 1 76 

Services  : 

Methods  of  Coating  and  Protecting  Pipe  for 259 

Proper  Size  of 183 

Specific  Heat,  Definition  of,  and  Difference  Between,  at  Constant 

Pressure  and  at  Constant  Volume 132 

Stand-pipes,  How  Cleaned  when  Stopped 118 

Station  Meter,  How  Proved 72 

Tar  Pump,  Points  to  be  Observed  in  Steam 251 

Tar: 

Separation  of  Water  from  Oil 126 

Some  Uses  of 131 

Temperature : 

How  to  Calculate  Maximum  Flame 208 

Calculation  for  Maximum  Flame  (problem  • 255 

Vapor: 

Definition  of 205 

Effect  of  Saturation  with 91 

Water  Gas  Set : 

Operation  of  Lowe 271 

Starting  of 217 

Water  Heater,  Description  of  Gas 185 

Weights  : 

Of  Illuminating  Gas 273 

Calculation  of,  for  Various  Gases 220 


Digitized  by  VjOOQIC 


INDEX  TO   WRINKLE  DEPARTMENT. 


I'AGK 

Electric  Cut-Off  for  Relief  Holder  Protection 372 

Changing  Wet  Lute  to  Dry  Lute  Purifiers 374 

Temporary  Scaffold  Under  Bridges 374 

Protection  for  Blast  Pipe  Lines 376 

Asbestos  Rope  for  Gaskets  on  Dry  Lute  Purifiers 377 

Stopper  for  Gas  Off-Take 377 

High  Pressure  Drip  Cock  Wrench 379 

Repairing  a  Cracked  Compressor  Cylinder 379 

Repairs  to  Damaged  Relief  Holder 381 

Store  Room  System 382 

Method  of  Sealing  Off  Woni-Out  Retorts 384 

Check  System  for  Meter  Repairers 384 

Charging  Device  for  Inclined  Retorts 385 

Shield  for  Outside  Gas  Arcs 387 

Respirator 387 

Meter  Test  Orifice 391 

Meter  Setting  Gauge 392 

Meter  Column  Pump 392 

Standard  Service  Drips 394 

Safety  Independent  Cock 394 

Union  Joint  for  Rubber  Tubing 397 

Chain  Hook  for  Tapping  Large  Mains 397 

Street  Leak   Drill 400 

Lather  Pot  for  Complaint  Men 400 

Service  Cleaning  Device 400 

Work  Completion  Schedule 403 

Correspondence  Methods 404 

Knife  for  Topping  Meters 404 

Meter  Repairer's  Soap  Cup 406 

Device  for  Cleaning  Holder  Rivets 406 

Re-Tapping  Stopper 406 

Decorative  Gas  Arch  at  Fredericksburg,  Md 410 

Tabulation  of  Discharge  Through  a  Two-Inch  Diameter  Diaphragm  410 

Arrangement  for  Hanging  Arcs 414 

Portable  Outfit  for  Testing  Large  Mains 414 

Industrial  Installation  for  Melting  Wax 414 

Industrial  Installation  for  Melting  Glue  for  Sash  and  Door  Factories  414 

Method  of  Supporting  Service  Pipes 414 

Test  Plug  for  Main  Testing 420 

Display  Room  Fixtures 420 

Lead  Pipe  Cutter 420 


Digitized  by  VjOOQIC 


XIII 

PAGE 

Pipe  Testing  Rack 423 

Emergency  Pipettes 423 

Automatic  Hydraulic  Main  Tar  and  Liquor  Overflow 426 

Damper  Valve  for  Street  Mains 426 

Method  of  Improving  Workmanship  of  Fitters  and  Meter  Men 429 

Using  Large  Meter  as  Test  Meter  in  Laboratories 429 

Method  of  Clearing  Gas  Filled  Vessels 429 

Method  of  Clearing  Gas  Holders  Before  Turning  in  Gas 430 

Means  of  Cheaply  Increasing  the  Capacity  of  Existing  Distributing 

Systems 431 

Scheme   for   Determining   Leakage   in   Recuperator  Flues  of  Gas 

Benches 431 

Oil  Piping  System  for  Cold  Climates 432 

i^creen  for  Protection  of  Blast  Piping 432 

Methoil  of  Making  Round  Scrubber  Trays 433 

Method  of  Using  Canvas  in  Making  Scrubber  Trays 433 

Deodorizing  Foul  Lime  in  Purifiers 433 

Scheme  for  Heating  Seal  Box  and  Scrubber  when  Starting  Water 

Gas  Plant 435 

Determination  of  Lowest  Permissible  Pressure  on  Hydraulic  Main  435 

Drafting  Board  for  Copying  Drawing  Prints 436 

Distribution  Record  System . .  , 436 

Handy  Street  Main  Reference 437 

Orsat  Apparatus  for  Accurate  Analysis 438 

Method  of  Increasing  Capacity  of  Compressors 438 

Meter  for  Pintsch  Gas  and  High  Pressure  Distribution  Systems 438 

Method  of  Drying  Coal  or  Coke 439 

Method  of  Compensating  for  Insufl&cient  Condensing  and  Scrubbing 

Capacity  in  Water  Gas  Plants 439 

Method  of  Using  Cork  in  Purifying  Material .• 439 

Method  of  Measuring  the  Rate  of  Propagation  of  T'^lanie 440 

Continuous  COj  Sampling  Apparatus 440 

Sampling  Tank  for  Gas 441 

Constant  Water  Level  for  Station  Meters 441 

Continuous  Record  of  Depth  of  Seal 444 

Overflow  for  HydrauHc  Main 444 

Metliod  of  Cleaning  House  Piping 448 

Total  Sulphur  in  Oxide 448 

Device  to  Maintain  Constant  Operation  of  Ammonia  Scrubber  Pump  450 


Digitized  by  VjOOQIC 


INDEX  TO   APPENDIX. 


r\(;E 

In  Memoriam 949 

*•  Arthur  C.  Pease 951 

**  James  B.  Cahoon , 952 

**  James  R.  Bowen 953 

•*  John  O.  Johnston 953 

**  Thomas  B.  Riter 954 

**  John  S.  Wilbraham 954 

* '  Augustine  S.  Mallory 955 

Current  Gas  Literature :  956 

Acetylene 956 

Chemical 956 

Distribution 957 

Electrical 959 

Finance 959 

Heating  and  Cooking 960 

Lighting : 961 

Management 962 

Manufacture * 963 

Material 965 

Miscellaneous 966 

Organization  and  Legislation 967 

Photometry 968 

Physical 969 

Plant 970 

Power 972 

Process 973 

Residuals 974 

Storage 975 

Constitution  and  By-Laws  of  the  American  Giis  Institute  : 

Constitution 977 

By-Laws 989 

List  of  Officers  for  1907-1908 994 

General  Committees  for  1907-1908 995 

List  of  Members,  Alphabetical,  Active 996 

"     **        * '  "  Associate 1 060 

**     "        "  **  Junior 1075 

Summary  of  Classes  of  Membership 1080 

List  of  Members,  Geographical loSi 

Summary  of  Geographical  Distribution 1 1 1 1 

List  of  Members  Deceased 1 1 1 2 


Digitized  by  VjOOQIC 


LIST  OF  ILLUSTRATIONS. 


I'AUE 

Frontispiece,  Walton  Clark opp.  page  i 

Furnace  Tools **  68 

Charging  and  Drawing  Tools *'  68 

Standpipe  Tools •'  68 

Connections  for  Proving  Station  Meter 73 

Steam  Jet  for  Holder  Tanks  and  Cups 88 

Meter  Record  Card.Front 95 

Back 96 

Meter  Repair  Card,  Front 97 

**       Back 9a 

Section  of  6-Incli  Bell,  Spigot  and  Lead  Joint 112 

Tar  and  Water  Separator 128^ 

Completed  Patch  Over  Ragged  Hole  in  Holder  Sheet  too  Thin  to 

Tap 130 

Elevation  and  Plan  of  English  and   Flemish  Bond 139. 

Conveyor  for  Hot  Coke 144 

Meter  Set  Card,  Face 159 

**     Back  and  Duplicate 160 

Meter  Remove  Card,  Face 161 

•*            **            **     Back  and  Duplicate 162- 

Meter  Change  Card,  Face 165 

**           **            '*      Back  and  Duplicate 166 

Consumers*  Record  Card,  Face 167 

"          "      Back 168 

Rotary  Scrubber 178. 

Circulating  Gas  Water-Heater 186 

Vertical  Cross  Section  of  Regenerative  Setting  of  Six  Retorts 192' 

Vertical  Longitudinal  Section  of  Regenerative  Setting  of  Six  Retorts  193 

Horizontal  Section  of  Regenerative  Setting  of  Six  Retorts 194 

Feed  Water  and  Blow-Off  Connections  for  Horizontal  Tubular  Boilers  197 
Sketches  Showing  Variation  in  Seal  of  Hydraulic  Main  Fitted  with 

a  Single  Overflow 200 

Cross  Section  of  Clay  Retort 216 

Six  Inch  Line  Drip 227 

Hydraulic  Main  for  Bench  of  Six  Retorts 236 

Mouthpiece  with  Self-Sealing  Lid 269 

Lowe  Jet  Photometer 279 

Four  Inch  Cross  with  Four  Standard  Bells 282 

Four  Inch  Flanged  Cross 282 

Electric  Cut-Off  for  Relief  Holder  Protection 375 

Hangers  for  Scaffolding  Supports  Under  Bridges,  etc 376 


Digitized  by  VjOOQIC 


XVI 

PAGE 

Stopper  for  Gas  Oflf-Take 378 

High  Pressure  Drip  Cock  Wrench 380 

Damaged  Relief  Holder 383 

Charging  Device  for  Small  Inclined  Retort  Settings 386 

Shield  for  Outside  Gas  Arcs 387 

Respirator,  to  Enable  a  Man  to  Work  in  a  Gaseous 

Atmosphere 388,  389,  390 

Meter  Test  Orifice opp.  page  392 

Meter  Setting  Gauge 393 

Pump  for  Clearing  Meter  Columns  of  Condensation 394 

Service  Drips 395 

Safety  Independent  Cock 396 

Union  Joint  for  Rubber  Tubing 398 

Chain  Hook  for  Use  in  Tapping  Large  Mains 399 

Street  Leak  Drill 401 

Lather  Pot  for  Complaint  Men 402 

Service  Cleaning  Device 403 

Knife  for  Topping  Meters 405 

Soap  Cup 407 

Device  for  Cleaning  Holder  Rivets 408 

Retapping  Stopper 409 

Decorative  Gas  Arch  at  Fredericksburg,  Md 411,  412 

Arrangement  for  Hanging  Arcs 415 

Portable  Outfit  for  Testing  Large  Mains 416 

Installation  for  Melting  Wax  in  Lithographic  Establishments 417 

Installation  for  Melting  Glue  in  Sash  and  Door  Factories 418 

Method  of  Supporting  Service  Pipe  Over  Newly  Dug  Trenches 419 

**  Soil  Pipe  "  Plug  Used  in  Testing  Gas  Pipes 421 

Revolving  Post  for  Displaying  Gas  Brackets 421 

Lead  Pipe  Cutter 422 

Pipe  Testing  Rack 424 

Emergency  Pipettes 425 

Automatic  Hydraulic  Main  Tar  and  Liquor  Overflow 427 

Damper  Valve  for  30- inch  Pipe 42.S 

Large  Meter  for  Test  Meter 430 

Screen  for  Protection  of  Blast  Piping 434 

Method  of  Making  Round  Scrubber  Trays 434 

Method  of  Using  Canvas  in  Making  Scrubber  Trays 435 

Drafting  Board  for  Copying  Drawing  and  Prints 437 

Continuous  COj  Sampling  Apparatus 442 

Gas  Sampling  Tank 443 

Station  Meter  Overflow 445 

Record  of  Depth  of  Seal  on  Hydraulic  Main 446 

Overflow  for  Hydraulic  Main 447 

Compressed  Air  Method  of  Cleaning  House  Piping 449 

Bomb  for  Use  in  Determination  of  Total  Sulphur  in  Oxide 450 


Digitized  by  VjOOQIC 


XVII 

PAGE 

Device  to  Maintain  Constant  Operation  of  Ammonia  Scrubber  Pump  451 

Photometer  Room 483 

Details  of  Photometer  Room 484 

Charts  Showing  Vitiation  Effects 485,  486 

*•  V  *'  Bar  Photometer  for  Comparing  Effect  of  Vitiation  of  Air  on 

Different  Flames 488 

Arrangement    of    Meters  and   Photometer  for  Study   of  Effect  of 

Changing  Temperature  of  Water  in  Meter 488 

Connections  for  Measuring  Current  in  Main ; 658 

Simultaneous  Current  Readings  at  Two  Stations  in  a  Gas  Main.  .663,  664 

Record  of  Current  in  a  Gas  Main  for  Four  Consecutive  Days 666 

Non-Polarizable  Electrode 668 

Earth  Amperemeter 670 

Diagram  Showing  Path  of  Stray  Railway  Currents 673 

Simultaneous  Readings  of  Currents  in  Gas  Main  and  of  Potential 

Differences  Between  Main  and  Rails 674 

Sketch  of  Laboratory  Air  Blast 693 

Method  of  Connection  for  Blast  Furnaces 699 

Burner  Used  in  No.  i  Oven  Furnace 700 

Machlet  Burner  Tip  and  Ferrofix  Brazing  Head 701 

Special  Brazing  Burner 702 

Blast   Confectioner>'    Stove    Equipped  with   No.    6   American   Soft 

Metal  Burner opp.  703 

Ribbon  Burner 703 

Blow  Torch 704 

Furnace  for  Bending  Glass 705 

Air  Relief  Valve 706 

Curves  Showing  Ideal  Composition  of  Producer  Gas  Generated  with 

Pure  Oxygen 776 

Curves  Showing  Ideal  Composition  of  Producer  Gas  Generated  with 

Dr>-  Air 778 

Curves  Showing  Ideal  Composition  of  Producer  Gas  Generated  with 

SO%  O  and  50$  N 780 

Curves    Showing    Ideal   Composition  in  Per    Cent,  by  Volume    of 

Water  Gas 789,  790 

Sketch  of  Suction  Pump  for  Removing  Condensation  from  Consum- 
ers* Meters 916 

Carbonic  Acid  Gas  Indicator — Top  View 920 


Digitized  by  VjOOQIC 


LIST  OF  SUBJECTS  DISCUSSED. 

WITH   NAMES  OF  SPEAKERS. 


SUBJECT.                                                                            SPEAKER.  I'AGE 

President's  Address Walton  Clark i6 

"  *'      Appointment    of 

Committee  on The  Vice-President 21 

President's  Address,  Report  of  Com- 
mittee on 510 

The  Vice-President 510,  511 

J.  T.  Lynn 510 

A.  C.  Humphreys 510 

Report  of  Board  of  Directors 22 

The  President 46,  47 

E.  G.  Cowdery 46 

F.  Egner 46 

A.  E.  Boardman 47 

The  Secretary 47 

Constitution,  Changes  in 42 

{Under  Report  of  Board  of  Directors)   E-  G.  Cowdery 46 

F.  Egner 46 

The  President 47 

The  Secretary 47 

Secretary  and  Treasurer 41 

(  Under  Report  of  Board  of  Dhei  tors)  A.  E.  Boardman 47 

The  Secretary 47 

Secretary-Treasurer,  Nominating 

Committee  on  the  Oflfice  of 902 

A.  P.  Lathrop 902,  903,  904 

The  President 903,  904,  905 

W.  McDonald 905 

Secretary-Treasurer,  Nomination  and 

Election  of 944 

The  President 945 

Report  of  the  Trustees  Gas  Educa- 
tional Fund 48 

The  President 288,  289 

C.  H.  Nettleton 288 

Wm.  McDonald 288 

J.  D.  Mcllhenny 288 

A.  E.  Forstall 289 


Digitized  by  VjOOQIC 


XIX 

StB.Kcr.  SPE.\KKK.  FACB 

Obligations  Imposed  by  the  Posses- 
sion of  a  Franchise By  Charles  H.  Dickey 289 

Paul  Doty 302 

The  Vice-President 305,  306 

H.  L.  Doherty 305,  306 

J.  J.  Burleigh 306 

J>epreciation By  Alex.  C.  Humphreys 307 

A.  S.  Miller 356,  357 

The  President 356,  362 

R.  A.  Carter 357 

E.  G.  Cowdery 362 

Forrest  E.  Barker 362,  369 

A.  E.  Forstall 364 

P.  S.  Young 366 

A  Member 367 

A.  C.  Humphreys.  .306,  368,  369,  370 
Communication  to  the  American  Gas 
Institute  from  the  New  England 
Association  of  Gas  Engineers  bv 
the  Latter*s  Committee  on  Uni- 
form Accounting  and  Deprecia- 
tion       353 

W.  H.  Gardiner 355 

The  President 355.  35^ 

H.  L.  Doherty 355,  356 

Paul  Thompson 356 

^Wrinkles,  1907 372 

M.  R.  Bump 371 

The  President 452 

A  Member 452 

Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas 454 

The  President— 

452,  532,  537.  539.  543.  547 

W.  H.  Gartley 452.  543.  544 

A.  E.  Forstall 528 

J.  B.  Klumpp 529,  538,  546 

Paul  Thompson 532 

J.  M.  Morehead ^33 

CO.  Bond 536.537 

W.  E.  McKay 537 

H.  L.  Doherty 537.  542 

W.  Cullen  Morris 538,  539 

Edw.  P.  Hyde 539,  544 

Rollin  Norris 547 

A.  S.  Miller 547 

G.  H.  Waring 547 


Digitized  by  VjOOQIC 


XX 

SUBJECT.  SPEAKER.  PA(;E 

Report  of  Committee  on  Next  Place 

of  Meeting 509 

Irvin  Butterworth 509 

The  President 370,  509 

E.G.  Pratt 509 

Report    of   Nominating    Committee 

and  Election  of  Officers 511 

^he  President — 

302,  370,  371,  511.  512,  513,  515, 
516,  517,  518,  519,  520,  521,  522, 

523»  524,  525.  526.  527 

A.  C.  Humphreys 371 

A.  P.  Lathrop 302,  511 

vS.  J.  Fowler 5IX 

E.  G.  Cowdery— 

512,  514,  519.524,  526 
Paul  Thompson 512,  514,  521 

C.  H.  Nettleton .512,  515,  520 

D.  McDonald  (Louisville) — 

513.  514,  519.  526 

F.  Egner 513,  523 

I.  C.  Copley 513.  514,  520,  522 

A  Member 514,  522 

A.  E.  Forstall 514 

Walton  Forstall 516,  523 

W.  A.  Wood 516,  521 

TheSecreUry 517,518,521,522 

A.  E.  Boardman 517 

J.  T.  Lynn 518,  522 

W.  H.  Gardiner 519 

.  H.  L.  Rice 520 

R.  M.  Searle 522 

W.  A.  Leanied 525 

C.  F.  Prichard 526 

President-elect,  Acknowledgment  of 

Election  by A.  C.  Humphreys 527 

Report  of  the  Committee  on  Public 
Policy   of    the    American    Gas 

Institute 54H 

W.  H.  Gardiner 648,  650 

The  President 649,  650,  651 

A.  C.  Humphreys. . : 649 

A.  S.  Miller 650,  651 

Paul  Thompson 65 1 

J.  D.  Shattuck 651 


Digitized  by  VjOOQIC 


XXI 

SUBJECT.  SPBAKBR.  PAGE 

Report  of  Committee  on  Rates. 651 

W.  H.  Gardiner 651 

Irvin  Butterworth 652 

H.  L.  Doherty 652 

The  President 653 

Blecttolysis,  by  Albert  F.  Ganz,  and 
ReDort  of  Committee  on  Elec- 
trolysis  653  and  677 

A.  F.  Ganz 653,  677,  683 

The  President 677,  678,  684 

A  Member 677 

A.  G.  Glasgow 677,  679 

E.  J.  Donahue 678 

A.  S.  Miller 679 

Donald  McDonald  (Louisville)     680 

H.  L.  Doherty 680,  683 

Milan  R.  Bump 682 

Public  Relations  Committee,  Ap- 
pointment of 685 

The  President 684,  685 

A.  C.  Humphreys 684 

Technical  Committee,  Appointment 

of The  President 685 

Report  of  the  Bureau  of  Information 685 

W.  H.  Gartley 685.  694 

The  President 694,  695 

A.  E.  Forstall 694 

Report  of  Board  of  Revision  of  the 
Question  Box  on  Manufacture  of 

Gas 695 

J.  D.  Shattuck 695 

The  President 696,  697 

F.  N.  Morton 696 

Walton  ForsUll 696 

F.  W.  Stone 696 

Air-blast  Gas  Appliances By  W.  K.  Eavenson 697 

ByW.  H.Allen 724 

*•  ••  By  S.  Tully  Wilson 730 

The  President 730,  734,  736.  739 

H.  W.Terry 734 

H.  L.  Barnes 734 

D.  McDonald  (Louisville) — 

736,  737.  73« 

W.  H,  Allen 737 

W.  K.  Eavenson 737 

F.  W.  Stone 737.  73^ 

H.  L.  Doherty 738,  739 

H.  I.  Lea 739 


Digitized  by  VjOOQIC 


XXII 

SUBJECT.  SPBAKHR.  PAGE 

A  Bulletin  of  Instructions  on  the 
Care  and  Operation  of  Recuper- 
ative Benches By  W.  A.  Baehr 741 

The  President 739,  740 

E.  G.  Cowdery 740 

A.  E.  Forstall 740,  894 

E.  L.  Rieha 896 

Report  of     Committee    on    Meters, 

Discussion  of W.  J.  Serrill 899 

The  President 898,  902 

Walton  Forstall 898 

John  Gribbel 901 ,  902 

A  Member 902 

H.  C.  Adams 902 

Report  of  Progress  on  **A"  Meters. .  W.  J.  Serrill 905 

Walton  Forstall 905 

Experience  with  Dipping  Dia- 
phragms in  Philadelphia W.  A.  Castor 909 

Experience  of  the  Consolidated  Gas, 
Electric  Light  and  Power  Com- 
pany, of  Baltimore,  with  ' '  Dip- 
ping Meters  '* Geo.  Beadenkopf 915 

A.  S.  Miller 914,  917 

J.  1).  Mcllheiiny 917 

W.  H.  Gartley 917 

A  New  Carbonic  Acid  Gas  Indicator. .C.  D.  Robison 919 

The  President 923,  924,  927 

A.  E.  Forstall 923 

C.  C.  Tutwiler 923 

G.  W.  McKee 924,  925 

C.  D.  Robison 924,  927 

A  Member 925 

G.  H.  Waring 925 

Rollin  Norris 925 

A.  G.  Glasgow 926 

Report  of  Committee  on  Pipe  Stand- 
ards       927 

Walton  Forstall. .  .927,  932,  936,  943 
E.  E.  Witherby— 

93^.  939.  940,  941.  942,  943 

A.  S.  Miller 937 

Walter  Wood 939,  940,  941,  942 

The  President. 940,  941,  942,  943,  944 

E.  G.  Cowdery 94 1 

A  Member 942 

Paul  Thompson 942 

I).  McDonald  (Louisville) .  .942,  944 


Digitized  by  VjOOQIC 


XXIU 

SUBJECT.  SPEAKER.  PAGB 

Vote  of  Thanks  to  Committee  on  Ar- 
rangements   945 

E.  E.  Witherby 945 

The  President 945 

Reports  of  Committees  Not  Having 
Reported,  Referred  to  Publica- 
tion Committee 945 

Paul  Thompson 945 

The  President 945 


Digitized  by  VjOOQIC 


LIST  OF  SPEAKERS, 

WITH  SUBJECTS   DISCUSSED. 


SPSAKSR.  SUBJECT.  I'AGK 

Adams,  H.  C Discussion  of  Report  of  Committee 

on  Meters 902 

Ai«i«BN,  W.  H Air  Blast  Gas  Appliances 724,  737 

Babhr,  W.  a A  Bulletin   of  Instructions    dn    the 

Care  and  Operation  of  Recupera- 
tive Benches 741 

Barker,  Forrbst  E Depreciation 362,  369 

Barnbs,  H.  L Air  Blast  Gas  Appliances 734 

Beadknkopp,  Geo Experience  of  the  Consolidated  Gas, 

Electric  Light  and  Power  Co.,  of 
Baltimore,  with  ''Dipping  Meters"  915 

Boardman,  a.  E Secretary  and  Treasurer 47 

Report    of    Nominating  Committee 

and  Election  of  Officers 517 

Bond,  C.  O Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas.  .536,  537 

Bump,  M.  R Wrinkle  Department 371,  372 

Electrolysis 682 

iuRLRiGH,  J.J Obligations  Imposed  by  the  Posses- 
sion of  a  Franchise 306 

BuTTKRWORTH,  Irvin Report  of    Committee   on  the  Next 

Place  of  Meeting 509 

Report  of  Connnittee  on  Rates 652 

Carter,  R.  A Depreciation  357 

Castor,  W.  A Experience    with     Dipping     Dia- 
phragms in  Philadelphia 9039 

Ci«ARK,  Wai,TON President's  Address 16 

Copley,  I.  C Report    of    Nominating    Conmiittee 

and  Election  of  Officers — 

513.514,  520,522 

CowDERY,  E.  G Report  of  Board  of  Directors 46 

Constitution,  Changes  in 46 

Depreciation 362 

Report    of     Nominating    Committee 
and  Election. of  Officers — 

512,514,519,  524,526 
A  Bulletin  of  Instructions  on  the  Care 
and     Operation    of     Recuperative 

Benches 740 

Report  of  Committee  on  Pipe  Stand- 
ards    94  r 


Digitized  by  VjOOQIC 


XXV 

SPBAKKR.  SUBJECT.  PAGB 

DiCKKY,  Ch  ARISES  H Obligations  Imposed  by  the  Posses- 
sion of  a  Franchise 289 

DOHBRTV,  H.  L Communication  from  the  New  Eng- 
land Association  of  Gas  Engineers 
by  the  Latter's  Committee  on  Uni- 
form Accounting  and  Deprecia- 
tion  355,  356 

Report  of  Committee  on  Methods  of 
Taking  Candle  Power  of  Gas.  ..537,  542 

Report  of  Committee  on  Rates 652 

Electrolysis 680,683 

Air  Blast  Gas  Appliances 730,  738,  739 

Don AHUB,  E.  J Electrolysis 678 

Doty,  Paui, Obligations  Imposed  by  the  Posses- 
sion of  a  Franchise 302 

Eavbnson,  W.  K Air  Blast  Gas  Appliances 697,  737 

EONBIL,  F Constitution,  Changes  in 46 

Report    of    Nominating    Committee 

and  Election  of  Officers 513,  523 

FoRSTAU:*,  A.  E Report  of  the  Trustees  Gas  E<luca- 

tional  Fund 48,  289 

Depreciation 364 

Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas 528 

Report  of  Nominating  Committee  and 

Election  Officers 514 

Report  of  the  Bureau  of  Information  694 
A   Bulletin    of    Instructions  on   the 
Care  and  Operation  of  Recuperative 

Benches 740,  894 

A  New  Carbonic  Acid  Gas  Indicator  923 

FoRSTAUU,  Wai;ton Report  of  Nominating  Committee  and 

Election  of  Officers 516,  523 

Report  of  Board  of  Revision  of  the 
Question  Box   on   Manufacture  of 

Gas 696 

Discussion  of  Report  of  Committee  on 

Meters 898 

Report  of  Progress  on  "  A  "  Meters. .  905 
Report  of  Committee  on  Pipe  Stand- 
ards   927,  932,  936,  943 

Fovn^SR,  S.  J Report  of  Nominating  Committee  and 

Election  of  Officers 511 

Ganz,  Ai^KRT  F Electrolysis 653,  677,  683 


Digitized  by  VjOOQIC 


XXVI 

SPKAKBR.  SIBJECT.  PAGE 

GardinbR,  W.  H Communication  from  the  New  Eng- 
land Association  of  Gas  Engineers 
by  the  Latter*s  Committee  on  Uni- 
form Accounting  and  Deprecia- 
tion  353  355 

Report  of  Nominating  Committee  and 
Election  of  Officers 519 

Report  of  the  Committee  on  Public 
Policy  of  the  American  Gas  Insti- 
tute  548,  648, 650 

Rep<Jrt  of  Committee  on  Rates 651 

Garti^BY,  W.  H Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas — 

452.  454.  543.  544 
Report  of  the   Bureau  of    Informa- 
tion   685,  694 

Experience  with  Dipping  Diaphragms 

in  Philadelphia  and  Baltimore 917 

Gi^ASGow,  A.  G Electrolysis 677,  679 

A  New  Carbonic  Acid  Gas  Indicator  926 

Gribbbi^{  John Discussion  of   Report  of  Committee 

on  Meters 901 ,  902 

Humphreys,  Ai,rx.  C Depreciation.  .306,  307,  353,  368,  369,  370 

Report  of  Nominating  Committee  and 

Election  of  Officers 37 1 

President     Elect,    Acknowledgment 

of  Election  by 527 

Report  of  the  Committee  on  Public 
Policy  of  the  American  Gas  Insti- 
tute    649 

Public  Relations  Committee,  Appoint- 
ment of 684 

Hyde,  Edward  P Report  of  Committee  on   Methods  of 

Taking  Candle  Power  of  Gas.  .539,  544 

Klumpp,  J.  B ^ Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas — 

529.  538,  546 

LaThrop,  a.  P Report  of  Nominating  Committee  and 

Election  of  Officers 302,  5 1 1 

Secretary -Treasurer 902,  903.  904 

Lea,'  H.  I Air  Blast  Gas  Appliances 739 

Learned,  W.  A Report  of  Nominating  Committee  and 

Election  of  Officers 525 

Lynn,  J.  T Report  of  Committee  on  President's 

Address 510 

Report  of  Nominating  Conmiittee  and 
Election  of  Officers 518,  522 


Digitized  by  VjOOQIC 


xxvn 

SPBAKBR.  SUBJECT.  PAGB 

McDoNAi«D,  D.  (Louisville) . . .  Report  of  Nominating  Committee  and 

Election  of  Officers. .  .513,  514,  519,  526 

Electrolysis 680 

Air  Blast  Gas  Appliances 736,  737,  738 

Report  of  Committee  on  Pipe  Stand- 
ards  942,  944 

McDonald,  Wm Report  of  the  Trustees  Gas  Educa- 
tional Fund 288 

Treasurer,  Salary  of . . ., 905 

McIi^HBNNY,  J.  D Report  of  the  Trustees  Gas  Educa- 
tional Fund 288 

Experience  with  Dipping  Diaphragms 

in  Philadelphia  and  Baltimore 917 

M  cKay,  Wi  li^iam  E Response  to  Address  of  Welcome ...     14 

Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas 537 

McKbe,  G.  W A    New    Carbonic    Acid    Gas   Indi- 
cator   924,  925 

MacFari^and,  Hon.  H.  B.  F.  .Address  of  Welcome 11 

Mbmber Depreciation 367 

Wrinkle  Department 452 

Report  of  Nominating  Committee  and 

Election  of  Officers 514,  522 

Electrolysis 677 

Discussion   of   Report  of  Committee 

on  Meters 962 

A  New  Carbonic  Acid  Gas  Indicator  925 
Report  of  Committee  on  Pipe  Stand- 
ards    942 

MiLi^BR,  A.  S Depreciation 356,  357 

Report  of  Committee  on  Metliods  of 

Taking  Candle  Power  of  Gas 547 

Report  of  the  Committee  on  Public 
Policy  of  the  American  Gas  Insti- 
tute  650,  651 

Electrolysis 679 

Experience  of  the  Consolidated  Gas, 
Electric  Light  &  Power  Co.,  of 
Baltimore,  with  **  Dipping  Meters  " 

914,  917 
Report  of  Committee  on  Pipe  Stand- 
ards    937 

MORBHBAD,   J.  M Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas 533 

Morris,  W.  Cui^lkn Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas.  .538,  539 


Digitized  by  VjOOQIC 


XXVIII 

SPBAKBR.  SUBJECT.  PAGE 

Morton,  F.  N Report  of  Board  of  Revision  of  the 

Question  Box  on  Manufacture  of 

Gas 696 

N«rrLBTON,  Chas.  H Report  of  the  Trustees  Gas  Educa- 
tional Fund 288 

Report  of  Nominating  Committee  and 

Election  of  Officers 512,  515,  520 

NoRRiS,  Roi<i*iN Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas 547 

A  New  Carbonic  Acid  Gas  Indicator  925 

Pratt,  E.  G Report  of    Committee  on  the  Next 

Place  of  Meeting 509 

President,  The Report  of  Board  of  Directors 46,    47 

Constitution,  Changes  in 47 

Report  of  the  Trustees  Gas  Educa- 
tional Fund 288,  289 

Communication  from  the  New  Eng- 
•                 land  Association  of  Gas  Engineers 
by  the  Latter's  Committee  on  Uni- 
form    Accounting    and    Deprecia- 
tion  355,  356 

Depreciation 356,  357,  361,  362 

Wrinkle  Department 371,  452 

Report  of  Committee  on  Methods  of 
Taking  Candle  Power  of  Gas — 

452,  532.  537,  539,  543,  547 

Report  of  Committee  on  the  Next 
Place  of  Meeting 370,  509 

Report  of  Nominating  Committee  and 
Election  of  Officers—  . 

302,370,  37i»  511,  512,  513, 
515,  516,517,518.  5^9,  520, 
521,  522,  523,  524.525,  526,  527 

Report  of  the  Committee  on  Public 
Policy  of  the  American  Gas  Insti- 
tute  649,  650,  651 

Electrolysis 677,  678,  684 

Public  Relations  Committee,  Appoint- 
ment of 684,  685 

Technical  Committee,  Appointment 
of 685 

Report  of  the  Bureau  of  Informa- 
tion  694,  695 

Report  of  Board  of  Revision  of  the 
Question  Box  on  Manufacture  of 
Gas 696.  697 


Digitized  by  VjOOQIC 


XXIX 

SPEAKSR.  SUBJHCT.  PAGE 

Prbsident,  Thb Air  Blast  Gas  Appliances— 

730,  734,  736.  739 
A   Bulletin   of    Instructions   on  the 
Care  and  Operation  of   Recupera- 
tive Benches 739,  740 

Discussion  of  Report  of  Committee 

on  Meters 898,  902 

Secretary-Treasurer 903,  904,  905,  945 

A   New    Carbonic    Acid    Gas    Indi- 
cator  923,  924,  927 

Report  of  Committee  on  Pipe  Stand- 
ards  940,  941,  942,  943,  944 

Vote   of  Thanks  to    Committee    on 

Arrangements 945 

Reports  of  Committees  Not  Having 
Reported,  Referred  to  Publication 

Committee.* 945 

Adjournment 945 

Prichard,  C.  F Report  of  Nominating  Committee  and 

Election  of  Officers 526 

RiCB,  H.  Xi Report  of  Nominating  Committee  and 

Election  of  Officers 520 

RiKHA,  E.  ly A  Bulletin  of  Instructions    on  the 

Care  and  Operation  of  Recuperative 

Benches 896 

ROBISON,  C.  D A  New  Carbonic  Acid  Gas  Indicator — 

919,  924,  927 

SbarlB,  R.  M Report  of  Nominating  Committee  and 

Election  of  Officers 522 

Secretary,  The Treasurer,  Bonding  of 47 

Constitution,  Changes  in 47 

Report  of  Nominating  Committee  and 
Election  of  Officers.  .517,  518,  521,  522 

Serrili^,  W.  J Discussion  of  Report  of  Committee 

on  Meters 899 

Report  of  Progress  on  *'  A  "  Meters  905 

ShaTTuck,  John  D Report  of  the  Committee  on  Public 

Policy  of  the  American   Gas  Insti- 
tute   651 

Report  of  Board  of  Revision  of  the 
Question  Box   on    Manufacture  of 

Gas 695 

Stone,  F.  W Report  of  Board  of  Revision  of  the 

Question  Box  on    Manufacture  of 

Gas 696 

Air  Blast  Gas  Appliances 737,  738 


Digitized  by  VjOOQIC 


XXX 

SPEAKER.  SUBJECT.  PAGE 

Strbckkr,  a.  H Report  of  Committee  on  Pipe  Stand- 
ards    932 

Tbrry,  H.  W Air  Blast  Gas  Appliances 734 

Thompson,  Paui^ Communication  from  the  New  Eng- 
land Association  of  Gas  Engineers 
by  the  Latter's  Committee  on  Uni- 
form Accounting  and  Depreciation  356 
Report  of  Nominating  Committee  and 

Election  of  Officers 512,  514,  521 

Report  of    Committee   on    Methods 

of  Taking  Candle  Power  of  Gas. . .   532 
Report  of  the  Committee  on  Public 
Policy  of  the  American  Gas  Insti- 
tute   651 

Report  of  Committee  on  Pipe  Stand- 
ards   942 

Reports  of  Committees   Not   Having 
Reported,  Referred  to  Publication 

Committee 945 

TuTWii^ER,  C.  C A  New  Carbonic  Acid  Gas  Indicator  923 

Vice-PRBSIDENT,  The President's  Address,  Appointment  of 

Committee  on 21 

Obligations  Imposed  by  the  Posses- 
sion of  a  Franchise 305,  305 

Report  of  Committee  on  President's 

Address 510,  511 

Waring,  G.  H Report  of  Committee  on  Methods  of 

Taking  Candle  Power  of  Gas.  .532,  547 
A  New  Carbonic  Adid  Gas  Indicator  925 

WiwoN,  S.  TuhhY Air  Blast  Gas  Appliances 730 

WiTHERBY,  E.  E Report  of  Committee  on  Pipe  Stand- 
ards  936,  939,  940,  941,  942,  943 

Vote  of  Thanks    to  Committee  on 

Arrangements 945 

Wood,  Wai«TBR Report  of  Committee  on  Pipe  Stand- 
ards  939,  940,  941,  942 

Wood,  W.  A Report  of  Nominating  Committee  and 

Election  of  Officers 516,  521 

Young,  P.  S Depreciation 366 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQIC 


.  \  \   .    \  I 


t  ■  V     , 


Digitized  by  VjOOQIC 


--    f 


Digitized  by  Google 


REPORT  OF  THE  PROCEEDINGS 

OP  THB 

AMERICAN  Gas  Institute 

SECOND  ANNUAL  MEETING 

HBI«D  AT 

The  new  WILLARD  HOTEL,  WASHINGTON,  D.  C. 
October  i6th,  17TH  and  i8th,  1907. 


First  Day. — Morning  Session. 

The  Institute  was  called  to  order  at  10  a.  m.,  Wednesday, 
October  16th,  in  the  convention  hall  of  the  New  Willard  Hotel, 
Washington,  D.  C,  President  Walton  Clark  in  the  chair. 

1  he  following  gentlemen  were  present : 

Active  Members. 

Adams,  H.  C Philadelphia,  Penn. 

Addicks,  Walter  R New  York,  N.  Y. 

Africa,  Walter  G Manchester,  N.  H. 

AUen,  William  H Newark,  N.  J. 

Allison,  Walter  A Philadelphia,  Penn. 

Ames,  Joseph  B Jersey  City,  N.  J. 

Anderson,  William  C Plymouth,  Penn. 

Baehr,  William  Alfred St.  Louis,  Mo. 

Bailey,  W.  Frank Wilmington,  Del. 

Bains,  George  B -  -  •  \ Ardmore,  Penn. 

Barnes,  Albert  Mallard Cambridge,  Mass. 

Barrett,  William  E New  York,  N.  Y. 

Barrows,  George  S. Kansas  City,  Kan. 

Barthold,  W.  H Saginaw,  Mich. 

Battin,  Henry  S Philadelphia,  Penn. 

Bayley,  C.  Clay Washington,  D.  C. 

Beack,  George  W Sunbury,  Penn. 
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Beadle,  Albert  B New  York,  N.  Y. 

Beal,  T.  R Poughkeepsie,  N.  Y. 

Bigelow,  Arthur  F Allentown,  Penn. 

Bill,  Benjamin  P * Springfield,  Mass. 

Boardman,  A.  E New  York,  N.  Y. 

Bond,  Charles  O Philadelphia,  Penn. 

Bradley,  Charles  W Oak  Park,  111. 

Brown,  E.  C New  York,  N.  Y. 

Brown,  R.  B Milwaukee,  Wis. 

Bruce,  Howard New  York,  N.  Y. 

Bullock,  B.  F Fredericksburg,  Va. 

Bump,  Milan  R New  York,  N.  Y. 

Burgess,  C.  F Madison,  Wis. 

Burleigh,  John  J Camden,  N.  J. 

Butterworth,  C.  W St.  Albans.  Vt. 

Butterworth,  Irvin Detroit,  Mich. 

Cahill,  William  J Utica,  N.  Y. 

Campbell,  S.  K Plainfield,  N.  J. 

Carter,  Robert  A New  York,  N.  Y. 

Castor,  William  A Frankford,  Penn. 

Cathels,  Edmund Providence,  R.  I. 

Causbrook,  W.  R Plainfield,  N.  J. 

Chubb,  Chester  N Sioux  Falls,  S.  D. 

Clabaugh,  G.  W Omaha,  Neb. 

Clapp,  G.  N Middletown,  Ohio. 

Clark,  John  A East  Orange,  N.  J. 

Clark,  John  CD St.  Louis,  Mo. 

Clark,  Walton Philadelphia,  Penn. 

Clarey,  Edward  D Burlington,  Iowa. 

Cline,  W.  B Peekskill,  N.  Y. 

Cobb,  S.  P Rochester,  N.  Y. 

Coggshall,  Henry  F Fitchburg,  Mass. 

Collins,  Carroll Marshall,  Mich. 

Collins,  David  J Philadelphia,  Penn. 

Combs,  Roger  B Philadelphia,  Penn. 

Congdon,  Richard  C Atlanta,  Ga. 

Cook,  Charles  G Trenton,  N.  J. 

Cooper,  W.  H Amsterdam,  N.  Y. 
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Copley,  I.  C Aurora,  111. 

Corscot,  John Madison,  Wis. 

Cowder\-,  Edward  G St.  Louis,  Mo. 

Cressler,  A.  D Fort  Wayne,  Ind. 

Crisfield,  J.  A.  P Philadelphia,  Penn. 

Crowell,  F.  B Atlanta,  Ga. 

Cunningham,  John'  H Westminster,  Md. 

Curran,  G.  W Philadelphia,  Penn. 

Curtis,  Samuel  P Philadelphia,  Penn. 

Dashiell,  P.  T Newark,  N.  J. 

Dell,  John St.  Louis,  Mo. 

Dickel,  Carl  A Philadelphia,  Penn. 

Dickey,  Charles  H Baltimore,  Md. 

Diffenderfer,  J.  E ' Steelton,  Penn. 

Dixson,  J.  Alfred \  .New  York,  N.  Y. 

Dods,  John  C Cherryville,  Kan. 

Doherty,  Henry  L New  York,  N.  Y. 

Dolley,  George  M Peru,  Ind. 

Donahue,  E.  J Jersey  City,  N.  J. 

Dorner,  William  F Philadelphia,  Penn. 

Doty,  Paul St.  Paul,  Minn. 

Douglas,  Henry  W Ann  Arbor,  Mich. 

Dunbar,  Jam.es  W New  Albany,  Ind. 

Dunn,  F.  S Albany,  N.  Y. 

Dustin,  Guy  K Hartford,  Conn. 

Dutton,  Lewis  R Wyncoke,  Penn. 

Dutton,  R.  H Hanover,  Penn. 

ELamshaw,  Edward  H Cincinnati,  Ohio. 

Elaton,  Alfred  B Chicago,  111. 

Elaton,  James  B Rochester,  N.  Y. 

Egner,  Frederick Norfolk,  Va. 

Ellis,  Harry Camden,  N.  J. 

Ellis,  John  W Providence,  R.  I. 

Enright,  F.  O Frederick,  Md. 

Evans,  George  B St.  Louis,  Mo. 

Eysenbach,  E.  E .Binghamton,  N.  Y. 

Ferguson,  B.  B Portsmouth,  Va. 

Ferrier,  James Rome,  Ga. 
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Ferris,  H.  H "^  Jersey  City,  N.  J. 

Fitzgerald,  Leonard Haltiesburg,  Miss. 

Fogg,  Oscar  H Flushing,  L.  I. 

Forbes,  Charles. . . : Ottawa,  Ont.,  Canada 

Forstall,  Alfred  E New  York,  N.  Y. 

Forstall,  Walton .* Philadelphia,  Penn. 

Fowler,  Samuel  J Charlestown,  Mass. 

Frick,  John  A Reading,  Penn. 

Frost,  William  H Detroit,  Mich. 

Fullerton,  George Schenectady,  N.  Y» 

Fulweiler,  Walter  Herbert Philadelphia,  Penn. 

Ganser,  Herbert  H Norristown,  Penn. 

Gardiner,  William  Howard,  Jr New  York,  N.  Y. 

Gartley,  William  H f^hiladelphia,  Penn. 

Gifford,  Charles  H New  Bedford,  Mass. 

Glasgow,  Arthur  Graham London,  England. 

Glass,  Sheldon  J Milwaukee,  Wis. 

Golden,  John  W Savannah,  Ga. 

Goudy,  W.  R Sioux  City,  Iowa. 

Graf,  Carl  H Indianapolis,  Ind. 

Graham,  L.  C Winona,  Minn. 

Gribbel,  John Philadelphia,  Penn. 

Guffey,  Joseph  F Pittsburg,  Penn. 

Guldlin,  Olaf  N Fort  V/ayne,  Ind. 

Haase,  Ewald .  .Milwaukee,  Wis. 

Haines,  Jansen Des  Moines,  Iowa. 

Hantzmon,  H.  M Alexandria,  Va. 

Hart,  William  F Wasliington,  D.  C. 

Hartman,  William  E Joliet,  111. 

Hellen,  Frank Rochester,  N.  Y. 

Hofmann,  Lothar Fort  Wayne,  Ind. 

Holden,  Thomas  F Washington,  D.  C. 

Holman,  C.  L St.  Louis,  Mo. 

Holzer,  Edwin  G . , .  .Easton,  Penn. 

Humphreys,  Alexander  C New  York,  N.  Y. 

Humphreys,  J.  J.,  Jr Coney  Island,  N.  Y. 

Huntting,  J.  R Grand  Rapids,  Mich. 

Hutchinson,  F.  R Camden,  N.  J. 
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Hyde,  Henry  H Racine,  Wis. 

Johns,  L*  B Hyde  Park,  Mass. 

Johnson,  Herbert  Gilmore Utica,  N.  Y. 

Johnston,  Mervyn  E Newark,  N.  J. 

Jones,  Thomas  Clive Delaware,  Ohio, 

Jourdan,  James  H Brooklyn,  N.  Y. 

Kellogg,  Leonard  L Sioux  City,  Iowa. 

Kellogg,  R.  M Yonkers,  N.  Y. 

Kennedy,  John  P Cambridge,  Mass. 

Keppelman,  John .Reading,  Penn. 

Kltmipp,  John  Bartleman Philadelphia,  Penn. 

Knapp,  Amos  M Peekskill,  N.  Y. 

Knowles,  William  P Richmond,  Va. 

Lamson,  Charles  Dudley Worcester,  Mass. 

Lamson,  William  O.,  Jr Westchester,  Penn. 

Lane,  Frank  K Richmond,  Va. 

Lathrop,  Alanson  P 'New  York,  N.  Y. 

Lawlor,  R.  H Waterloo,  Iowa. 

Lea,  Henry  I Pittsburg,  Penn. 

Learned,  Charles  A Meriden,  Conn. 

Learned,  Waldo  A Newton,  Mass. 

Light,  George Dayton,  Ohio. 

Linton,  Samuel  E.,  Jr Vicksburg,  Miss. 

Lloyd,  Ernest  F Detroit,  Mich. 

Loichot,  Joseph  L Canton,  Ohio. 

L)mn,  James  T Detroit,  Mich. 

Macbeth,  A.  B Kansas  City,  Mo. 

Macbeth,  George  T Mt.  Vernon,  N.  Y. 

Malone,  M.  E Denver,  Col. 

Mansur,  John  H Royersford,  Penn. 

Marshall,  F.  L Hopkinsville,  Ky. 

Mason,  John  T. . . , Milwaukee,  Wis. 

Maxson,  J.  H Gallipolis,  Ohio. 

McCarter,  Thos.  N Newark,  N.  J. 

McDonald,  Donald Albany,  N.  Y. 

McDonald,  Donald.. Louisville,  Ky. 

McDonald,  William Albany,  N.  Y. 

Mcllhenny,  James  S Washington,  D.  C. 
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Mcllhenny,  John Philadelphia,  Penn. 

Mcllhenny,  John  D Philadelphia,  Penn. 

McKay,  William  E Milton,  Mass. 

Melick,  Thos .Tlainfield,  N.  J. 

Merchant,  O.  A.,  Jr Cape  May,  N.  J. 

Merritt,  W.  H Lebanon,  Penn. 

Middleton,  Robert  L Washington,  D.  C. 

Miller,  Alten   S Baltimore,  Md. 

Miller,  Carroll Chicago,  111. 

Miller,  Ira  Abbott Colorado  Springs,  Col. 

Miller,  Thomas  David New  Orleans,  La. 

Miller,  V.  A Canandaigua,  N.  Y. 

Miller,  William  B Birmingham,  Ala. 

Molony,  Martin Philadelphia,  Penn. 

Morehead,  John  M Chicago,  111. 

Morrison,  Henry  K Concord,  N.  H. 

Morris,  Robert  C,  Jr Binghamton,  N.  Y. 

Morris,  W.  Cullen L.  I.  City,  N.  Y. 

Morris,  William  T Ithaca,  N.  Y. 

Morton,  F.  N Philadelphia,  Penn. 

Moses,  Frank  D Trenton,  N.  J. 

Myers,  Joseph  B Waterbury,  Conn. 

Nettleton,  Charles  H Derby,  Conn. 

Newbery,  F.  E Kankakee,  111. 

Norris,  Rollin Philadelphia,  Penn. 

Norton,  Walter  F Nashua,  N.  H. 

Nute,  Joseph  E Fall  River,  Mass. 

Nutting,  Charles  H Chicopee,  Mass. 

Old,  George St.  Augustine,  Fla. 

Page,  Carter  H.,  Jr Philadelphia,  Penn. 

Perkins,  Benjamin  W Altoona,  Penn. 

Persons,  Fred  R Toledo,  Ohio. 

Pettes,  W.  H Newark,  N.  J. 

Polk,  Roger  W St.  Louis,  Mo. 

Pollitt,  L.  Irving Erie,  Penn. 

Pond,  E.  C Petersburg,  Va. 

Power,  John  J Cumberland,  Md. 

Pratt,  Edward  G Chicago,  111. 
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Prichard,  Charles  F Lynn,  Mass. 

Pullen,  James  T Jackson,  Miss. 

Purcell,  Theo.  V Chicago,  111. 

Quinn,  A.  K Newport,  R.  I. 

Ramsdell,  George  G New  York,  N.  Y. 

Randolph,  William  W New  York,  N.  Y. 

Rees,  Richard Memphis,  Tenn. 

Rice,  Henry  L Aurora,  111. 

Ritter,  Charles  S Detroit,  Mich. 

Roberts,  E.  C Hackensack,  N.  J. 

Roberts,  F   M Mt.  Vernon,  N.  Y. 

Roberts,  George  J Philadelphia,  Penn. 

Robison,  Charles  D Nyack,  N.  Y. 

Roohan,  Patrick SaratogaSprings,N.Y. 

Roper,  George  D Rockford,  111. 

Ruegenberg,  John  M Philadelphia,  Penn. 

Rusby,  John  M Philadelphia,  Penn. 

Russell,  Daniel  R St.  Louis,  Mo. 

Russell,  Herman Rochester,  N.  Y. 

Rutter,  Thomas  V New  York,  N.  Y. 

Sargent,  Fred  H Lawrence,  Mass. 

Sawyer,  F.  H Norfolk,  Va. 

Schmidt,  F.  W Jersey  City,  N.  J. 

Scobell,  E.  C Rochester,  N.  Y. 

Searle.  Robert  M Rochester,  N.  Y. 

Secord,  Warren  L Ossining,  N.  Y. 

Shacklette,  R Adrian,  Mich. 

Shattuck,  John  D Chester,  Penn. 

Shepard,  Frederick  C Minneapolis,  Minn. 

Simons,  Keating  Lewis Birmingham,  Ala. 

Slade,  Richmond  E Hartford,  Conn. 

Sloan,  J.  C Port  Huron,  Mich. 

Smart,  F.  R.,  Jr York,  Penn. 

Spangenberg,  Brewster  H New  York,  N.  Y. 

Spragle,  L.  D Gloversville,  N.  Y. 

Springer,  Edward  S Leavenworth,  Kan. 

Steinwedell,  Carl Butte,  Mont. 

Steinwedell,  W.  E Cleveland,  Ohio. 
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Stewart,  Samuel  B Pittsburg,  Penn. 

Stone,  Frederick  W Ashtabula,  Ohio. 

Strohn,  C.  B Elgin,  111. 

Strohn,  R.  N Aurora,  111. 

Sweetman,  M.  M Kansas  City,  Mo. 

Tait,  Frank  M Dayton,  Ohio. 

Talbot,  Frank  Danville,  Va. 

Taussig,  J.  Hawley ^.Philadelphia,  Penn. 

Terry,  H.  Warren,  Jr.. '. Mt.  Vernon,  N.  Y. 

Thompson,  Paul Philadelphia,  Penn. 

Thomson,  George  W Chester,  Penn. 

Thwing,  Orrell  O Fort  Wayne,  Ind. 

Tippy,  Charles  W Williamsport,  Penn. 
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ADDRESS  OF  WELCOME. 

The  President:  Gentlemen,  in  calling  this  Institute  to 
order  this  morning,  I  have  the  pleasure  of  introducing  to  you 
the  Hon.  H.  B.  F.  MacFarland,  Commissioner  of  the  District 
of  Columbia,  who  will  extend  to  you  a  welcome  to  the  City  of 
Washington. 

Mr,  McFarland:  Mr.  President  and  Gentlemen,  I  am 
ver}"  much  honored  in  being  allowed  to  speak  a  word  of  wel- 
come for  the  executive  government  of  the  District  of  Columbia. 
I  do  not  suppose  that  most  of  you  know  what  the  executive 
government  of  the  District  of  Columbia  is,  but  I  may  say  that 
we  are  a  Board  of  Commissioners,  and  that  we  have  the  gen- 
eral powers  of  a  government  and  mayor,  with  some  other 
powers  of  a  legislative  character.  We  are  especially  able  to 
represent  the  sentiment  of  the  community,  and  on  such  an 
occasion  as  this  it  is  a  united  sentiment.  We  have  human 
nature  here,  as  you  have  it  everywhere  else,  and  we  are  not 
united  upon  all  things,  but  upon  the  occasion  of  a  gathering 
here  of  such  a  representative  body  as  this  we  are  absolutely 
one  in  our  desire  to  make  you  feel  perfectly  at  home.  We  are 
fortunate  in  that  the  particular  arrangements  for  the  hospitality 
of  this  occasion  are  in  the  hands  of  some  of  our  citizens  who 
know  how  to  do  that  sort  of  thing,  and  I  congratulate  you  uppn 
these  arrangements  being  in  their  hands.  We  wish  also  to  claim 
the  credit  for  the  good  weather.    If  it  had  been  bad  weather,  I 
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should  have  told  you  that  the  weather  bureau  was  under  the 
National  Government,  but  since  we  have  good  weather  I  claim 
it  as  belonging  to  the  District  of  Columbia.  We  have  no 
keys  to  present  to  you,  because  the  gates  of  the  City  of  Wash- 
ington are  open  day  and  night,  and  because  every  American 
citizen  is  free-born  of  this  city.  This  is  your  national  capital, 
and  our  national  capital.  It  does  not  belong  to  us  who  live 
here,  although  we  have  a  great  interest  in  it,  but  it  belongs  to 
all  of  the  citizens  of  the  republic.  It  is  not  strange  that  na- 
tional conventions  meet  here  with  more  and  more  frequency. 
It  is  not  strange  that  this  is  now  a  convention  city,  for  there 
is  a  special  attraction  here,  and  there  should  be  about  your 
national  capital,  and,  if  for  no  other  reason,  because  they  are 
almost  always  certain  to  have  a  larger  attendance  here  than 
anywhere  else.  Certainly,  every  intelligent  American  wants 
to  visit  his  national  capital  at  least  once  a  year,  and  many  of 
them,  we  are  happy  to  say,  come  very  much  oftener  than  that. 
He  ought  to  do  it  and  renew  his  patriotism,  because  it  exalts 
his  just  pride  as  an  American  to  see  the  home  and  the  symbol 
of  the  national  sovereignty  and  of  the  national  power. 

In  welcoming  such  a  representative  gathering  as  this  from 
every  part  of  the  country,  having  representatives  here  from 
almost  every  large  city,  as  I  understand,  of  the  country,  we  of 
the  government  of  the  District  of  Columbia  feel  that  we  are 
performing  an  important  service  to  the  national  capital  itself 
for  it  gives  us  an  opportunity  to  remind  you  all  of  your  interest, 
and  the  interest  of  the  town  which  you  represent  in  this  city, 
and  to  remind  you  what  you  can  do  to  help  forward  its  develop- 
ment and  embellishment  and  improvement  in  every  respect, 
until  it  shall  be,  as  all  true  Americans  hope,  I  believe,  the  most 
perfect  capital  on  earth.  Perhaps  you  know,  all  of  you,  that 
you  make  the  laws  and  the  appropriations  for  the  national 
capital  through  your  senators  and  your  representatives.  We 
believe  that  you  want  those  laws  and  appropriations  to  be  as 
wise  and  as  generous  as  possible,  and  that  you  will  support 
your  representatives  in  Congress  in  order  that  they  may  aid  to 
make  Washington  City  as  it  ought  to  be,  one  of  the  beautiful 
cities  of  the  world.    We  who  live  here,  we  District  people,  pay 
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one-half  of  the  expenses  of  the  maintenance  of  our  national 
capital.  This  year  we  pay  about  $16.50  per  capita,  and  the 
rest  of  you  pay  the  other  half,  and  this  year  you  pay  about  six 
and  one-half  cents  per  capita.  I  am  sure  that  you  will  get 
your  money's  worth  for  all  that  you  have  contributed  towards 
the  maintenance  of  the  national  capital  in  this  one  visit  alone. 
I  believe  that  you  would  willingly,  both  you  and  all  whom  you 
represent,  would  willingly  double  your  annual  contribution 
and  make  it  thirteen  cents  instead  of  six  and  one-half  cents^ 
and  that  would  add  fifty  per  cent,  to  the  progress  of  our  na- 
tional capital.  Already  it  has  made  great  progress,  as  you  who 
come  here  frequently  and  see  it  know,  and  as  you  who  come 
here  infrequently  must  have  noticed. 

In  carrying  out  the  arrangements  for  your  entertainment, 
you  will  see  all  possible  of  the  City  of  Washington,  and  you 
will  see  what  progress  has  been  made  in  beauty  and  even  in 
wealth.  It  is  not  a  commercial  city,  yet  the  United  States 
census  report  says  that  we  have  more  wealth  in  the  District  of 
Columbia  than  there  is  in  any  one  of  twenty-five  specified 
states,  so  that  there  are  only  twenty  states  that  have  more 
wealth  than  the  District  of  Columbia,  and  most  of  those  states 
are  the  oldest  in  the  Union.  The  resources  of  our  financial 
institutions  are  in  the  neighborhood  of  one  hundred  millions 
of  dollars,  which  is  high  for  a  non-commercial  city.  We  expect 
more  wealth,  although  we  do  not  expect  to  see  it  as  the  result 
of  the  establishment  of  a  smoke-ridden  manufacturing  city. 
We  expect  to  get  our  increase  in  wealth  without  any  decrease 
in  beauty,  but  we  expect  also  greater  things  than  wealth.  We 
expect  a  full  development  of  beauty  in  our  buildings  and 
grounds,  in  the  parks  and  in  the  trees  and  the  monuments,  but 
we  expect  also  greater  justice  in  our  laws  and  our  customs, 
more  science,  more  culture,'  more  religion,  so  that  we  shall 
have  here  the  ideal  capital  of  the  world.  In  all  that  we  ask 
for  the  future,  we  need  and  expect  the  aid  and  sympathy  of 
every  patriotic  American.     (Applause.) 

The  President:  I  will  ask  Captain  McKay  to  respond 
to  the  kind  words  of  welcome  by  Mr.  MacFarland. 
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Captain  McKay:  Mr.  President  and  Commissioner  Mac- 
Farland :  The  American  Gas  Institute  sincerely  thanks  you  for 
the  hearty  welcome  you  have  extended  to  us.  This  Institute 
is  a  successful  consolidation  of  three  societies  of  Engineers 
and  Managers;  one  of  these  three  societies  was  the  American 
Gas  Light  Association.  When  this  association  first  met  in 
Washington,  twenty-three  years  ago,  it  came  quietly  and  left 
in  silence;  when  it  again  convened  in  Washington,  thirteen 
years  ago,  it  arrived  without  welcome  and  escaped  without 
arrest;  when,  for  a  third  time,  the  annual  meeting  was  held 
here  in  1904,  the  association  was  greeted  by  the  Engineer  mem- 
ber of  the  Board  of  Commissioners;  and  behold!  to-day,  the 
President  of  the  Board  of  Commissioners  welcomes  us  with 
kind  words  to  the  marble  heart  of  this  monumental  city !  We 
appreciate  your  attention,  and  we  hope  to  merit  the  birthright 
of  the  freedom  of  this  beautiful  and  magnificent  city. 

But  the  scholarly  form  of  your  address  reminds  me  of  the 
historic  visit  of  Queen  Elizabeth  to  Kenilworth,  when  the 
Mayor  of  Coventry  asked  permission  to  present  an  address  of 
welcome.  The  Mayor,  knowing  that  the  Queen  was  a  patron 
of  Hterature,'made  the  address  poetic,  and  read: 

"We  men  of  Coventree 
Are  very  pleased  to  see 
Your  Gracious  Majestee. 
Good  Lord  !     How  fine  ye  be." 

But  I  trust  that  we  shall  not  experience  the  sequel,  for  the 
Queen  smiled,  then  frowned,  and  immediately  replied: 

**  My  Gracious  Majestee 
Is  very  wroth  to  see 
Ye  men  of  Coventree, 
Good  Lord  !     What  fools  ye  be  !  " 

This  Institute,  Mr.  President,  includes  in  its  active  member- 
ship men  from  every  state  in  the  Union,  from  Canada  to  the 
North,  from  America  to  the  South,  from  every  one  of  our  insu- 
lar possessions,  and  from  the  several  nations  of  Europe.  We 
feel  at  home  here  in  Washington,  because  each  one  of  us  is  more 
or  less. closely  concerned  with  a  Public  Service  Corporation, 
and  we  are  becoming  familiar  with  Regulation  or  Government 
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by  Commission.  In  these  annual  meetings  we  discuss  methods 
and  facts  rather  than  theories;  the  experience  and  knowledge 
of  one  becomes  the  property  of  all ;  we  revert  to  the  original 
sources  of  information,  and  each  meeting  every  year  records  a 
reduction  in  the  cost  of  gas,  or  an  improvement  in  the  service, 
and  a  more  careful  effort  to  deserve  and  to  retain  the  confi- 
dence and  support  of  the  people  whom  we  serve. 

Great  and  important  as  it  is,  the  Gas  Industry  is  only  one 
hundred  years  old;  among  the  sixteen  thousand  words  that 
Shakesi>care  used,  you  cannot  once  find  the  word  "gas,"  but 
he  knew  what  the  future  would  bring  forth,  for  he  makes 
Clotea  say,  in  "Cymbeline :"  "If  Caesar  can  hide  the  sun  from 
us  with  a  blanket,  or  put  the  moon  in  his  pocket,  we  will  pay 
him  tribute  for  light."  But,  Mr.  President,  we  are  come  to 
Washington  not  to  demand  tribute  of  our  Caesar,  but  to  pay 
our  tribute  to  the  ineffable  light  of  his  genius ;  we  believe  with 
Lowell, 

*    **  As  one  lamp  lights  another,  nor  grows  less. 
So  nobleness  enkindleth  nobleness/' 

Here  and  to  Mt.  Vernon  we  are  come  to  learn  anew  the  lessons 
of  courage,  of  labor,  and  of  patriotism;  here,  in  the  capital 
city  of  our  republic,  we  are  refreshed  and  inspired  by  the  ma- 
terial evidences  of  the  history,  the  accomplishments,  the  great- 
ness, goodness  and  glory  of  our  country. 

Again,  Mr.  MacFarland,  the  American  Gas  Institute  thanks 
you  for  your  cordial  greeting,  and,  like  the  fellow-countryman 
of  your  ancestors,  like  Robert  Bums  when  he  was  hospitably 
entertained,  we  exclaim: 

**  In  Heaven  itself  we*ll  ask  no  more 
Than  just  a  Highland  welcome." 

The  President:  The  order  of  business  now  makes  it 
necessary  that  you  should  listen  to  a  Presidential  address.  I 
will  ask  Mr.  Prichard  if  he  will  kindly  take  the  chair  while  I 
am  reading. 

(Mr.  Prichard  takes  the  chair.) 
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PRESIDENT'S  ADDRESS. 

We  are  assembled  here  with  the  burden  of  proof  heavy 
upon  us.  We  have  destroyed  three  of  the  most  useful  organi- 
zations of  practical  and  scientific  men  that  have  ever  existed; 
we  have  abandoned  the  old,  simple  form  of  organization,  with 
the  old,  unpretentious  names ;  we  are  erecting  a  new  and  com- 
plex organization,  with  a  name  suggestive  rather  of  confidence 
than  of  modesty.  We  are  to  determine  at  this  meeting  how  we 
may  justify  the  destruction  we  have  wrought;  what  we  may 
do  for  our  industry  through  the  new  organization  to  justify 
the  termination  of  the  high-class,  self-sacrificing  work  of  the 
American,  the  Western  and  the  Ohio  Gas  Associations,  now 
dead  at  our  hands. 

Seriousness  becomes  us  at  this  moment.  It  is  not  certain 
that  our  industry  will  profit  from  the  change  that  we  have 
wrought.  It  is  too  soon  to  congratulate  ourselves  on  the  suc- 
cess of  our  efforts,  after  amalgamation.  Now  is  the  time  for 
anxious  thought  and  labor.  With  painstaking  care  must  we 
work  out  our  salvation  and  our  justification.  This  is  the  concern 
of  all;  your  directors  and  officers  are  not  competent  to  the 
task.  You  have  honored  me  with  the  executive  duties  of  this 
important  meeting;  you  have  thereby  increased  my  responsi- 
bilities, but  you  have  not,  any  one  of  you,  diminished  your 
own.  Every  man  who  consented  to  the  death  of  our  old  and 
honored  gas  associations  must  feel  that  personal  mortification 
will  follow  failure  to  make  this  Institute  a  light  and  leading 
among  scientific  organizations,  and  a  more  than  worthy  suc- 
cessor to  the  honorable  organizations  we  have  destroyed. 
Indeed,  the  burden  of  proof  is  heavy  upon  us. 

Chief  among  the  duties  put  upon  your  President  and  Di- 
rectors is  the  presentation,  for  your  approval  or  rejection,  of 
such  a  plan  of  organization  and  operation  as  they  believe  will 
enable  the  Institute  to  do  work  useful  to  our  industry  and  to 
the  state  and  credible  to  our  membership.  Such  a  plan  is 
included  in  the  report  of  the  Board  of  Directors  to  be  sub- 
mitted for  your  consideration  at  this  session. 

The  plan  that  we  therein  propose  to  you  for  the  conduct 
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of  the  affairs  of  this  Institute  is  as  simple  as  appears  to  us 
consistent  with  the  expectation  of  a  broader  and  more  valuable 
woric  than  that  of  the  gas  associations.  This  report  is  of  para- 
mount importance,  and  should  have  yoiu-  careful  consideration. 
If  you  vote  its  "adoption,  and  for  the  constitutional  changes  it 
recommends,  you  commit  the  Institute  to  a  form  of  organiza- 
tion and  a  plan  of  work  far  exceeding  in  complexity  and  in 
extent  the  organization  and  work  of  the  associations  we  have 
abandoned.  It  is  designed  to  effect  what  I  understand  to  be 
the  determination  of  the  membership  of  this  Institute,  to  con- 
tinue and  extend  the  technical  work  of  the  late  gas  associations, 
and  further  to  so  conduct  the  affairs  of  the  Institute  that  it 
shall  be,  and  be  recognized  as  being,  the  authority  in  the  United 
States  on  all  questions  relating  to  the  manufacture,  distribu- 
tion and  utilization  of  gas,  including  the  keeping  of  accounts, 
and  the  relations  between  gas  companies  and  consumers  and 
gas  companies  and  the  city  and  state.  There  notoriously  is 
need  of  some  authority  in  these  matters.  It  is  possible,  by  the 
exercise  of  care  and  deliberation,  to  so  place  this  Institute  that 
it  will  be  universally  recognized  as  an  authority  to  which 
appeals  may  be  made,  with  confidence  that  scientific  accuracy 
and  perfect  justice  will  characterize  its  decisions.  The  existing 
agitation  on  the  subject  of  public  service  utilities,  their  charges 
and  service,  and  the  variety  of  laws,  regulations  and  standards 
proposed  by  the  various  states,  indicate  the  importance  of  some 
recognized  authority.  There  can  be  no  doubt  that  the  Ameri- 
can Gas  Institute  is  the  natural  body  for  such  recognition, 
which  we  can  and  must  arrange  to  deserve  and  to  secure. 

Your  Directors  believe  that  the  organization  they  recom- 
mend to  you  will  prove  adequate  to  this  end.  They  are  con- 
fident that  under  it  the  Institute  can  win  and  hold  the  con- 
fidence of  the  profession,  and  of  those  of  our  fellow-citizens 
who,  by  reason  of  their  public  duties,  may  be  brought  into 
official  relations  with  us.  I  think  no  work  possible  to  us  is 
more  conducive  to  the  good  of  the  owners  of  the  properties 
we  operate  and  of  the  public  we  serve,  and  therefore  no  work 
that  may  more  profitably  or  more  honorably  engage  our  activi- 
ties.   We  can  and  should  establish  standards,  methods,  meas- 
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urements  and  definitions,  based  upon  pertinent  and  de-' 
monstrable  fact,  and  useful  in  the  conduct  of  our  business,  the 
measurement  of  our  service  and  the  determination  of  questions 
at  issue  between  the  supplier  and  the  consumer  of  our  product. 
We  should  as  far  as  practicable,  procure  for  our  standards  the 
endorsement  of  other  technical  associations  and  of  the  scientific 
organizations  of  the  world.  Achievement  will  be  the  result  of 
careful  and  conservative  effort.  Let  us  therefore  not  be  in 
haste  to  decide  or  to  adopt ;  but  let  us  consistently  and  per- 
sistently labor  toward  reasonableness  and  certainty.  So  will 
we  achieve  our  purpose ;  and  make  our  Institute  an  instrument 
for  good  to  our  industry,  to  ourselves  and  to  our  fellow- 
citizens. 

At  the  time  of  my  election  to  this  honorable  office  I  was 
serving  on  a  committee  engaged  on  an  inquiry  into  the  opera- 
tion of  various  public  service  industries,  by  municipalities, — 
British  and  American.  You  have  doubtless  read  the  reports 
of  the  committee,  and  you  will  soon  have  an  opportunity  of 
reading  the  record  made  by  the  experts  employed  by  them,  and 
analyses  of  that  record,  written,  one  by  the  advocates  of  muni- 
cipal trading  and  one  by  its  opponents.  I  do  not  desire  to 
discuss  these  matters  here ;  but  I  want  you  to  know  that  I  come 
from  the  long  investigation  proud  of  the  service  American  gas 
companies  are  rendering,  and  proud  to  be  numbered  among 
the  operators  of  privately  owned  American  gas  works.  We 
know  that  we  have  much  to  learn,  and  we  know  that  it  is  poor 
works  in  which  the  wisest  of  us  cannot  add  to  his  experience 
and  knowledge ;  but  we  have  nothing  to  fear  of  a  comparison 
with  the  gas  profession  of  any  country;  and  those  of  us  who 
are  individualists  can  safely  challenge  the  municipalizer  and 
socialist  to  a  comparison  of  results,  as  determined  and  re- 
corded by  the  expert  investigation  of  the  Civic  Federation. 
You  will  find  that  the  record  qf  the  Commission  bears  out  my 
statements,  and  fully  justifies  the  one  time  advocates  of  muni- 
cipal ownership  upon  that  commission  in  signing,  as  they  all 
did  sign,  a  report  which  makes  no  claim  that  municipal  owner- 
ship of  gas,  electric  light,  or  railways  ever  has  been  or  ever 
will  be  beneficial  to  the  consumer  or  to  the  tax-payer. 


Digitized  by  VjOOQIC 


19 

There  is  to-day,  in  mkny  minds  and  places,  a  rage  against 
public  service  companies  and  their  servants.  It  is  one  of  the 
symptoms — the  worst — of  the  disease  at  present  afflicting  many 
of  our  fellow-citizens,  the  virulent  disease  of  demagogism.  To 
rail  at  public  service  companies,  justifying  general  abuse  by 
citing  particular  instances  of  corporate  evil  doing,  is  a  cheap 
and  easy  means  of  eliciting  the  applause  of  the  unwary.  Men 
in  high  places — ^meaning  only  to  produce  ultimate  good — are 
not  always  wise  enough  to  know  that  present  injustice  can 
never  lead  to  final  blessing ;  and  we  sometimes  find  them  giving 
the  support  of  their  names  and  official  dignity  to  the  worst 
form  of  demagogy — ^the  form  that  works  individual  injustice 
and  spreads  general  distrust  like  a  miasma  over  the  peaceful 
land.  Ultimately,  the  whole  people  will  suffer  from  this  con- 
dition ;  immediately  the  owners  of  public  service  properties  are 
suffering. 

It  appears  a  simple  task  to  differentiate  the  good  from  the 
evil — to  punish  what  evildoers  there  may  be  among  us,  as 
malevolent  citizens,  and  without  prejudice  to  the  great  body 
of  honest  and  able  men  who  are  spending  their  lives,  and  in- 
vesting their  savings,  in  efforts  to  cheapen  and  improve  the 
public  service,  and  so  to  deserve  and  obtain  a  financial  reward. 
We  do  not  drag  the  medical  profession  in  the  mire,  when  we 
learn  that  some  holders  of  medical  degrees  are  guilty  of  mal- 
practice. The  short  yard  stick  on  one  tradesman's  counter  is 
not  accepted  as  conderiinatory  of  the  entire  guild  of  merchants. 
We  are  not  unreasonable  in  demanding  that  occasional  corpo- 
rate misdemeanors,  alleged  or  actual,  be  not  made  the  basis  of 
suspicion  of  all  corporations. 

We  who  call  ourselves  "gas  men,"  whether  investors  or 
operators,  may  assert  with  confidence  that  we  are  and  ever  have 
been  the  faithful  and  useful  servants  of  the  public;  and  that 
the  record  shows  that  no  class  of  citizens,  in  office  or  out,  has 
more  honorably  or  more  successfully  striven  in  the  universal 
effort  to  better  the  condition  of  mankind.  As  one  result  of 
this  effort,  this  generation  has  witnessed  a  reduction  in  the 
selling  price  of  our  product,  in  amount  greater  than  is  the 
selling  price  to-day.     In  my  home  city  two  hundred  thousand 
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families  whose  womankind  struggled  with  coal  and  ashes  at 
the  preparation  of  each  meal  served  twenty  years  ago,  now 
obtain  their  cooking  fuel  without  labor,  and  at  a  reduced  cost 
to  the  breadwinner.  It  is  not  possible  fully  to  appreciate  the 
social  good  so  accomplished.  This  improved  condition  is  found 
in  every  city,  and  our  generation  has  not  seen  so  great  an 
amelioration  of  the  condition  of  the  urban  population  from 
any  other  cause.  All  this  has  been  coincident  with  a  vast 
extension  and  improvement  in  the  service  we  render,  and  with 
a  marked  advance  in  the  cost  of  nearly  every  element  entering 
into  the  production  of  our  product.  There  is  no  so-called  "un- 
earned increment"  here.  The  reduction  in  the  selling  price  of 
gas  has  been  due  to  the  intelligent  efforts  of  our  profession  to 
reduce  costs,  and  to  extend  sales.  The  increase  in  the  volume 
of  gas  sold  has  come  not  alone,  nor  in  any  great  proportion, 
from  the  increase  in  urban  population.  It  has  come  from  the 
persistent  and  intelligent  efforts  of  the  owners  and  operators 
of  gas  companies  to  force  an  extension  of  the  use  of  gas, 
partly  through  improvement  in  quality  and  service,  but  mainly 
through  patiently  developing  and  persistently  demonstrating 
labor-saving  and  money-saving  methods  of  domestic  economy. 
Our  motive,  at  the  worst,  has  been  no  worse  than  the  motive 
of  the  manufacturer,  advertiser  and  salesman  of  any  labor- 
saving  device — the  money-making  motive.  But  as  I  know  you, 
I  know  that  while  the  hope  of  being  permitted  a  share  in  the 
financial  advantages  you  have  created  has  had  to  do  with  your 
efforts — the  realization  of  the  beneficient  character  of  your 
work  has  been  to  you  a  gratification  and  an  incentive. 

In  view  of  all  this,  I  am  not  prepared  patiently  to  read  and 
hear  criticism  and  abuse  of  gas  companies.  I  am  not  prepared 
to  apologize  for  the  part  our  industry  has  had  in  ameliorating 
the  condition  of  our  race.  I  am  prepared  to  assert  that  a  fair 
division  of  the  resulting  advantage  between  the  public,  by 
whose  consent  we  have  our  franchises,  and  the  companies, 
through  whose  courage,  enterprise  and  intelligence  the  ad- 
vantage has  come,  would  have  brought  to  stockholders  of  gas 
properties  larger  financial  returns  than  they  have  ever  en- 
joyed.   I  believe  we  may  reasonably  hope  that  with  the  passing 
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of  present  misunderstanding  will  come  a  helpful  knowledge 
and  appreciation  of  our  work.  Having  confidence  in  the  in- 
tegrity of  our  citizenship,  we  believe  that  the  attitude  of  the 
public  toward  gas  companies  will  be  reasonable  and  well 
intentioned.  We  must  believe  that  legislators  will  recognize 
that  the  good  of  the  people  demands  high-class  service  from 
public  service  companies,  and  that  high-class  service  can  be 
secured  only  where  such  service  will  earn  a  commensurate 
reward.  Special  effort  and  the  exercise  of  special  intelligence 
in  the  service  of  the  public,  and  in  the  conservation  of  the 
energies  of  the  world,  which  is  itself  a  service  to  the  public, 
deserves  and  requires  a  special  reward.  The  earnest,  pains- 
taking effort — the  financial  courage  that  have  already  made  the 
gas  supply  of  cities  a  blessing  and  relief  to  millions  of  house- 
keepers will  be  adjudged  an  agency  for  good,  and  will  be  com- 
mensurately  encouraged  and  fostered. 

To  aid  in  educating  the  public  and  their  officials,  to  an 
appreciation  of  the  services  and  deserts  of  gas-supplying  com- 
panies, is  a  part  of  the  reasonable  duty  of  this  Institute.  It 
lies  largely  with  us  to  determine  the  attitude  of  the  municipality 
and  state  as  relates  to  our  industry.  We  may  place  our  In- 
stitute in  a  position  of  dignity  and  power  in  the  world.  We 
may  make  it  an  authority  that  public  officials  will  recognize 
and  consult  to  the  advantage  of  our  industry,  our  customers 
and  our  fellow-citizens.  Or  we  may  through  it  continue  the 
useful  work  of  the  old  associations — and  be  satisfied  therewith. 
It  is  ours  now  to  decide.  If  we  realize  and  utilize  our  opportun- 
ity to  take  our  proper  place  among  scientific  bodies,  if  we  prove 
equal  to  the  possibilities  before  us,  and  achieve  the  high  destiny 
that  lies  available  to  us,  we  will  have  made  good  in  the  eyes  of 
men,  and  the  American,  the  Western  and  the  Ohio  Gas  Asso- 
ciations of  our  honorable  memory,  will  not  have  died  in  vain. 

The  Vice-President:  It  is  customary  in  bodies  of  this 
kind  to  refer  the  address  of  the  President  to  a  committee  that 
will  report  later  to  the  Association  whether  or  not  action  is 
necessary  on  the  recommendations  he  has  made.  If  there  is  no 
objection,  such  usual  course  will  be  followed.    Hearing  none, 
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I  would  name  on  that  committee  James  T.  Lynn,  W.  E.  McKay 
and  R.  B.  Brown. 

(President  Clark  resumes  the  chair.) 

The  President:  The  next  business  in  order  is  the  report 
of  the  Board  of  Directors. 

The  report  of  the  Board  of  Directors  was  read  by  Secretary 
Dunbar  as  follows : 

REPORT  OF  BOARD  OF  DIRECTORS. 

Washington,  D.  C,  October  16,  1907. 
To  American  Gas  Institute, 

Gentlemen  : — The  Board  of  Directors  has  the  honor  to 
submit  its  second  annual  report  as  follows : 

OCCURRENCES    OF   PAST  YEAR. 
Meetings. 
Three  meetings  of  the  Board  have  been  held  during  the 
year,  viz.,  April  10th  and  September  12th,  in  New  York  City, 
and  October  15th,  in  Washington. 

Trustees  Gas  Educational  Fund. 
The  Trustees  of  the  Gas  Educational  Fund  have,  in  recog- 
nition of  the  annual  contribution  of  the  Institute  to  the  Fund, 
made  the  President  and  Junior  Past  President  of  the  Institute, 
Trustees  ex  officio. 

Eng incc rin g  So c ie ties'  B u ilding. 
By  appointment  of  the  President,  Mr.  Henry  L.  Doherty 
represented  the  Institute  at  the  dedication  of  the  Engineering 
Societies'  Building,  in  New  York  City,  on  April  16th  and  17th, 

Xew  York  Headquarters. 
Rooms  801  and  802  of  the  Engineering  Societies'  Building, 
West  Thirty-ninth  Street,  New  York  City,  have  been  rented 
as  permanent  headquarters  for  the  Institute,  for  the  amount  of 
$1,524  annually. 

By-La7cs. 

By-laws  necessary  to  carry  into  eflfcct  the  various  provisions 
of  the  Constitution  have  been  adopted  and  sent  to  the  members. 
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Bureau  of  Information, 
Believing  that  the  members  would  be  benefited  by  the 
ability  to  obtain  fairly  prompt  information  on  subjects  not 
clear  to  them,  a  Bureau  of  Information  was  started  in  April. 
The  result,  as  will  be  seen  by  the  report  of  the  Bureau,  has 
not  been  particularly  encouraging,  as  for  some  reason  or  other 
the  members  have  made  very  little  use  of  this  agency. 

Question  Box, 
The  Board  has  not  appointed  any  editor  for  the  Question 
Box,  as  it  is  thought  advisable  to  discontinue  the  Question 
Box  until  the  present  material  can  be  properly  revised.  It 
was  realized  that  it  would  not  be  possible  for  the  old  Board 
of  Revision,  in  the  absence  of  Dr.  Harrop,  now  living  in 
Brazil,  to  carry  out  the  revision  of  the  Question  Box,  and, 
therefore,  the  President,  by  authority  of  the  Board,  selected  a 
committee  of  five  men  to  do  whatever  work  would  be  possible 
this  year.  This  committee  will  report  at  this  meeting.  The 
Board  recommends  to  the  Institute,  that  the  Board  of  Re- 
vision be  discharged  with  the  thanks  of  the  Institute,  especial 
mention  being  made  of  Dr.  Harrq),  because  of  his  great  share 
in  this  work. 

Affiliation. 

The  Board  has  approved  a  form  of  agreement  drawn  up  in 
accordance  with  Section  55  of  the  Constitution,  providing  for 
the  affiliation  of  all  district  gas,  or  gas  and  electric  associations 
that  will  sign  such  agreement,  this  including  the  Iowa,  Wis- 
consin and  Illinois  Associations,  whose  applications  have  al- 
ready been  received. 

Formation  of  Sections, 
The  method  of  dividing  the  Institute  into  sections  has  been 
considered  by  the  Board  and  is  still  in  the  hands  of  a  committee 
which  will  report  to  the  Board  early  next  year. 

Next  Place  of  Meeting, 
The  President  was  authorized  to  appoint  a  Committee  on 
Next  Place  of  Meeting,  and  he  appointed  Messrs.  Irvin  But- 
terworth,  A.  B.  Beadle  and  T.  D.  Miller. 
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Papers  Approved. 

The  following  papers  have  been  approved  for  reading  at 
this  meeting: 

"Depreciation,"  by  Dr.  A.  C.  Humphreys,  New  York  City. 

"The  Obligations  Imposed  by  the  Possession  of  a  Fran- 
chise,'* by  Charles  H.  Dickey,  Baltimore,  Md. 

"Instruction  for  Operating  Recuperative  Benches,"  by  W. 
A.  Baehr,  St.  Louis,  Mo. 

"Air  Blast  Gas  Appliances,"  by  W.  K.  Eavenson,  Philadel- 
phia ;  S.  TuUy  Wilson,  Denver,  and  W.  H.  Allen,  Newark. 

"A  New  Carbonic  Acid  Gas  Indicator,"  by  Charles  D. 
Robison,  Nyack,  N.  Y. 

Lecture  on  "Electrolysis,"  by  Prof.  A.  F.  Ganz,  Stevens 
Institute,  Hoboken,  N.  J. 

Report  on  "A"  Meters.  Results  from  Philadelphia,  Kansas 
City,  Mo.,  and  Kansas  City,  Kan. 

"Experiences  with  Dipping  Meters." 

"Wrinkle  Department,"  by  M.  R.  Bump,  Editor.   • 

Also  the  following  committee  reports : 

Public  Policy. 

Rates. 

Uniform  Methods  of  Taking  Candle-Power. 

Economic  Balance  Between  Calorific  Value  and  Candle- 
Power. 

Pipe  Standards. 

REPORTS. 

Membership  Report. 

Active  Members, 


Elected  First  Annual  Meeting 
Elected  January  3,  1907 
Elected  January  16,  1907 
Elected  June  19,  1907    . 
Elected  September  25,  1907 
Elected  October  i,  1907 
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Transferred  from  Junior 
Transferred  from  Associate 


Deceased         ....  4 
Resigned                 ....         3 

On  Roll  October  i,  1907 

Associate  Members, 

Elected  First  Annual  Meeting     .  .     200 

Elected  January  3,  1907        .  9 

Elected  September  25,  1907        .  .         9 

Elected  October  i,  1907        .             .  5 

Transferred  to  Active       .  .1 

Deceased         .  3 

Resigned                .             .             .  .         i 

On  Roll  October  i,  1907 

Junior  Members, 

Elected  First  Annual  Meeting   .  .         58 

Elected  January  3,  1907      .             .  4 

Elected  January  16,  1907  i 

Elected  September  25,  1907            .  5 

Elected  October  i,  1907  i 

Transferred  to  Active           .  2 
On  Roll  October  i,  1907 
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67 
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Names  op  Members  Elected. 
Active  Members  Elected,  January  3,  1907. 

Beime,  Edward  J.  C,  Consulting  Engineer,  Hattiesburgh, 
Miss.,  Gas  Co.,  Atlanta,  Ga. 

Brady,  James  C,  Director,  New  Amsterdam  Gas  Co.,  West- 
chester Lighting  Co.,  New  York,  N.  Y. 
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Bond,  Chas.  O.,  Chief  Photometrist,  Philadelphia  Gas  Works, 
The  United  Gas  Improvement  Co.,  Philatlelphia,  Pa. 

Crawford,  Thomas,  General  Manager,  Clinton  Gas  Light  and 
Coke  Co.,  Clinton,  la. 

Davis,  Royclen  N.,  Assistant  Superintendent,  Universal  Gas 
Co.,  Chicago,  III. 

Dawes,  Fred  A.,  President,  Gainesville  Gas  Co.,  Chicago,  111. 

Diffenderfer,  J.  G.,  Manager,  Dauphin  County  Gas  Co.,  Steel- 
ton,  Pa. 

Gibson,  William,  President,  Hamilton  Gas  Light  Co.,  Hamil- 
ton, Canada. 

Griffin,  John  F.  Foreman  of  Appliance  Department,  Indian- 
apolis Gas  Co.,  Indianapolis,  Ind. 

Hinds,  O.  H.,  Installing  Gas  Machinery  and  Managing  Le 
Mars  Gas  Co.,  Le  Mars,  la. 

Huntting,  Joseph  R.,  General  Manager,  Lebanon  Gas  and 
Fuel  Co.,  Lebanon,  Pa. 

Jones,  Thomas  J.,  Manager,  El  Paso  Gas  and  Electric  Co.,  El 
Paso,  Tex. 

Kane,  Joseph  P.,  Acting  Superintendent,  Westchester  Lighting 
Co.,  Port  Chester  Dist.,  Port  Chester,  N.  Y. 

Keillor,  John,  Engineer  and  Manager,  Hamilton  Gas  Light 
Co.,  Hamilton,  Ont. 

Kelsey,  Louis  D.,  Manager,  Brookfield  Ga?,  Electric  and  Heat- 
ing Co.,  Brookfield,  Mo. 

Kircher,  Harry  B.,  Superintendent  Gas  Co.,  Belleville,  111. 

Lamson,  William  O.,  Jr.,  Manager,  Chester  County  Gas  Co., 
West  Chester,  Pa. 

Leland,  F.  W.,  Superintendent,  Federal  Gas  Co.,  Boulder,  Col. 

Lockwood,  Joseph  E.,  General  Manager,  Toledo  Gas  Co.,  To- 
ledo, Ohio. 

McDowell,  J.  C,  General  Manager,  Kansas  Natural  Gas  Co., 
Pittsburg,  Pa. 

Merchant,  O.  A.,  Jr.,  Manager,  Cape  May  Illuminating  Co., 
Cape  May,  N.  J. 
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Ru^enberg,  John  M.,  Assistant  to  Superintendent  of  Works, 
United  Gas  Improvement  Co.,  Philadelphia,  Pa. 

Shaffner,  Samuel  C,  connected  with  H.  M.  Byllesby  &  Co., 
Owners  of  Gas  Properties,  American  Trust  Building, 
Chicago,  111. 

Skellenger,  Daniel  P.,  General  Manager,  The  Morristown  Gas 
Light  Company,  Morristown,  N.  J. 

Smith,  Elmer  W.,  Superintendent,  Gas  Co.,  Kewanee,  111. 

Snyder,  Charles  S.,  Assistant  District  Superintendent,  United 
Gas  Improvement  Co.,  Philadelphia  Gas  Works,  Phila- 
delphia, Pa. 

Wilson,  H.  H.,  Manager,  Ft.  Madison  Gas  Light  Co.,  Ft. 
Madison,  la. 

Wishart,  Thomas,  Superintendent,  Lafayette  Gas  Co.,  La- 
fayette, Ind. 

Young,  John  T.,  General  Manager,  Muskegon  Traction  and 
Lighting  Co.,  Muskegon,  Mich. 

Associate  Members  Elected,  January  3,  1907. 

Ayers,  C.  O.,  Connelly  Iron  Sponge  and  Governor  Co.,  Chi- 
cago, 111. 

Ellis,  A.  v..  Salesman,  Schneider  &  Trenkamp  Co.,  Division, 
American  Stove  Co.,  Cleveland,  Ohio. 

Frampton,  R.  C,  Secretary  and  Treasurer,  Rudd  Manufac- 
turing Co.,  Pittsburg,  Pa. 

Hayward,  E.  Bartlett,  Engineer,  Bartlett,  Hayward  &  Co., 
Baltimore,  Md. 

Kahn,  Julius,  Manager,  Pennsylvania  Flexible  Metallic  Tubing 
Co.,  New  York  City. 

Phillips,  L.  R.,  Sales  Department,  National  Tube  Co.,  Chicago, 
111. 

Pilz,  C,  Treasurer,.  New  York  Lead  Wool  Co.  (Inc.),  New 
York  City. 

Speller,  Frank  N.,  Metallurgical  Engineer,  National  Tube  Co., 
Pittsburg,  Pa. 
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Wagner,  Fred  H.,  Engineer,  Bartlett,  Hayward  &  Co.,  Balti- 
more, Md. 

Junior  Members  Elected,  January  3,  1907. 

Lee,  C.  W.  Vice-President  and  Treasurer  of  C.  W.  Lee  Co., 

Newark,  N.  J.  * 
Otten,    Charles,   Jr.,    Assistant    Superintendent,    Westchester 

Lighting  Co.,  Yonkers,  N.  Y. 

Pratt,  Edward  G.,  Jr.,  Assistant  to  Superintendent  of  Distri- 
bution, St.  Paul  Gas  Light  Co.,  St.  Paul,  Minn. 

Willis,  Charles  M.,  Assistant  to  A.  E.  Forstall,  Consulting 
Engineer,  New  York  City. 

Active  Members  Elected,  January  16,  1907. 

Dobbin,  G.  B.,  Auditor,  Rochester  Railway  and  Light  Co., 

Rochester,  N.  Y. 
Eaton,  James  B.,  Purchasing  Agent,  Rochester  Railway  and 

Light  Co.,  Rochester,  N.  Y. 
Hellen,  Frank,  Superintendent  Gas  District,  Rochester  Railway 

and  Light  Co.,  Rochester,  N.  Y. 

Willard,  Fred  A.,  Commercial  Agent,  Rochester  Railway  and 
Light  Co.,  Rochester,  N.  Y. 

Junior  Members  Elected,  January  16,  1907. 

O'Connell,  Charles  M.,  Assistant  Inspector  Special  Appliances, 
United  Gas  Improvement  Company,  Philadelphia,  Pa. 

Active  Members,  Elected  June  19,  1907. 

Bache,  R.  P.,  Manager,  Colorado  Light  and  Power  Co.,  Colo- 
rado Springs,  Colorado. 

Cohn,  Charles  M.,  Secretary,  Consolidated  Gas,  Electric  Light 
and  Power  Co.  of  Baltimore,  Baltimore,  Md. 

Grant,  Robert,  Treasurer,  Boston  Consolidated  Gas  Co.,  Bos- 
ton, Mass. 
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Hutchings,  James  T.,  Assistant  General  Manager,  Rochester 

Railway  and  Light  Co.,  Rochester,  N.  Y. 
Musi],  Louis  F.,  Assistant  Engineer,  H.  L.  Doherty  &  Co., 

New  York  City. 

Active  Members  Elected  September  25,  1907. 

Ames,  Joseph  B.,  Superintendent  Mains  and  Services,  Public 
Service  Cororation,  Jersey  City,  N.  J. 

Barker,  Wm.  S.,  Assistant  to  Comptrqller,  Public  Service  Cor- 
poration, 763  Broad  St.,  Newark,  N.  J. 

Beaumont,  Walter  W.,  Assistant  Superintendent,  Street  Light- 
ing Department,  The  Equitable  Illuminating  Co.,  24  North 
22d  St.,  Philadelphia,  Pa. 

Burleigh,  John  J.,  Vice-President,  Public  Service  Corporation, 
418  Federal  St.,  Camden,  N.  J. 

Carpenter,  Harold  Eugene,  Superintendent  of  Construction, 
The  Astoria  Light,  Heat  &  Power  Co.,  142  East  27th  St., 
New  York  City. 

Causbrook,  W.  R.,  Agent,  Gas  and  Electric  Department,  Pub- 
lic Service  Corporation,  129  East  Front  St.,  Plainfield, 
N.  J. 

Chadwell,  Wm.  H.,  Superintendent,  Market  Street  Gas  Works, 

Public  Service  Corporation,  Newark,  N.  J. 
Channon,  Harry  O.,  Manager,  Quincy  Gas,  Electric  &  Heat 

Co.,  422  Maine  St.,  Quincy,  111. 
Chewning,  Walter  L.,  Superintendent,  Front  St.  Gas  Works, 

Public  Service  Corporation,  Newark,  N.  J. 
Cook,  Charles  G.,  Agent,  Gas  &  Electric  Departments,  Public 

Service  Corporation,  222  East  State  St.,  Trenton,  N.  J. 
Cook,  Henry  R.,  Jr.,  Superintendent,  Consumers  Gas  Works, 

Public  Service  Corporation,  Jersey  City,  N.  J. 
Curtis,  Geo.  W.,  Superintendent,  Camden  Coke  Works,  Gas 

Department,  Camden,  N.  J. 
Dorr,  Wm.  J.,  Superintendent  Gas  Distribution,  Los  Angeles 

Gas  &  Electric  Co.,  645  South  Hill  St.,  Los  Angeles,  Cal. 
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Downey,  James  N.,  Assistant  Superintendent,  Camden  Coke 

Co.,  Camden,  N.  J. 
Dusenbury,  James  P.,  Treasurer,  Public  Service  Corporation, 

763  Broad  St.,  Newark,  N.  J. 
Elder,  David,  Superintendent  Construction,  Beardstown  Gas  & 

Electric  Co.,  Beardstown,  111. 

Ellis,  Harry,  Superintendent  of  Distribution,  Public  Service 

Corporation,  Camden,  N.  J. 
Evans,  Owen  Brooke,  Engineer,  The  Peoples  Gas  Light  Co., 

Manchester,  N.  H. 
Foote,  Robert  Dimiont,  President,  Morristown  Gas  Light  Co., 

Morristown,  N.  J. 

Fulweiler,  Walter  Herbert,  United  Gas  Improvement  Co.,  25th 
Ward  Works,  Richmond  and  Tioga  Sts.,  Philadelphia, 
Pa. 

Gilkyson,  Joseph  R.,  General  Agent,  Gas  &  Electric  Depart- 
ments, Public  Service  Corporation,  Camden,  N.  J. 

Greacen,  W.,  Jr.,  Agent,  Gas  &  Electric  Departments,  Public 
Service  Corporation,  538  Washington  St.,  Hoboken,  N.  J. 

Hanlon,  J.  P.,  Agent,  Gas  &  Electric  Departments,  Public  Ser- 
vice Corporation,  263  Central  Ave.,  Jersey  City,  N.  J. 

Kennedy,  James,  Agent,  Gas  &  Electric  Departments,  Public 
Service  Corporation,  591  Spring  St.,  West  Hoboken,  N.  J. 

Kilgour,  J.  H.,  Agent,  Gas  &  Electric  Departments,  Public  Ser- 
vice Corporation,  183  Main  St.,  Passaic,  N.  J. 

McCarter,  Thos.  N.,  President,  Public  Service  Corporation, 

.  Newark,  N.  J. 
Melick,  Thomas,  Superintendent,  Gas  Department,  Public  Ser- 
vice Corporation,  Plainfield,  N.  J. 

Millard,  Frederick  Chas.,  Superintendent,  Gas  Manufacture, 
Los  Angeles  Gas  &  Electric  Co.,  645  South  Hill  St.,  Los 
Angeles,  Cal. 

Morton,  Albert  B.,  Manager,  Wakefield  Municipal  Light  Plant, 
Wakefield,  Mass. 
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Reynolds,  W.  E.,  Agent,  Gas  &  Electric  Department,  Public 
Service  Corporation,  751  Montgomery  St.,  Jersey  City, 
N.J. 

Richards,  J.  L.,  President  and  General  Manager,  Boston  Con- 
solidated Gas  Co.,  24  West  St.,  Boston,  Mass. 

Roberts,  E.  C,  General  Agent,  Public  Service  Corporation,  114 
Main  St.,  Hackensack,  N.  J. 

Roeser,  Chas.  J.,  Superintendent,  Hoboken  Gas  Works,  Public 
Service  Corporation,  Hoboken,  N.  J. 

Russell,  Herman,  Superintendent,  Gas  Manufacturing  Depart- 
ment, Rochester  Railway  &  Light  Co.,  Rochester,  N.  Y. 

Selig,  A.  L.,  General  Manager,  Gas  &  Electric  Department,  The 
Edison  Electric  Co.,  Los  Angeles,  Gal. 

Sherwood,  M.  S.,  Agent,  Gas  &  Electric  Departments,  Public 
Service  Corporation,  226  Springfield  Ave.,  Summit,  N.  J. 

Simons,  Keating  Lewis,  Superintendent,  Gas  Department, 
Birmingham  Railway,  Light  &  Power  Co.,  Birmingham, 
Ala.     .  I 

Swan,  Geo.  J.,  Superintendent,  Consumers'  Light,  Heat  & 
Power  Co.,  214  East  1st  St.,  Topeka,  Kan. 

Taylor,  Jno.  Byron,  Treasurer,  Watertown  Gas  Light  Co., 
Watertown,  N.  Y. 

Thomas,  W.  F.,  Agent,  Gas  &  Electric  Department,  Public 
Service  Corporation,  392  George  St.,  New  Brunswick, 
X.J. 

Thuman,  Frederic,  Chief  Engineer  and  General  Manager, 
Humphreys  &  Glasgow,  38  Victoria  St.,  London,  S.  W., 
England. 

Treleaven,  L.  G.,  Manager,  Consumers'  Light,  Heat  &  Power 
Co.,  824  Kansas  Ave.,  Topeka,  Kan. 

WTieeler,  H.  A.,  Agent,  Gas  &  Electric  Departments,  Public 
Service  Corporation,  27  West  8th  St.,  Bayonne,  N.  J. 

Wright,  Wm.  W.,  Superintendent,  Morristown  Gas  Light  Co., 
Morristown,  N.  J. 

Zingg,  J.  P.,  Agent,  Gas  Department,  Public  Service  Corpora- 
tion, 458  Bloomfield  Ave.,  Montclair,  N.  J. 
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Associate  Members,  Elected  September  25,  1907. 

Bargamin,  Clifford,  General  Manager,  Novelty  Manufacturing 
Corporation,  327  28th  St.,  Newport  News,  Va. 

Gunderson,  G.  B.,  Secretary  &  Treasurer,  Detroit  Stove  Wor'ks, 
Detroit,  Mich. 

Inslee,  Chas.  L.,  President,  Guarantee  Construction  Co.,  72 
Trinity  PL,  New  York  city. 

Murdock,  C.  Bert.,  Gas  Engineer,  Pine  Bluff,  Ark. 
Ruud,  Edwin,  Manufacturer,  Ruud  Manufacturing  Co.,  Pitts- 
burg, Pa. 

Schurz,  James  R.,  General  Sales  Agent,  Camden  Coke  Co.,  418 
Federal  St.,  Camden,  N.  J. 

Stites,  Townsend,  General  Manager,  Welsbach  Company,  Glou- 
cester, N.  J. 

Thomas,  Richard  Henry,  General  Sales  Agent,  White  &  Mid- 

dleton  Gas  Engine  Co.,  107  Liberty  St.,  New  York  City. 
Wilson,  Edwards  P.,  Chemist,  Irwin,  Westmoreland  Co.,  Pa. 

Junior  Members,  Elected  September  25,  1907. 

Beebe,  Thomas  Russell,  Manager,  Stove  &  Natural  Gas  Depart- 
ment, The  People^s  Gas  Light  &  Coke  Co.,  155  Michigan 
Ave.,  Chicago,  111. 

Myers,  Edward  Brittain,  Assistant  Superintendent,  City  Dis- 
trict, Philadelphia  Gas  Works,  9th  and  Dudley  Sts.,  Phila- 
delphia, Pa. 

Gilpin,  Francis  Hopkinson,  Assistant,  Department  of  Tests, 
United  Gas  Improvement  Co.,  260  South  iSth  St.,  Phila- 
delphia, Pa. 

Perkins,  Rowan  Penrose,  Assistant  Foreman  of  Fitters,  United 
Gas  Improvement  Co.,  2005  Delancey  St.,  Philadelphia,  Pa. 

Wellman,  Holley  G.,  Manager,  Retort  Coke  Oven  Co.,  Cleve- 
land, Ohio. 
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Active  Members,  Elected  October  1,  1907. 

Barnes,  Albert  Mallard,  Treasurer  &  General  Manager,  Cam- 
bridge Gas  Light  Co.,  Cambridge,  Mass. 

Bertke,  William  John,  Assistant  Superintendent,  Wyandotte 
Gas  Co.,  Kansas  City,  Kan. 

Brodnax,  Wm.  F.,  Assistant  Superintendent,  Allentown  Gas 
"Co.,  Allentown,  Pa. 

Burritt,  Dwight  F.,  Superintendent,  Springfield  Gas  Light  Co., 
Springfield,  Mass. 

Carter,  Robert  A.,  Vice-President,  Consolidated  Gas  Co.  of 
Xew  York,  4  Irving  PL,  New  York  City. 

Qarke,  Joseph,  Manager,  Cape  Girardeau,  Mo.,  Water,  Gas  & 
Electric  Co.,  Washington  Hotel,  St.  Louis,  Mo. 

Covert,  Ira  C,  Superintendent,  Gas  Department,  The  Paducah 
Light  &  Power  Co.,  Paducah,  Ky. 

Eves,  Philmer,  Sales  Agent,  The  Indianapolis  Gas  Co.,  Indian- 
apolis, Ind. 

Haftenkamp,  Joseph  P.,  Assistant  Superintendent,  Rochester 
Railway  &  Light  Co.,  Rochester,  N.  Y. 

Hoffman,  Howard,  Engineer,  South  Bend  &  Mishawaka  Gas' 
Co.,  South  Bend,  Ind. 

James,  Robert  C,  Assistant  General  Auditor,  United  Gas  Im- 
provement Co.,  Philadelphia,  Pa. 

Keene,  Alfred  M.,  Auditor,  Westchester  Lighting  Co.,  Mt. 
Vernon,  N.  Y. 

Kennedy,  John  Pendleton,  Superintendent,  Cambridge  Gas 
Light  Co.,  Cambridge,  Mass. 

Lyoji,  Chas.  Lumsden,  Cadet  Engineer,  Savannah  Gas  Co., 
Savannah,  Ga. 

Maloney,  Andrew  P.,  President,  Treasurer  &  Manager,  City 
Gas  Light  Co.,  Ocean  City,  N.  J.;  Lakewood  Gas  Co., 
Lakewood,  N.  J.,  1530  Land  Title  Building,  Philadelphia, 
Pa. 

Miller,  V.  A.,  Superintendent,  Canandaigua  Gas  Light  Co., 
Canandaigua,  N.  Y. 
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Scobell,  E.  C,  Assistant  Auditor,  Rochester  Railway  &  Light 
Co.,  Rochester,  N.  Y. 

Tenney,  Albert  Ball,  General  Manager,  Maiden  Electric  Co., 
Maiden  &  Melrose  Gas  Light  Co.,  Maiden,  Mass. 

Wood,  Wm.  Musgrave,  Superintendent  of  Distribution,  Kan- 
sas City,  Mo.,  Gas  Co.,  Kansas  City,  Mo. 

Associate  Members,  Elected  October  1,  1907. 

Dudley,  Arthur  Dean,  Esq.,  United  Gas  Improvement  Co., 

Philadelphia,  Pa. 
Koppers,    Heinrich,    Engineer   and    Coke   Oven    Contractor, 

Joliet,  111. 
Little,  Archibald  Stevens  Begg,  Engineer,  Missouri  Fire  Brick 

Co.,  St.  Louis,  Mo. 
North,  F.  S.,  Treasurer  and  General  Manager,  Suffolk  Gas  & 

Electric  Light  Co.,  Bay  Shore,  N.  Y. 
Owens,  Harry  Thurston,  Inspector  of  Lamps  and  Gas,  13  Park 

Row,  New  York  City. 

Junior  Members,  Elected  October  1,  1907. 

Flowers,  Dean  Wilcox,  Chemist,  Binghamton  Gas  Works, 
Binghamton,  N.  Y. 

Transfers  of  Membership. 
From  Junior  to  Active,  September  25,  1907. 
Morgan,  Jno.  Eyre,  Superintendent,  Savannah  Gas  Co.,  Sa- 
vannah, Ga. 

From  Junior  to  Active,  October  1,  1907. 

Frick,  John  A.,  Superintendent,  Savannah  Gas  Co.,  Savannah, 
Ga. 

From  Associate  to  Active,  October  1,  1907. 

McDonald,  Donald,  Director,  Erie  Gas  Co.,  Erie,  Pa.  Albany, 
N.Y. 
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Deceased. 
Active. 

A.  C.  Pease,  Lowell,  Mass.,  January  3,  1907. 
James  Blake,  Cahoon,  New  York,  N.  Y.,  February  16,  1907. 
James  K.  Bowen,  Schuylkill  Haven,  Pa.,  March  19,  1907. 
J.  O.  Johnston,  Colimibus,  Ohio,  April  21,  1907. 

Associate. 

John  S.  Wilbraham,  Philadelphia,  Pa.,  July  2,  1907. 
Thomas  B.  Hiter,  Pittsburg,  Pa.,  April  23,  1907. 
A.  S.  Mallory,  New  York,  N.  Y.,  August  9,  1907. 

Resigned. 

Active. 
Aaron  K.  Stiles,  Streator,  111. 
Edwin  M.  Walker,  Bristol,  Tenn. 
J.  S.  Whittaker,  Portsmouth,  N.  H. 

Associate. 
H.  A.  Gait,  Barberton,  Ohio. 


Treasurer's  Report. 
Receipts, 

Dues  ..... 

Initiation  Fees         .... 

J.  W.  Dunbar,  Secretary  (for  detail,  see  below) 

Ohio  Gas  Light  Association 

Gas  Journals,  Report  First  Annual  Meeting 

Western  Gas  Association  . 

American  Gas  Light  Association 

Badges  (for  detail^  see  Badge  Report  below) 

Total    . 


$9,205.00 
395-00 
113.87 
180.91 
53.92 
117.70 
2,000.00 
805.00 

$12,871.40 
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Expenditures. 

Progressive  Age  Publishing  Co.,  Advertising      .  $60.00 
J.    W.    Dunbar,    3J^    months'    salary   as    Acting 

Secretary  and  Treasurer             .             .             .  350.00 

Reporting  First  Annual  Meeting               .             ,  236.34 

Trustees  Gas  Educational  Fund    .             .             .  350.00 
Western  Gas  Association,  money  advanced  J.  W. 

Dunbar,  Acting  Treasurer          .             .             .  900.00 
Refund  of  Initiation  Fees  on  account  of  member- 
ship in  old  associations               .             .             .  45.0a 
Ashmead,  Clark  &  Co.,  Diplomas             .             .  126.00 
T.  E.  Crossman,  Reporting  Directors*  Meeting     .  47.66 
The  Tribune  Company,  Proceedings         .             .  3,847.60 
Express  and  Postage  for  Proceedings       .             .  565.89 
Spahr  &  Glenn,  Directory  of  Membership           .  288.75 
The  Ledger  Company,  Abstracts               .             .  1,441.50 
J.  H.  Johnston  &  Son,  Badges                   .             .  1,531.02 
Printing.  Stationery,  Postage,  Supplies,  etc.         .  1,114.37 
J.    W.    Dunbar,    Secretary,    Expenses   attending 

Directors'  Meeting           .             .             .             .  69.25 

Rent  of  OflBce  in  Engineering  Societies*  Building, 

3  months              .....  381.00 

Stuart  Crane,  Services  as  Stenographer  to  the  Sec- 
retary      ......  450.00 

Miss    L.  P.  Chapman,    Clerical   Services  for  the 

Treasurer              .                         .             .             .  71. 11 

Balance  on  hand,  as  per  certified  check                .  995.91 

Total    ......  $12,871.40 


Financial  Report  of  Secretary 
From  July  16,  1906,  to  October  13,  1906. 

Receipts, 

Borrowed  from  Western  Gas  Association    .  $400.00 
Membership  Fees     .  .  .  .195.00 

Dues  .....     270.00 


$865.00 
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Disbursements. 

Railway  Passenger  Association 

.     $20.25 

Wrinkle  Department 

72.18 

Postage          .... 

250.90 

Stenographer  and  Clerk 

90.80 

Stationery,  Printing  and  Supplies  . 

41.70 

Telegrams     .             .             :             . 

2.80 

Invitations  and  Badges 

179.70 

Total  Expenditures 

$658.33 

Cash  in  Treasury  October  13,  1906 

206.67 

$865.00 


Financial  Report  of  Secretary 
Prom  October  13,  1906,  to  November  7,  1906. 

Receipts, 

Borrowed  from  Western  Gas  Association  $500.00 
Returned  from  Passenger  Associations  .  20.35 
Membership  Fees  collected  140.00 

Membership  Dues  collected  115.00 

Balance  Cash  on  hand  October  13,  1906  .     206.67 


Disbursements. 

Stationery  and  Sundry  Printing 

$97.75 

Expenses  Chicago  Meeting 

71.45 

Freight  and  Telegrams 

16.90 

Clerk  hire    .... 

86.00 

Drawings,  Cuts  and  Electrotypes  for 

1906 

papers 

66.80 

Printing  Constitutions 

57.50 

Membership  List 

107.75 

Printing  Papers,  October  meeting  . 

364.00 

Balance  remitted  to  T.  C.  Jones,  Novem- 

ber 7th,  1906 

113.87 

$982.02 


$982.02 
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Secrbtary's  Badge  Report,  September  i,  1907. 

Badges  received  Jan.  26  to  Sept.  i,  1907      .  .  432 

Badges 'sold  to  Sept.  i,  1907  .  .227 

Badges  on  hand  Sept.  i,  1907  .  .  .  205 

I  Received  for  Sale  of  Badges. 

227  badges  at  $3.75  each      .  .  .$851.25 

Engraving  on  badges  .  .  .35.68 

$886.93 


Disbursements, 

Remitted  to  T.  C.  Jones,  Treasurer  .  $805.00 

Registry  stamps  purchased  .  .       22.50 

Stamps  received  as  purchase  price  and  used 

by  the  Institute     ....         3.01 
Cash  balance  in    hands  of   Secretary  Sep- 
tember I,  1907      ....       56.42 


$886.93 


Approved, 

T.  C.  Jones, 
Charles  F.  Prichard. 

Secretary's  Report  on  Volume  I,  Proceedings  op 

THE  American  Gas  Institute  for  the  1906 

Meeting — September  i,  1907. 

Volumes  received  from  printer    .  .  .   1,700 

Returned  from  members  ...  5 


Sent  to  Members .  ....   1,145 

Exchange  list       .....  3 

Sold  ......  9 

On  hand  .  .  .  .  -548 

Sale  of  9  Volumes  of  Proceedings        .  .    $50.00 

Sale  of  Abstracts  .  .2.00 


1.705 

1,705 
$52.00 


Amount   to  credit   of   Institute   in  hands  of 

Secretary       .  .  .  .      .  $52.00 

Approved, 

T.  C.  Jones, 
Charles  F.  Prichard. 
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Estimate  op  Receipts  and  Expenses 
From  September  i,  1907,  to  September  i,  1908. 

Receipts, 

Dues:    1,050  Active   and  Associate; 

75  Junior  ....  $10,875.00 
Initiation    Fees  :     100    Active    and 

Associate;  10  Junior           .             .  1,550.00 

Sale  of  Surplus  Badges          .  700.00 

Sale  of  Reports  and  Proceedings  .  200.00 
Received  from  American  Gas  Light 

Association              .             .             .  798.60 

Received  from  Gas  Congress             .  120.41 


Total  estimated  receipts 
Balance  on  hand  Sept.  i,  1907 


$14,244.01 
995.91 


$15,239.92 

Expenses, 

Rent  of  Headquarters 

$1,524.00 

Salary  of  Secretary  and  Treasurer  , 

3,000.00 

Clerical  Assistance     . 

1,000.00 

Abstracts         .             .             .             , 

1,000.00 

Annual  Meeting,  Reporting  and  Pub- 

lishing        .             .             .             . 

3,800.00 

Sundry  Printing  and  Postage 

1,500.00 

Directors*  Meetings    . 

200.00 

Gas  Educational  Fund 

350.00 

Salary  of  Secretary,  1906- 1907 

1,200.00 

Sundries 

1,000.00 

Total 

$14.574.00 ' 

Estimated  balance  October  i,  1908 

665.92 

$i5»239.92 

RECOMMENDAT 

[QNS. 

Abstracts, 

During  the  past  year  the  members  have^received  three 
sets  of  abstracts  covering  publications  of  interest  to  the  gas 
profession.     These  abstracts  have  been  selected  by  the  Secre- 
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tary    from  a  collection    furnished  him  by   The    United  Gas 
Improvement  Company. 

This  Company  has  agreed  to  continue  this  practice  during 
the  coming  year.  The  Board  recommends  that  the  issuance  of 
the  abstracts  be  continued. 

Exhibition  Room, 

The  Board  recommends  that  at  future  meetings  a  large 
room  be  provided  for  any  exhibits  of  apparatus  and  appliance, 
which  manufacturers  desire  to  make.  The  control  and  ar- 
rangement of  this  exhibition  space  should  rest  with  the  Insti- 
tute, preferably  the  Committee  on  Arrangements,  in  connection 
with  the  Technical  Committee  to  be  spoken  of  later  on. 
Through  die  provision  of  such  space  and  every  other  possible 
way,  the  Institute  should  afford  the  manufacturers  an  oppor- 
tunity of  acquainting  its  members  with  their  products. 

Transfer  and  Cessation  of  Membership. 

The  Board  recommends  an  amendment  to  the  Constitution, 
giving  the  Directors  power  to  change  the  grade  of  membership 
of  any  member  no  longer  eligible  to  the  grade  to  which  he 
belongs,  or  in  case  he  is  no  longer  eligible  to  any  grade,  to 
terminate  his  membership. 

Listing  of  Members, 

The  Board  recommends  an  amendment  to  the  Constitution 
providing  that  every  member  should  be  listed  on  the  Institute 
rolls  and  lists  of  membership  by  the  title,  or  titles  only  from 
which  he  derives  his  eligibility  to  this  class  of  membership. 

New  Organisation, 

Being  thoroughly  convinced  of  the  necessity  for  a  change 
in  the  organization  of  the  Institute,  in  order  to  better  fit  it 
for  the  work  that  awaits  it,  the  Board  recommends  certain 
changes  in  the  Constitution  to  obtain  an  organization  sub- 
stantially as  follows: 

President. — He  will  preside  at  all  Institute  meetings 
wherein  the  members  meet  as  one  body,  to  hear  the  Presi- 
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dential  address,  to  elect  officers,  to  conduct  any  other  business 
of  the  Institute,  and  to  consider  such  papers  and  questions  as 
in  the  judgment  of  the  Directors  should  be  brought  before  a 
general  meeting.  He  will  be  ex-officio  a  member  of  every 
committee  and  sub-committee. 

Secretary  and  Treasurer — There  should  be  one  person, 
a  salaried  officer,  combining  both  these  offices  and  with  duties 
as  now  prescribed  by  the  Constitution. 

Directors. — Number  and  powers  as  now  prescribed  in  the 
Constitution.  This  insures  that  all  committee  reports  and 
decisions  shall  receive  the  approval  of  the  Directors  before 
public  discussion  or  publication.  The  Directors  also  control 
all  appropriations. 

Committees. — To  ensure  quality,  as  well  as  quantity,  and 
a  unity  of  purpose,  the  oversight  of  the  work  should  be  in 
comparatively  few  hands.  To  accomplish  this  end,  the  Board 
recommends  that  there  be  two  general  committees,  viz. — 
Technical  Committee  and  Public  Relations  Committee— each 
committee  to  be  composed  of  six  members,  to  be  appointed 
by  the  President  each  year,  and  to  serve  for  one  year.  In 
general,  every  question  which  had  a  bearing  on  the  relations  of 
a  company  to  the  public,  or  to  any  governing  body,  would 
be  considered  by  the  Public  Relations  Committee.  The  Tech- 
nical Committee  would  devote  its  especial  attention  to  the 
prosecution  of  research  work,  and  to  securing  papers  for  the 
meetings.  Every  resolution  of  the  Institute  for  the  investiga- 
tion of  any  question,  whether  as  the  result  of  the  reading  of  a 
paper  or  not,  would  be  referred  by  the  President  to  whichever 
of  these  committees  it  would  naturally  belong.  Whenever 
either  committee  thought  it  advisable,  a  sub-committee  would 
be  appointed,  a  member  of  the  general  committee  being  chair- 
man, and  the  other  members  being  selected  from  the  Institute 
membership.  This  sub-committee  would  exist  at  the  pleasure 
of  the  general  committee,  to  which  its  report  would  be  made. 

If  the  membership  of  these  two  committees  be  properly 
chosen,  they  will,  in  connection  with  a  Secretary,  devoting  his 
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entire  time  to  Institute  work,  effect  a  marked  improvement  in 
the  latter.  Instead  of,  as  at  present,  papers  coming  in  each 
year  too  late  to  be  properly  considered  before  going  to  press, 
and  the  meeting  program  a  miscellaneous  collection  of  sub- 
jects, it  is  possible  to  imagine  a  program  thought  out  a  long 
time  in  advance,  each  paper  more  or  less  a  supplement  of  the 
other,  and  in  the  hands  of  the  committee  several  months  be- 
fore the  meeting,  to  enable  careful  consideration  and  possible 
revision. 

With  the  organization  as  above  outlined,  there  will  be  far 
less  danger,  than  now  exists,  of  ill-considered  papers,  and 
discussion  becoming  embodied  in  the  proceedings,  and  of  hasty 
action  on  questions,  whether  of  technical  nature  or  affecting 
public  relations.  Notwithstanding  this,  the  Board  recommends 
that  any  resolution,  recommendation  or  report,  that  has  not 
been  considered  and  approved  by  the  Directors,  and  that,  in 
the  opinion  of  the  Chair,  would  have  the  effect  of  changing 
the  policy  of  the  Institute,  or  committing  it  to  any  new  policy 
or  opinion  to  which  it  had  not  theretofore  been  committed, 
should  be  referred  by  the  Chair,  before  adoption,  to  the  Board 
of  Directors  to  report  at  the  next  regular  Institute  meeting. 

The  Board  believes  that  there  are  some  things  that  should 
not  be  discussed  at  the  Institute  meetings,  except  in  executive 
session.  It  also  recommends  the  formation  of  a  Publication 
Committee  to  be  the  sole  judge  of  what  shall  appear  in  the 
Proceedings. 

The  necessary  changes  in  the  Constitution  are  as  follows : 

The  insertion  of  a  new  Section  21,  to  wit: 

Sec.  21.  The  Directors  may  transfer  any  member  from  his 
then  present  to  any  lower  grade  of  membership.  They  may 
also  refuse  to  receive  the  dues  of  any  member  who  is  no 
longer  eligible  to  any  grade.  No  transfer  of  grade  shall  be 
made,  or  refusal  to  accept  dues  recorded,  except  upon  notice 
from  the  Secretary,  whose  duty  it  shall  be  to  give  such  notice 
that  said  member  is  no  longer  eligible  for  membership  in  his 
then  present  grade,  and  that  said  member  has  for  a  period  of 
ninety  days  after  notification  of  such  non-eligibility,  failed  to 


Digitized  by  VjOOQIC 


43 

apply  for  transfer.     The  vote  in  each  case  shall  be  by  ballot, 
and  shall  require  two-thirds  of  the  votes  cast  for  its  adoption. 

Renumbering  of  present  Section  21,  new  number  to  be  22. 
Renumbering  of  present  Section  22,  new  number  to  be  23. 
Renumbering  of  present  Section  23,  new  number  to  be  24. 
Reniunbering  of  present  Section  24,  new  number  to  be  25. 
Renumbering  of  present  Section  25,  new  number  to  be  26. 
Renimibering  of  present  Section  26,  new  number  to  be  27. 
Renumbering  of  present  Section  27,  new  number  to  be  28. 
Renumbering  of  present  Section  28,  new  number  to  be  29. 
Renumbering  of  present  Section  29,  new  number  to  be  30. 
Renumbering  of  present  Section  30,  new  number  to  be  31. 
Renumbering  of  present  Section  31,  new  number  to  be  32. 
Renumbering  of  present  Section  32,  new  number  to  be  33. 

Amending  present  Section  33  to  read  as  follows : 

Sec.  34.  The  President  shall  take  the  chair  at  all  meetings 
of  the  Institute,  of  the  Board  of  Directors  and  of  committees 
at  which  he  is  present.  He  shall  determine  to  which  general 
committee  any  matter  shall  be  referred. 

Renumbering  of  present  Section  34,  new  number  to  be  35. 

Renumbering  of  present  Section  35,  new  number  to  be  36. 

Renumbering  of  present  Section  36,  new  number  to  be  37. 

Renumbering  of  present  Section  37,  new  number  to  be  38. 

Amending  present  Section  38  to  read  as  follows: 

Sec.  39.  The  duties  of  the  Directors  shall  be  to  have  the 
general  management  of  the  affairs  of  the  Institute,  and  to 
prepare  for  its  meetings.  No  paper  or  report  that  has  not  had 
the  approval  of  the  Directors  shall  be  read  at  any  meeting. 

The  Directors  shall  have  the  power  to  appoint  from  time  to 
time  a  Committee  on  Arrangements  from  among  the  members 
to  assist  the  Board  of  Directors  in  arranging  for  the  meetings 
of  the  Institute.  The  Directors  shall  have  power  to  fill  for 
the  unexpired  term  any  vacancies  occurring  by  death,  or  resig- 
nation, in  their  own  number,  or  in  the  general  committees. 

Any  resolution,  report  or  recommendation,  that  has  not 
been  considered  and  approved  by  the  Directors,  and  that,  in 
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the  opinion  of  the  Chair,  would  have  the  effect  of  changing 
tiie  policy  of  the  Institute  or  committing  it  to  any  new 
policy  or  opinion  to  which  it  had  not  theretofore  been  com- 
mitted, should  be  referred,  before  adoption,  to  the  Board  of 
Directors,  whose  duty  it  shall  be  to  report  to  the  next  regular 
meeting  of  the  Institute  upon  such  committal,  if  any,  and  its 
proper  phrasing. 

The  insertion  of  a  new  Section  40,  to  wit: 

Sec.  40.  There  shall  be  two  general  committees,  each  re- 
porting to  the  Board  of  Directors  and  responsible  to  the  Board 
for  such  part  of  the  work  of  the  Institute  as  is  delegated  to  it 
in  accordance  with  the  provisions  of  Sections  34,  41  and  42. 
Each  committee  shall  be  composed  of  six  members,  to  be  ap- 
pointed each  year  by  the  President,  and  to  serve  one  year. 

The  insertion  of  a  new  Section  41,  to  wit: 

Sec.  41.  One  general  committee  shall  be  called  the  Public 
Relations  Committee,  and  to  it  shall  be  referred  all  investiga- 
tions, reports,  recommendations,  resolutions  and  matters  of 
any  kind  affecting  the  relations  between  the  Institute,  or  its 
members,  and  the  public,  or  any  governing  bodies,  except  as 
herein  provided. 

The  insertion  of  a  new  Section  42,  to  wit: 

Sec.  42.  One  general  committee  shall  be  called  the  Tech- 
nical Committee,  and  to  it  shall  be  referred  all  investigations, 
reports,  recommendations,  resolutions  and  matters  of  any  kind 
having  to  do  with  the  construction,  operation  and  extension  of 
gas  works,  and  the  conduct  of  the  affairs  of  gas  companies,  not 
specifically  delegated  to  the  Public  Relations  Committee  by 
Section  41,  and  except  as  herein  otlierwise  provided. 

The  insertion  of  a  new  Section  43,  to  wit : 

Sec.  43.  Each  general  committee  shall  have  the  power  to 
appoint  sub-committees.  Each  sub-committee  shall  consist  of 
one  member  of  the  general  committee,  the  other  members  be- 
ing taken  from  the  general  membership  of  the  Institute,  and 
shall  exist  at  the  pleasure  of  the  general  committee  by  which 
it  was  appointed,  and  to  which  its  report  shall  be  made. 
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Renumbering  of  present  Section  39,  new  number  to  be  44. 
Renumbering  of  present  Section  40,  new  number  to  be  45. 
Renumbering  of  present  Section  41,  new  number  to  be  46. 
Renumbering  of  present  Section  42,  new  number  to  be  47. 
Renumbering  of  present  Section  43,  new  number  to  be  48. 
Renumbering  of  present  Section  44,  new  number  to  be  49. 

Renumbering  of  present  Section  45,  new  number  to  be  50. 

Renumbering  of  present  Section  46,  new  number  to  be  51. 

Renumbering  of  present  Section  47,  new  number  to  be  52. 

The  insertion  of  a  new  Section  53,  to  wit : 

•Sec.  53.  The  President,  the  Vice-Presidents  and  the  Chair- 
men of  the  two  general  committees  shall  constitute  a  Publica- 
tion Committee,  and  nothing  shall  be  included  in  the  published 
reports  of  the  Institute's  proceedings,  or  in  any  other  publica- 
tion issued  by  its  authority,  that  has  not  been  approved  by  at 
least  two-thirds  of  the  full  membership  of  the  Publication 
Committee. 

Renumbering  of  present  Section  48,  new  number  to  be  54. 

Amending  of  present  Section  49  to  read  as  follows : 

Sec.  55.  The  Board  of  Directors  may,  in  its  discretion, 
make,  with  any  one  (or  each)  of  the  district  and  state  gas,  or 
gas  and  electric  associations,  now  existing  or  hereafter  to  be 
formed,  that  will  agree  thereafter  not  to  elect  to  voting  mem- 
bership any  person  connected  in  any  way  with  the  gas  industry 
who  is  not  directly  identified  with  gas,  or  electric,  interests 
within  the  district  or  state  whose  name  it  bears,  to  consult  with 
the  Institute  before  undertaking  any  original  work  of  interest 
to  the  gas  profession,  and  to  do  each  year,  under  the  direction 
of  the  Institute,  a  certain  amount  of  original  work,  agreements 
for  co-operation  between  the  Institute  and  such  associations. 
Each  and  every  district  or  state  gas,  or  gas  and  electric,  asso- 
ciation, with  which  such  agreements  are  entered  into  shall  be 
entitled  to  elect  one  of  its  members  a  member  of  the  Board  of 
Directors  of  the  Institute,  tlie  member  so  elected  to  be  in  addi- 
tion to  those  named  in  Section  23,  provided  that  the  number 
of  such  associated  directors  shall  never  exceed  one-third  of  the 
total  membership  of  the  Board.    Should  the  Board  of  Directors 
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provide  for  an  executive  committee,  this  committee  shall  in- 
clude in  its  membership  one  man  from  each  of  the  affiliated 
associations  as  long  as  the  number  of  such  associations  does 
not  exceed  six.  Thereafter  there  shall  be  on  the  executive 
committee  at  least  six  men  who  are  members  of  affiliated  asso- 
ciations and  have  among  them  membership  in  at  least  six  such 
associations. 

The  amending  of  present  Section  50  to  read  as  follows : 
Sec.  56.  Each  member  of  the  Institute  in  good  standing 
shall  be  entitled  to  and  shall  be  furnished  by  the  Secretary  with 
a  copy  of  the  Proceedings  of  the  Institute  for  the  current  year, 
in  which  shall  be  listed  the  names  and  addresses  of  the  mem- 
bers. In  any  such  list  each  member  shall  be  listed  by  the  title, 
or  titles  only  from  which  he  derives  his  eligibility  to  his  class  of 
membership. 

Renuipbering  of  present  Section  51,  new  number  to  be  57. 

James  W.  Dunbar,  Sec'y. 

DISCUSSION. 

The  President:  Gentlemen,  the  report  of  the  Board  of 
Directors  is  before  you  for  action. 

Mr.  Cowderv:  Mr.  President,  I  move  you  that  the  report 
of  the  Board  of  Directors  be  received,  printed  in  the  Proceed- 
ings, and  that  all  its  recommendations  not  involving  a  change 
in  the  Constitution  be  approved,  and  that  the  Secretary  cast 
the  ballot  of  the  Institute  for  the  proposed  amendments  to  the 
Constitution. 

Mr.  a.  E.  Forstall:  Second  the  motion. 

The  President:  Gentlemen,  you  have  heard  the  motion. 
Are  you  ready  for  the  question? 

Mr-  Egner:  Mr.  President,  I  think  that  the  matter  of 
changing  the  Constitution  is  a  very  serious  one.  If  I  under- 
stand aright,  the  Secretary  is  to  cast  the  ballot  for  the  pro- 
posed amendments.    I  think  those  proposed  amendments  to  the 
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^otistitution  should  be  printed  and  sent  to  the  different  mem- 
^ts  so  that  they  may  vote  on  them  by  ballot.  I  certainly  hope 
tiiat  that  motion  will  not  prevail,  that  the  Secretary  cast  the 
UHot  ior  the  amendments  to  the  Constitution  without  further 
consideration  or  submission  to  the  members.  I  have  listened 
to  them  very  attentively,  and  there  are  some  changes  proposed 
there  which  I  would  like  the  opportunity  to  consider.  I  hope 
that  the  motion  will  not  prevail. 

The  President:  I  will  say  for  Mr.  Egner's  information 
that  we  could  not  take  a  letter  ballot  on  the  amendments  of  the 
Constitution.  The  Constitution  itself  forbids  that.  I  think 
tiie  changes  that  are  proposed  are  very  simple,  are  readily 
understood,  and  the  changes  that  are  proposed  are  necessary 
to  OLTiry  into  effect  the  recommendations  that  the  Board  has 
made  for  the  enlargement  of  the  work  of  the  Institute. 

Mr.  Boardman  :  Mr.  President,  I  notice  in  the  recommen- 
dations one  to  consolidate  the  office  of  the  Secretary  and 
Treasurer.  I  would  ask  for  information,  if  the  Secretary- 
Treasurer's  office  is  supposed  to  be  a  bonded  office.  I  did  not 
hear  anything  mentioned  in  the  recommendations  about  that, 
and  I  think  it  is  very  necessary  that  he  should  be  a  bonded 
officer.  Unless  that  is  contemplated,  I  would  like  to  make  an 
amendment  to  that  proposition. 

Secretary  Dunbar:  I  will  say  that  the  By-laws  which 
were  adopted  by  the  members  of  this  association  through  a 
mail  ballot  provide  for  the  bonding  of  the  Treasurer  in  a 
guarantee  company,  the  association  to  pay  the  premium  on  the 
same. 

The  President:  All  in  favor  of  the  adoption  of  the  reso- 
lution of  Mr.  Cowdery,  seconded  by  Mr.  Forstall,  please  say 
"Aye.''    Contrary  minds,  "No."    Carried. 

The  Secretary,  as  instructed  by  the  Institute,  will  please 
cast  the  ballot  for  the  proposed  amendments  to  the  Constitution. 

Secretary  Dunbar:  Mr.  President  and  Gentlemen,  com- 
plying with  your  instructions,  I  vote  for  the  changes  in  the 
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Constitution  that  you  have  just  heard  read  in  the  report  of  the 
Board  of  Directors. 

The  vote  cast  by  the  Secretary  certified  by  Mr.  A.  G.  Glas- 
gow and  Mr.  Paul  Thompson,  tellers. 

The  President:  The  next  business  is  the  report  of  the 
Trustees  of  the  Gas  Educational  Fund. 

Ninth  Annual  Report  of  the  Trustees  Gas  Educational 
Fund  to  the  Subscribers  to  the  Fund. 

To  the  Subscribers  to  the  Trustees  Gas  Educational  Fund: 

Gentlemen  : — The  Trustees  appointed  at  the  Twenty-sixth 
Annual  Meeting  of  the  American  Gas  Light  Association,  held 
October  17th,  1898,  to  administer  the  Educational  Fund 
formed  by  your  subscriptions,  submit  the  following  report  as 
to  the  work  done  from  October  1st,  1906,  to  September  30th, 
1907. 

The  work  has  been  carried  on  along  the  same  lines  as  in 
previous  years,  and  the  number  of  students  in  the  practical 
class  has,  as  before,  averaged  about  100.  This  membership  is 
maintained,  without  any  attempt  to  bring  the  class  to  the 
notice  of  the  persons  eligible  for  membership,  largely  through 
the  recommendation  of  the  work  given  by  former  students  to 
their  associates.  Judging  from  previous  experience,  if  any 
effort  were  made  to  call  attention  to  the  work  of  the  class,  the 
number  of  applications  would  increase  far  beyond  the  limit  of 
150  set  for  the  maximum  membership  on  account  of  the 
inability  to  pay  for -the  full  time  of  a  man  qualified  to  take 
charge  of  the  class  work.  With  regard  to  the  qualifications 
required  in  such  a  man  it  is  to  be  considered  that  the  mere 
preparation  of  the  Trustees'  answers  to  the  questions  sent  out 
to  the  class  is  the  smallest  and  least  exacting  part  of  the  work. 
Each  set  of  answers  sent  in  by  a  student  is  gone  over  carefully 
^nd  criticised,  and  in  order  to  make  the  criticisms  valuable  to 
the  students,  it  is  necessary  that  the  man  in  charge  of  the  work 
shall  have  a  sufficiently  wide  knowledge  of  types  of  apparatus 
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and  methods  of  operation  in  use  all  over  the  United  States,  and 
also  a  sufficient  acquaintance  with  the  literature  available  for 
the  students  to  enable  him  to  determine  whether  or  not  the  stu- 
dents are  writing  from  actual  experience,  from  knowledge 
obtained  through  reading,  or  are  merely  making  a  guess  at 
the  answer.  It  can  be  readily  seen  thar  the  criticism  would  be 
ver}'  different  according  to  the  method  employed  by  the  stu- 
dent in  preparing  his  answers. 

It  could  hardly  be  expected  that  the  whole  time  of  a  man 
with  so  wide  a  knowledge  of  conditions  could  be  secured  for 
$3.0CO  per  year,  especially  when  it  is  remembered  that  out  of 
this  he  must  pay  for  a  stenographer  and  also  a  not  incon- 
siderable proportion  of  the  office  rent,  so  that  at  the  outside  he 
does  not  have  left  for  himself  more  than  $2,000  per  year. 

It  is  very  much  to  be  desired  that  we  should  be  in  a  posi- 
tion to  employ  a  competent  secretary  who  could  give  his  full 
time  to  the  work  of  the  position,  and  therefore  it  is  also  much 
to  be  desired  that  the  subscriptions  to  the  fund  be  materially 
increased. 

The  payment  now  due  on  the  subscriptions  is  the  final  one 
of  the  five-year  period  for  which  most  of  them  were  made,  and 
each  subscriber,  is  earnestly  requested  not  only  to  renew  his 
former  subscription,  but  to  use  his  utmost  endeavors  to  secure 
further  subscriptions  from  his  friends  who  are  financially  in- 
terested in  the  gas  business  and  consequently  benefit  by  the 
work  of  the  Trustees. 

The  work  of  publishing  in  a  single  volume  all  of  the 
answers  sent  out  to  different  sections  of  the  class  has  been  de- 
layed partly  by  an  attempt  to  learn  whether  or  not  there  were 
any  figures  for  the  weights  per  cubic  foot,  the  calorific  value 
and  other  properties  of  gases  which  were  recognized  as  being 
correct  by  any  properly  constituted  authority  in  the  United 
States,  and  partly  owing  to  the  inability  of  the  Secretary  to 
devote  the  necessary  time  to  this  part  of  the  work.  This 
work  will  be  pushed  as  rapidly  as  possible. 

In  view  of  the  fact  that  the  American  Gas  Institute  has  as- 
sumed the  subscriptions  previously  made  by  the  American  Gas 
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Light  Association  and  the  Western  Gas  Association  it  has  been 
provided  that  the  President  and  the  Junior  Past  President  of 
the  Gas  Institute  be  Ex-Officio  Trustees,  as  was  the  case  with 
the  same  officers  in  the  American  Gas  Light  Association. 

During  the  year,  eighteen  members  of  the  Section  of  1907 
finished  their  course  and  their  connection  with  the  class 
ceased,  while  the  Section  of  1910  started  work  on  January  2d, 
1907,  with  a  membership  of  forty-three. 

The  number  of  members  in  each  section  at  the  beginning 
of  the  year,  and  the  changes  that  have  taken  place  during  the 
year,  and  the  names  of  the  members  of  the  class  who  have 
completed  the  course  during  the  year,  are  shown  in  detail  on 
the  Secretary's  report,  which  is  appended. 

The  Section  of  1908  now  contains  seventeen  members,  the 
Section  of  1909  twenty-four,  and  the  Section  of  1910  fifty-five, 
making  the  total  membership  in  the  regular  class  ninety-six. 
Three  special  students  are  receiving  the  questions  and  answers 
with  the  Section  of  1909  and  one  with  the  Section  of  1910. 

The  card  index  of  the  principal  articles  published  in  the 
American  Gas  Light  Journal,  Progressive  Age  and  the  Journal 
of  Gas  Lighting  has  been  kept  up  during  the  year. 

It  may  be  advisable  to  remind  the  subscribers  that  in  con- 
nection with  the  office  of  the  Secretary,  there  is  a  room  which 
is  available  for  their  use,  in  case,  when  visiting  New  York, 
they  wish  to  make  appointments  with  other  non-residents  and 
do  not  care  to  make  these  appointments  at  their  hotel. 

The  Treasurer's  report,  which  is  appended,  shows  the  total 
amount  of  subscriptions  to  date,  the  available  income  and  ex- 
pense for  the  year,  a  summary  of  the  cash  account  and  the 
statement  of  the  amount  of  the  surplus  fund  and  the  securities 
in  which  it  has  been  invested. 

The  Surplus  Fund  is  made  up  of  a  contribution  of  $1,000, 
of  subscriptions  paid  in  in  advance  of  the  time  when  they  are 
due,  of  unexpended  balances  and  of  interest  received  on  in- 
vestments. The  proper  proportion  of  the  advance  subscriptions 
will,  of  course,  be  drawn  out  each  year  to  meet  expenses,  but 
the  unexpended  balances  and  the  interest  will  accumulate  into 
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I  fund  which  will  be  available  to  assist  in  carr}'ing  on  the  work 

in  case  all  the  present  subscriptions  are  not  renewed  when 

they  expire. 

Respectfully  submitted, 

Trustees  Gas  Educational  Fund, 
Walton  Clark, 

Chairman. 
Alfred  E.  Forstall, 

Secretary. 

Secretary's  Report  for  Year  Ending 
September  30,  1907. 
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Names  of  Students  who    Completed    the   Three 
Years'  Course  with  Section  of  1907. 

Wm.  J.  Baker,  Janesville,  Wis. 

Thos.  R.  Beebe,  Chicago,  111. 

Samuel  W.  Brown,  Waterbury,  Conn. 

Oscar  H.  Bundy,  New  York,  N.  Y. 

Michael  B.  Burns,  Little  Falls,  N.  Y. 

L.  Holland  Cook,  Tonawanda,  N.  Y. 

Amos  M.  Knapb,  Peekskill,  N.  Y. 

Frank  C.  McCormack,  San  Francisco,  Cal. 

A.  F.  Mueller,  Seattle,  Wash. 

Harry  E.  Odeneath,  Philadelphia,  Pa. 

Chas.  J.  O'Donnell,  Philadelphia,  Pa. 

John  C.  Parker,  Philadelphia,  Pa. 

Clifford  D.  Shaul,  Houston,  Texas. 

C.  H.  Stevick,  Long  Island  City,  N.  Y. 

Theo.  R.  Sucher,  New  Haven,  Conn. 

C.  J.  Weinmeister,  Atlanta,  Ga. 

Charles  Wilde,  Colwyn,  Pa. 

Harry  H.  Wilson,  Fort  Madison,  Iowa. 

In  addition  to  these,  A.  S.  Quackenbush.  Rockford,  111., 
R.  J.  Ritchie,  Plattsmouth,  Neb.,  Rudolph  Schmitt, 
Elingston,  N.  Y.,  and  Lovell  J.  Wicker,  Detroit,  Mich., 
answered  all  except  the  last  two  sets  of  questions. 


Treasurer's  Report  for  Year  Ending 
September  30,  1907. 

Condition  of  Subscriptions. 

For  Year 
1906-1907. 
Total  of  old  subscriptions  holding  over 

from  original  five-year  period  .  $92.58  $92.58 

Total  new  subscriptions  reported  Sep- 
tember 30,  1906  .  .     23,046.00      4,609.20 
Subscriptions  received  since  that  date  .  405.00  81.00 


$23,543.58     $4,782.78 
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Less  amounts  discontinued  or 
unpaid  on  account  of  death 
of  subscribers 

Not  considered  good   . 

Total  to  October  i,  1907 


$860.00 
100.00 


960.00  195.00 


$22,583.58    $4,587.78 


Received  from  subscribers  during  year    $4,291.00 
Pajrments  not  applicable  to  year  479- 00 

Total  paid  in  by  subscribers  since 
September  3c,  1906,  and  avail- 
able for  year       .  $3,812.00 
Paid  in  previous  to  current   year  on 
account  of  1906-1907  subscriptions  .  550.78 

Total  paid  in  by  subscribers  avail- 
able for  this  year  .  $4,362.78 
Still  to  be  paid  for  this  year      .             .  225.00 

Total  subscriptions  available  for  year   .  -.  $4,587.78 

Dues  received  for  membership  in  Special  Class  10.00 

Sale  of  thirteen  sets  of  questions  and  answers  for 

one  year    ......  65.00 

Sale  of  three  sets  of  questions  and  answers  for  one 

year,  less  10%  to  book  dealers      .  .  13.50 

Total  amount  available  for  year  .  .  $4,676.28 

Statement  of  Income  and  Expenses. 
Total  amount  available  for  year  .  $4,676.28 

Expenses, 


Secretary's  salary 

$3 

,000.00 

Office  rent        .             .             .             . 

300.00 

Printing,  stationery,  postage,  etc. 

570.82 

Cuts  used  in  illustrating  answers 

1434 

Periodicals  and  binding 

12.48 

Fire  insurance  on  books 

12.18 

Total  expenses  paid  to  October  i, 

1907        ....     $3,90982 
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Add  for  expenses  incurred,  but  unpaid: 
Printing,  stationery,    post- 
age, etc.  .  .  .  $72.25 
Cuts    used   in   illustrating 
answers  .             .  .3.90 

Total  expenses  for  year     . 

Balance 

Depreciation  on  furniture 

Surplus  on  year's  operation 


$76.15 


$3>985»97 

$690.31 
16.05 

$674.26 


Cash  Account. 

Received  from  subscribers  since  Sep- 
tember 30,  1906,  Current  Fund        .     $4,291.00 

Interest  for  one  year  on  $2,000  Bing- 
hamton  Gas  Works  ist  mortgage 
5%  bonds      ....  100.00 

Interest  for  one  year  on  $1,500  Atchi- 
son, Topeka  &  Santa  Fe  Railroad 
general  mortgage  4%  bonds.  .  60.00 

Interest  for  one  year  on  $1 ,000  Omaha 

Gas  Company  ist  mortgage  5  %  bonds  50.00 

Interest  for  one  year  on  $1,500  New 
Gas  Light  Company  of  Janesville  ist 
mortgage  5%  bonds  (guaranteed  by 
The  United  Gas  Improvement  Com- 
pany) ....  75-00 

Interest  on  deposit  in  Knickerbocker 
Trust  Co.       ....  112.75 

Sales  of  questions    and  answers   (for 

items  see  above)         .  .  .  78.50 

Dues    received    for     membership      in 

Special  Class     .         .  .  .  10.00 

Total  receipts  for  year  .     $4,777.25 

Cash  balance  from  last  year  .  .       1,370.88 

Total  to  account  for 


$6,148.13 
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Expenses  for  year  paid 

$3 

909.82 

Furniture  (bookcase  units) 

25.75 

Total  paid  out.      . 

$3,935-57 

Balance       .... 

$2,212.56 

Balance  in  Knickerbocker  Trust   Co., 

as  per  pass  book 

2, 

192.56 

Cash  on  hand  .... 

20.00 

$2,212.56 

Surplus  Fund  and  Investment. 

Amount  paid  in  by  subscribers  in  advance 

, 

%  .024.20 

toSurpl 

us  Fund 

1,000.00 

Unexpended  balance  from  1898- 1899 

1,330.99 

'"      1899-1900 

397-70 

"      1900-1901 

343-71 

'•      1901.1902.    . 

211.88 

1902-1903 

359-89 

**       1903-1904  (after  de- 
duction of  cancelled  subscriptions  previously 
included)  ..... 

Unexpended  balance  from  1904-1905  (after  de- 
duction of  cancelled  subscriptions  previously 
included)  ..... 

Unexpended  balance  from  1905-1906  (after  de- 
duction of  cancelled  subscriptions  previously 
included)  ..... 

Interest  on  bonds  to  date 

Interest  on  deposit  in  Knickerbocker  Trust 
Company  ..... 

Already  Invested, 

$2,000    Binghamton   Gas    Works 

ist  mortgage  5%  bonds  $1,930.00 

$1,500  Atchison,  Topeka  &  Santa 
Fe  R.R.  general  mortgage  4% 
bonds      ....       1,513-75 


225.88 


481.38 


529-10 
1,662.22 

261.49 
$7,828.44 
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$i,ooo  Omaha  Gas  Co.  ist  mort- 
gage 5%  bonds  .  .     $1,000.00 

$1,500  New  Gas  Light  Company 
of  Jauesville  ist  mortgage  5% 
bonds      (guaranteed     by    The 
United       Gas      Improvement 
Company)  .  .  .       1,500.00 

Furniture  .  .  142.54 

6,086.29 
$1,742.15 

New  York,  October  11,   1907. 

We,  the  undersigned  members  of  the  Finance  Committee 
of  the  Trustees  Gas  Educational  Fund,  have  this  day  ex- 
amined the  books  and  accounts  of  William  R.  Beal,  Treasurer, 
for  the  year  ending  September  30,  1907,  and  have  found  the 
same  to  be  correct,  and  the  above  balance  of  $2,192.56  to  be 
in  the  bank. 

Alex.  C.  Humphreys, 
w.  f.  douthirt, 

Finance  Committee, 
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APPENDIX    TO  REPORT  OF  THE  TRUSTEES   GAS 
EDUCATIONAL  FUND. 

(This  appendix  was  not  read  at  the  meeting,) 

Seventh  Series  of  Questions — Section  of  1908,  Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  What  is  crude  oil?    What  is  naphtha?    What  is  gas  oil? 

2.  It  is  desired  to  "let  down''  a  bench  of  coal  gas  retorts 
heated  by  a  regenerative  furnace.  What  is  to  be  done  in  order 
that  the  bench  may,  with  safety,  be  cooled  down  and  kept  idle 
until  the  increasing  demand  for  gas,  or  other  reason,  shall 
make  it  important  to  again  fire  it  up?  No  repairs  are  to  be 
made  to  the  bench. 

3.  Describe  one  or  more  forms  of  steam,  hydraulic,  com- 
pressed air  or  electric  machines  for  charging  retorts. 

4.  Give  a  description,  illustrated  with  sketches,  of  a  full 
set  of  retort  house  firing  and  cleaning  tools.  Do  not  include 
in  your  answer  tools  for  repairing,  or  coal  and  coke  wagons. 

5.  Describe  the  cleaning  of  a  water  gas  washbox,  including 
the  precautions  to  be  observed. 

6.  Describe  the  testing  or  proving  of  a  station  meter,  giving 
each  step  of  the  work  from  the  putting  it  out  of  use  in  order 
to  test  it,  to  the  putting  it  to  work  again  after  it  has  been  tested. 

7.  A  station  meter  passed  a  volume  of  gas  at  a  temperature 
of  69°  F.  and  registered  1,050  cubic  feet;  what  would  the 
same  gas  measure  if  its  temperature  were  reduced  to  the  stand- 
ard— 60°  F.  ?    Give  your  calculations. 

8.  A  certain  illuminating  gas  has  a  net  heating  power  of 
620  heat  units  per  cubic  foot.  It  is  desired  to  bring  to  a  tem- 
perature of  140*"  F.  two  gallons  of  water  placed  in  a  pot  and 
over  a  burner  which  together  will  put  into  the  water  28%  of 
the  heating  power  of  the  gas.  The  water  at  the  start  has  a 
temperature  of  55°  F.  The  barometer  marks  30  in.  atmos- 
pheric pressure.  How  much  gas  must  be  burned  to  produce 
the  desired  result? 


Digitized  by  VjOOQIC 


58 

9.  Five  pounds  of  ammonia  gas  (NHg)  are  produced  by, 
and  collected  in  the  ammoniacal  liquor  resulting  from,  the 
carbonization  of  a  net  ton  of  coal  and  this  liquor  is  used  for 
the  manufacture  of  sulphate  of  ammonia  with  a  loss  of  5%  in 
the  process  of  manufacture.  How  much  dry  sulphate  of  am- 
monia will  it  yield,  and  how  much  pure  sulphuric  acid  will  be 
used  in  the  operation,  assuming  no  waste  of  acid?  Give  your 
calculations. 

10.  Describe  the  painting  of  a  gas  holder,  giving  each  detail 
of  the  work,  and  including  the  preparation  of  the  iron  by  the 
removal  of  old  paint  and  rust. 

11.  What  is  napthalene  .'^  What  are  its  physical  properties, 
and  how  are  the  obstructions  caused  by  it  removed? 

12.  What  is  meant  by  the  statement,  "The  tank  was  ren- 
dered with  neat  cement"?  What  circumstances  call  for  the 
rendering  with  cement  of  a  brick  tank  for  a  gas-holder  ? 

(Answers  to  these  questions  are  due  October  1,  1906.) 


Answers  to  Seventh  Series  of  Questions — Section  of  1908 
Practical  Class — Trustees  Gas  Educational  Fund. 

Answers  to  questions  Nos.  1,  2  and  5  have  been  published  in 
the  previous  volume  of  thie  Proceedings,  and  can  be  found 
there  as  follows : 

No.  1,  Vol.  I.,  page  82. 

No.  2,  Vol.  I.,  page  242. 

No.  5,  Vol.  I.,  page  85. 

The  answers  to  the  other  questions  are  as  follows : 

3.  Describe  one  or  more  forms  of  steam,  hydraulic,  com- 
pressed air  or  electric  machines  for  charging  retorts. 

Ans.  The  Bronder  machine  is  one  worked  by  steam.  It 
consists  of  a  carriage  or  platform  mounted  on  wheels,  running 
on  a  track  laid  on  the  charging  floor  of  the  retort  house,  in 
front  of,  and  parallel  to,  the  face  of  the  retort  stack.     This 
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platform  carries,  a  steam  boiler,  a  coal  hopper,  a  track  at 
right  angles  to  the  main  track,  upon  which  run  the  wheels  of  a 
second  carriage  called  the  scoop  carriage,  and  two  steam  en- 
gines, one  for  the  purpose  of  moving  the  main  carriage  back 
and  forth  along  the  track  on  the  floor,  and  the  other  for  moving 
the  scoop  carriage,  and  the  scoops  attached  to  it,  back  and  forth 
in  a  direction  at  right  angles  with  the  front  of  the  stack. 

Motion  is  communicated  to  the  main  carriage  by  means 
of  an  endless  screw  on  the  shaft  of  the  engine,  and  a  worm 
gear  on  one  of  the  axles  of  the  carriage.  The  engme  is  pro- 
vided with  reversing  gear  and  also  with  a  brake  on  its  shaft  for 
the  purpose  of  slowmg  down  and  stopping  the  carriage. 

The  scoop  carriage  is  driven  by  a  chain  or  wire  rope  run- 
ning around,  and  driven  by,  a  drum  mounted  on  the  main 
carriage.  After  winding  round  the  drum,  one  end  of  the  rope 
i^  led  to  and  around  a  pulley  fixed  at  the  front  of  the  main 
carriage,  and  then  brought  back  and  fastened  to  the  scoop 
carriage.  The  other  end  of  tlie  rope  is  similarly  treated,  except 
that  the  pulley  around  which  it  is  led  is  fastened  to  the  back 
of  the  mam  carriage.  The  drum  itself  is  driven  by  the  cor- 
responding engine  through  an  endless  screw  and  worm  gear. 
The  engine  is  fitted  with  a  reversing  gear  to  which  a  tappet  bar 
w  connected,  so  that  the  engine  is  automatically  stopped  when 
*c  scoop  carriage  reaches  the  end  of  its  travel  in  either 
<Jireaion. 

The  scoop  carriage  is  provided  with  shelves  or  brackets 
lor  supporting  the  scoops,  there  l)eing  one  for  each  scoop. 
There  are  usually  three  scoops  arranged  vertically,  one  over 
"^c  other,  at  such  a  distance  apart  that  each  comes  opposite 
^he  corresponding  retort  in  the  setting.  Under  each  of  the 
scoop  .  ji^ports  are  fixed  two  rollers,  the  tops  of  which  pro- 
^^e  thrcugh  openings  in  the  supports,  so  that  the  bottom  of 
^e  scoop  rosts  upon  them.  Each  sccx)p  consists  of  a  long  box, 
or  trough,  l:uill  of  steel  and  open  at  the  top  and  front  end. 
testing  loosely  in  the  scoop  and  on  its  upper  edges  is  a  frame 
With  angle  iron  sides  and  cro^s  braces,  which  carries  a  series 
^*  scrapers.  All  of  these  scrapers,  except  the  one  nearest  the 
^^  end  of  the  scoop,  are  so  fastened  to  the  frame  by  pivots 
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that  their  lower  edges  will  swing  forward  and  upward  so  as 
to  allow  them  to  pass  freely  over  any  coal  in  the  scoop  or 
retort  when  being  drawn  backward,  while  they  strike  and 
rest  firmly  against  the  bottom  of  the  scoop  when  being  pushed 
forward.  The  rear  scraper  is  rigid  and  forms  the  back  end 
of  the  coal  space  in  the  scoop. 

The  scraper  frame  can  be  moved  back  and  forth  relatively 
to  the  scoop  through  a  distance  a  little  longer  than  that  part 
of  the  scoop  which  contains  the  charge  of  coal.  As  the  scoop 
with  the  coal  is  being  pushed  into  the  retort,  and  just  before 
it  reaches  the  limit  of  its  travel,  the  lower  end  of  a  lever 
pivoted  on  the  side  of  the  scoop  near  the  back  strikes  a  stop 
fixed  on  the  coal  hopper,  and  is  pushed  backward  as  the  scoop 
moves  on.  As  its  fulcrum  on  the  scoop  is  moving  forward 
the  upper  end  of  the  lever  is  given  a  forward  motion,  more 
rapid  than  that  of  the  scoop,  and  since  it  rests  against  the  back 
of  the  scraper  frame  this  is  pushed  forward  faster  than  the 
scoop,  and  the  scrapers  push  the  coal  ahead  of  them  and  partly 
out  of  the  scoop  into  the  seat  of  the  retort,  this  action  taking 
place  just  before  the  scoop  stops  on  reaching  the  end  of  its 
travel.  When  the  scraper  frame  arrives  at  its  extreme  for- 
ward position  a  pawl,  pivoted  on  the  main  carriage,  drops 
behind  the  rear  crossbars  of  the  frame,  and  this  with  the 
scrapers  is  thus  held  stationary,  while  the  scoop  is  being 
withdrawn  from  the  retort.  By  this  means  the  coal  is  held  in 
place  and  drops  on  to  the  bottom  of  the  retort  as  the  scoop 
recedes,  instead  of  being  drawn  backward  with  it.  When  the 
scoop  has  been  entirely  withdrawn  from  the  retort,  a  trip  piece 
on  its  side  strikes  an  angular  tappet  piece  so  pivoted  that  as 
its  lower  end  is  moved  back  by  the  trip  piece,  its  upper  end 
raises  the  pawl  and  leaves  the  scraper  frame  free  to  move 
back.  The  mechanism  which  imparts  the  backward  motion 
to  the  frame  is  contained  in  the  back  part  of  the  scoop  behind 
the  coal  space,  and  consists  of  a  bar,  a  forward  pulley  fastened 
to  the  scraper  frame,  a  rear  pulley  fastened  to  the  scoop,  and 
a  rope  which  is  fastened  at  one  end  to  the  rear  of  the  scoop, 
passes  forward  around  the  pulley  on  the  frame,  back  around 
the  pulley  fixed  to  the  scoop  and  forward  to  have  the  other 


Digitized  by  VjOOQIC 


61 

end  fastened  to  the  bar.  This  bar  is  free  to  slide  back  and 
forth  in  guides  in  the  scoop.  So  long  as  the  scoop  and 
scrapers  are  traveling  together  this  mechanism  travels  as  a 
whole  with  them.  When  the  scoop  moves  back,  while  the 
scraper  frame  is  hel^  stationary,  the  end  of  the  rope  fastened 
to  the  scoop,  and  the  pulley  also  fastened  to  the  scoop,  moves 
away  from  the  pulley  fastened  to  the  frame. 

To  accommodate  this  motion,  that  portion  of  the  rope  pass- 
ing around  the  pulley  fixed  to  the  frame  must  lengthen  on  each 
side  of  the  pulley  by  an  amount  equal  to  the  distance  traveled 
by  the  scoop.  This  extra  length  can  only  be  obtained  by  draw- 
ing on  that  part  of  the  rope  passing  forward  from  the  rear 
pulley  on  the  scoop  and  fastened  to  the  bar,  which,  since  the 
bar  is  free  to  move,  is  practically  a  free  end.  The  bar,  there- 
fore, is  given  a  backward  motion  (in  the  same  direction  as 
the  scoop)  twice  as  fast  as  that  of  the  scoop.  This  continues 
until  the  detaining  pawl  has  been  lifted,  as  described  above. 
The  continued  movement  of  the  scoop  then  immediately  brings 
the  end  of  the  bar  against  a  stop  fastened  on  the  main  carriage, 
against  which  the  rear  end  of  the  scoop  also  rests  when  it  is 
at  the  extreme  back  end  of  its  travel.  The  motion  of  the 
scoop  still  continues,  but  that  of  the  bar  being  arrested,  the 
end  of  the  rope  fastened  to  it  is  no  longer  a  free  end,  and  as 
the  scoop  moves  back  the  rope  is  thus  held  at  one  end,  while 
the  other  end,  which  is  attached  to  the  scoop,  is  drawn  back- 
ward, as  is  also  the  loop  passing  around  the  pulley  fastened 
to  the  scoop.  The  only  part  that  is  free  to  move  to  furnish 
the  slack  required  to  accommodate  this  double  motion  is  the 
pulley  fixed  to  the  scraper  frame,  and  this  is  accordingly  drawn 
back,  bringing  with  it  the  frame  and  scrapers  at  a  rate  of 
motion  twice  as  fast  as  that  of  the  scoop.  The  mechanism  is 
so  adjusted  that  when  the  scoop  stops  at  the  end  of  its  travel 
the  scrapers  have  reached  their  original  position  and  every- 
thing is  ready  for  another  charge. 

Both  the  scoop  and  the  scraper  frame  are  weighted  at  the 
rear  end,  the  weight  on  the  scoop  serving  to  indicate  when  the 
proper  weight  of  coal  for  the  charge  has  been  run  into  the 
scoop,  and  that  on  the  frame  acting  as  a  counterweight  to 
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balance  the  portion  which  is  left  projecting  into  the  retort  as 
the  scoop  is  withdrawn. 

Either  one,  two  or  all  three  of  the  scoops  can  be  locked 
either  to  the  scoop  carriage  or  to  the  main  carriage.  The 
scoops  which  are  locked  to  the  main  carriage  remain  stationary 
when  the  others  are  run  into  the  retorts,  and  in  this  case  the 
rollers  fixed  to  the  scoop  carriage,  and  on  which  the  scoops 
rest,  come  into  play  to  reduce  the  friction  between  the  sta- 
tionary scoop  and  the  moving  carriage. 

The  boiler  and  engines  do  not  require  any  detailed  descrip- 
tion. 

The  coal  hopper  is  divided  into  three  equal  compartments, 
each  having  a  longitudinal  opening  the  full  leng^  of  the  coal 
space  of  the  scoop,  and  in  such  a  position  vertically  as  to  allow 
the  coal  to  be  fed  through  it  by  a  feeding  device  into  the  cor- 
responding scoop.  It  is  intended  tfiat  it  should  be  made  large 
enough  to  hold  all  the  coal  required  for  the  retorts  to  be 
charged  at  any  one  time. 

The  operation  of  the  machine  is  as  follows: 
Two  attendants  are  required;  one  to  handle  the  traversing 
engine  and  the  other  to  attend  to  the  actual  charging.  When 
the  machine  is  placed  in  front  of  the  proper  retorts  the  scqpps 
are  filled  until  the  weight  of  the  coal  causes  the  front  part  to 
just  balance  the  weight  at  the  rear  end,  the  forward  rollers  of 
the  two  under  each  scoop  acting  as  fulcrums.  The  scoop 
carriage  engine  is  then  stjarted  forward  and  the  motion  of  the 
carriage  carries  the  scoops  attached  to  it  into  the  retorts. 
Just  before  this  forward  motion  is  automatically  arrested,  when 
the  front  ends  of  the  scoops  have  reached  nearly  to  the  back 
ends  of  the  retorts,  the  accelerated  forward  motion  is  im- 
parted to  the  scrapers  so  that  the  coal  is  pushed  into  the  seat  of 
the  retort.  As  the  engine  stops  and  the  carriage  is  brought 
to  rest,  the  detaining  pawls  drop  and  hold  the  scraper  frames. 
The  engine  which  has  stopped  automatically,  is  then  reversed 
by  the  attendant  and  the  scoops  withdrawn  from  the  retorts, 
leaving  the  coal,  which  is  held  in  place  by  the  scrapers.  The 
front  ends  of  the  scoops  being  lightened  by  the  removal  of  the 
coal,  are  raised  by  the  lowering  of  the  counterbalance  weights 
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at  the  rear  end  and  carry  with  them  the  scraper  frame,  raising 
the  scrapers  nearly  clear  of  the  coal.  The  continued  backward 
travel  of  the  scoops  raises  the  detaining  pawls,  brings  the  bar 
of  the  scraper-withdrawing  mechanism  against  the  stop  and 
then  withdraws  the  scrapers,  the  engine  being  stopped  auto- 
matically when  everything  is  in  its  original  condition  at  the 
back  end  of  the  travel  of  the  scoop  carriage.  The  main  car- 
riage is  then  moved  opposite  the  next  tier  of  retorts  and  the 
operation  repeated,  the  process  being  continued  until  all  the 
retorts  have  been  charged. 

West's  charging  machine  is  driven  by  either  compressed 
air  or  electricity,  the  former  being  used  in  the  machine  de- 
scribed below.  In  it,  as  in  the  other  machines  described,  the 
charging  apparatus  proper  and  a  coal  hopper  are  carried  by  a 
frame  which  can  be  moved  along  a  track  laid  on  the  charging 
floor  of  the  retort  house  parallel  to  the  front  of  the  bench.  The 
machine  has  only  one  charging  scoop,  so  that  only  one  retort 
can  be  charged  at  a  time,  and  this  scoop  and  the  coal  hopper 
are  so  hung  in  the  frame  that  they  can  be  readily  adjusted 
to  the  level  of  the  retort  to  be  charged.  This  adjustment  is 
performed  by  means  of  the  same  compressed  air  motor  by 
which  the  machine  is  propelled  back  and  forth  in  front  of  the 
benches. 

Attached  to  the  bottom  of  the  coal  hopper  is  an  adjustable 
measuring  chamber  to  measure  out  the  proper  charge  of  coal. 
This  chamber  is  made  in  two  parts  which  telescope  into  each 
other  and  are  held,  by  adjusting  bolts,  in  the  position  desired 
'  ^ith  relation  to  each  other,  which  is  determined  by  the  size  of 
the  charge.  Sliding  doors  are  provided  at  the  top  and  bottom 
of  this  measuring  chamber,  and  the  levers  actuating  these 
doors  are  connected  together  in  such  a  manner  that  when  the 
doors  at  the  top  of  the  chamber  are  open,  those  at  the  bottom 
arc  shut,  while  the  latter  cannot  be  opened  until  those  at  the 
top  are  shut. 

The  charging  scoop  is  carried  on  a  frame  composed  of  side 
bars  in  which  runs  the  carriage  for  tjie  gear  by  which  the 
scoop  is  turned  over,  and  of  rails  on  which  the  scoop  carriage 
runs  when  it  is  drawn  out  of  the  retort  into  position  for  filling. 
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A  movable  flap  is  provided  to  form  a  bridge  over  which  the 
scoop  carriage  can  run  between  the  rails  on  the  machine  and 
the  retort.  The  scoop  carriage  is  propelled  into  and  out  of  the 
retort  by  means  of  a  piston  driven  back  arid  forth  in  a  cylinder 
by  compressed  air.  To  this  piston  is  attached  a  rod  and 
rack  which  engages  a  pinion  attached  to  the  shaft  of  a  chain 
drum.  Around  this  drum  are  wound  two  chains  which  go  out 
in  opposite  directions,  and  after  passing,  one  around  a  pulley 
at  one  end  of  the  frame  in  which  the  scoop  carriage  travels, 
and  the  other  over  another  pulley  at  the  other  end  of  the  same 
frame,  are  both  attached  to  a  double  chain  pulley  fastened  to 
the  main  scoop  rod.  They  are  passed  around  this  pulley  in 
such  a  way  that  at  the  proper  time  the  scoop  rod  can  be  rotated 
either  in  one  direction  or  in  the  other. 

The  charger  scoop,  which  is  usually  made  of  a  length  equal 
to  half  of  that  of  the  retort  to  be  charged,  consists  of  two 
scoops  supported  on  a  carriage  which  rests  on  three  wheels, 
two  at  the  back  and  one  just  forward  of  the  middle  of  the 
centre  line  between  the  scoops.  The  scoops  are  supported  on 
the  carriage  by  means  of  a  longitudinal  centre  bar  and  end 
plates,  the  latter  supporting  the  scoop  shafts.  At  the  end 
of  the  charger  which  first  enters  the  retort  each  shaft  is 
carried  by  a  chain,  one  end  of  which  is  attached  to  the  shaft 
at  the  point  of  the  circumference  which  is  lowest  when  the 
scoop  is  in  position  to  be  filled  with  coal,  the  other  end  being 
fastened  to  the  fixed  end  plate.  A  loose  plate  carried  on  the 
ends  of  the  shafts  and  free  to  move  inside  of  the  fixed  plate 
closes  this  end  of  the,  scoops  so  that  the  coal  cannot  fall  out. 
At  the  other  end  the  scoop  shafts  are  carried  by  a  fixed  plate 
and  are  provided  with  gear  wheels  engaging  with  gears  at- 
tached to  and  driven  by  the  rotation  of  the  main  shaft. 

Each  scoop  consists  of  two  parts  which  are  capable  of 
sliding  concentrically  over  one  another  for  a  determined  dis- 
tance. One  of  these  parts  is  rigidly  connected  to  the  scoop 
shaft  so  that  it  must  rotate  with  this  shaft,  the  other  hangs 
loosely  on  the  shaft  and  can  be  rotated  around  it.  When  the 
main  shaft  is  rotated  the  gears  cause  the  scoop  shafts  to 
rotate  also.     Each  of  these  shafts  carries  with  it  the  portion 
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of  the  scoop  fastened  to  it.  This  sHdes  inside  of  the  loosely- 
hanging^  portion  until  its  inner  edge  strikes  against  stops 
fastened  to  the  latter.  As  the  shaft  continues  to  turn,  the 
loosely-hanging  portion  is  carried  along  by  the  other  part  until 
the  shaft  has  completed  a  half  revolution  and  the  folded-to- 
gether parts  of  the  scoop  are  completely  inverted.  During 
this  half  revolution  the  chain  from  which  the  loose  end  of 
the  scoop  shaft  is  suspended  has  been  wound  round  this  shaft 
and  the  shaft  has  been  raised  so  that,  when  the  rotation  stops, 
the  inverted  scoop  is  higher  than  it  would  have  been  had  it 
turned  about  a  fixed  centre,  and  it  can  consequently  be  drawn 
out  without  coming  into  contact  with  the  coal  deposited  in 
the  retort.  The  action  described  takes  place  simultaneously 
with  both  scoops,  each  turning  in  toward  the  middle  of  the 
retort  so  that  the  coal  is  dropped  against  the  sides  and  into 
ihe  comers. 

The  operation  of  the  machine  is  as  follows : 
The  coal  hopper  having  been  filled  from  an  overhead  coal 
bin  placed  in  a  convenient  position  in  the  retort  house  the  ma- 
chine is  moved  along  the  floor  until  it  is  opposite  the  retorts 
which  are  to  be  charged  first.  The  height  of  the  charger  is  then 
adjusted  to  that  of  the  retort,  the  movable  flap  put  into  the 
mouthpiece  and  the  measuring  chamber  filled  with  coal,  which 
is  then  run  into  the  scoop.  The  attendant,  by  means  of  a  lever 
which  controls  the  valves,  admits  to  the  proper  end  of  the 
cylinder  which  drives  the  charger,  compressed  air  obtained 
through  a  hose  and  hose  drum,  so  arranged  that  the  hose  un- 
winds from  the  drum  as  the  machine  moves  away  from,  and 
is  again  wound  up  as  the  machine  approaches,  the  drum. 
The  piston  being  set  in  motion  by  the  pressure  of  the  air 
carries  with  it  the  rack  which  rotates  the  drum,  winding  up 
one  chain  and  unwinding  the  other  in  such  a  way  that  the 
charger  is  propelled  into  the  retort.  Stops  are  arranged  on  the 
charger  carriage  frame  so  that  the  motion  of  the  carriage  will 
be  stopped  at  the  proper  points.  The  piston  continues  to  move 
after  the  motion  of  the  charger  is  arrested  and  the  pull  on  the 
chain  rotates  the  main  shaft,  which  causes  the  scoops  to  be 
rotated  in  their  turn  in  the  manner  described  above  and  tlie 
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coal  is  deposited  on  the  bottom  of  the  retort.  The  double 
chain  pulley,  by  which  the  main  shaft  is  rotated,  being  pre- 
vented from  turning  by  pawls  which  are  released  when  the 
pulley  carriage  comes  against  the  stojps  by  which  the  motion 
of  the  charger  is  arrested,  this  turning  cannot  take  place  until 
the  scoop  has  reached  the  proper  point  in  the  retort. 

The  coal  having  been  deposited  in  the  retort,  compressed 
air  is  admitted  to  the  other  end  of  the  cylinder  and  the  piston 
drivin  in  the  reverse  direction.  The  charger  is  held  in  place 
by  a  pawl,  so  that  the  first  effect  of  the  reversal  is  to  rotate 
the  main  shaft  in  the  other  direction  and  so  rotate  the  scoops 
back  to  their  original  position.  When  this  has  been  done  a 
projection  on  the  side  of  the  double  pulley  comes  in  contact 
with  the  pawl  holding  the  pulley  carriage,  raises  it  and  allows 
the  charger  to  be  withdrawn  as  the  movement  of  the  piston 
continues. 

The  operation  is  then  repeated,  bringing  into  play  an  inter- 
mediate stop  which  arrests  the  travel  of  the  charger  at  the 
proper  point  to  deposit  the  second  portion  of  the  charge  in 
the  proper  position  in  the  front  of  the  retort. 

The  charger  is  then  adjusted  to  the  level  of  the  next  retort 
and  the  operations  continued  until  all  the  retorts  in  a  vertical 
tier  have  been  charged.  The  machine  is  then  moved  along  to 
the  next  tier  of  retorts  to  be  charged  and  the  series  of  opera- 
tions repeated  until  the  whole  number  of  retorts  to  be  handled 
at  one  time  have;  been  charged. 

The  West  machine  has  been  developed  in  England,  and  it 
is  only  within  the  last  few  years  that  any  examples  of  it  have 
been  erected  in  this  country.  A  detailed  description  of  it, 
fully  illustrated,  will  be  found  at  page  335  of  Vol.  LXXVIL 
of  the  Journal  of  Gas  Lighting,  etc. 

The  De  Brouwer  machine  is  driven  by  electricity.  It 
differs  from  the  machines  already  described  in  that  no  part 
of  the  machine  itself  enters  the  retort,  the  coal  being  pro- 
jected into  the  retort  by  the  velocity  imparted  to  it  by  means 
of  an  endless  belt.  The  machine  is  a  very  simple  one.  A 
frame,  which  can  be  either  mounted  on  wheels  running  on 
rails  set  in  the  floor  or  suspended  from  wheels  ruiming  on 
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overhead  rails,  carries  a  small  coal  hopper,  a  system  of  pulleys 

over  which    runs    an  endless  belt  and  an  electric  motor  by 

which  motion  is  imparted  to  the  driving  pulley  of  the  series. 

The  belt  is  carried  one-quarter  around  a  large  grooved  wheel, 

the  belt  being  about  13  in.  wide  and  the  groove  in  the  wheel 

6}^  in.  wide   and  4  in.  deep.     The  belt,  when  it  leaves  this 

wheel,   is   traveling   in  a   horizontal   direction   and   continues 

so  for  a  foot,  when  it  turns  downward  over  one  of  the  small 

pulleys.     It  is  then  led  back  horizontally  to  a  pulley  which 

keeps  it  clear  of  the  upper  part  and  from  there  is  led  vertically 

up  to  and  over  the  pulley  which  again  brings  it  in  contact 

with  the  large  grooved  wheel.     The  belt  having  been  set  in 

rapid  motion  by  the  motor-driven  pulley,  the  coal  is  dropped 

from  the  hopper  into  the  space  enclosed  between  the  belt  and 

the  grooved  wheel,  and  is  carried  by  the  belt  around  the  wheel 

and  projected  horizontally  into  the  retort.    The  speed  at  which 

the  belt  travels  is  regulated  to  suit  the  distance  to  which  the 

coal  has  to  be  thrown  in  order  to  reach  the  back  of  the  retort, 

the  longer  the  retort  the  higher  being  the  speed  employed. 

The  coal,  when  it  leaves  the  belt,  possesses  sufficient  velocity 

to  carry  it  to  the  back  of  the  retort,  and  the  first  pieces  of  coal 

being  stopped  there  the  rest  gradually  fills  the  retort  with  an 

even  layer  from  back  to  front. 

This  is  one  of  the  most  recent  inventions  in  the  line  of 
charging  machinery,  but  examples  of  it  are  already  in  opera- 
tion in  America. 

More  detailed  descriptions  of  this  machine  will  be  found 
in  the  Journal  of  Gas  Lighting,  etc.,  Vol.  LXXXII,  page 
367  and  523.     (Trustees.) 

4.  Give  a  description,  illustrated  with  sketches,  of  a  full 
set  of  retort  house  firing  and  cleaning  tools.  Do  not  include 
in  your  answer  tools  for  repairing,  or  coal  and  coke  wagons. 

Ans. 

Furnace  Tools. 

Secondary  Bars:  Made  of  2^-inch  x  5^-inch  refined 
iron,  welded  to  a  piece  of  Ij^-inch  round  iron,  with  a  2-inch 
head  for  driving  with  a  sledge,  hammer. 
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These  bars  are  driven  through  the  fire  above  the  clinker 
line,  and  hold  up  the  fuel  while  the  ashes  and  clinker  are 
removed  from  the  lower  part  of  the  furnace. 

Cleaning  Rake  for  Primary  Air  Ports  into  Furnace: 
Made  of  j^-inch  round  iron,  with  an  eye  handle  and  a  small 
rake  end  at  right  angles  to  main  portion  of  handle.  One  right 
and  one  left  for  the  two  sides  of  the  furnace. 

Used  for  raking  out  the  ashes  that  get  into  the  air  ports 
during  the  cleaning  of  the  fire. 

Stoking  Rake  :  Made  of  a  piece  of  3-inch  x  J^-inch  flat 
iron,  5  inches  long,  welded  in  centre  at  right  angles  to  a  round 
rod,  tapering  from  IJ/^-inches  where  welded  to  the  flat  iron 
to  ^-inch  at  the  eye  handle,  and  10  feet  6  inches  long  over  all. 

Used  to  push  the  coke  well  to  the  back  of  the  furnace,  im- 
mediately before  and  during  the  stoking  draw,  to  secure  an 
even  fuel  bed  throughout  the  whole  depth  of  the  furnace. 

Furnace  Chute:  Made  of  No.  11  B.  W.  G.  iron,  bent  to 
proper  shape,  bound  with  34 -inch  x  1^4 -inch  flat  iron,  and 
provided  with  legs  of  >^-inch  x  1^-inch  flat  iron. 

It  is  used  to  catch  the  coke  as  it  is  drawn  from  the  top 
and  middle  retorts  on  one  side  of  a  bench  of  sixes  and  causes 
it  to  slide  in  the  charging  opening  of  the  furnace  into  which 
the  lower  part  of  the  chute  fits,  the  stoking  rake  being  used 
to  push  the  coke  into  the  back  of  the  furnace  from  this 
opening. 

Retort  Tools. 

Drawing  Rake  :  Head  made  of  ^-inch  x  3-inch  flat  iron, 
13  inches  long,  welded  to  handle  at  a  point  1^/2  inches  from 
the  end.  Handle  lJ4-inch  round  iron,  for  18  inches  from 
head,  1-inch  round  for  8  feet  more,  and  ^-inch  round  for  the 
rest  of  the  14  feet  6  inches  length.    Eye  on  end  of  handle. 

Used  for  drawing  the  coke  out  of  retorts. 

Carrying  Stick:  Made  of  ^-inch  round  machine  steel, 
3  feet  6  inches  long  over  all,  and  with  proper  curve  in  middle 
to  fit  the  bottom  of  the  scoop. 
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Used  for  lifting  and  carrying  front  end  of  scoop  when 
charging  the  retorts. 

Scoops:  Made  of  No.  14  B.  W.  G.  soft  steel,  cut  to  size 
sheets  needed  (15  inches  x  105  inches),  and  pressed  into  shape 
in  a  press  made  of  three  6-inch  pipes,  with  necessary  screw 
arrangements.  Reinforced  for  16  inches  at  the  head  with  a 
piece  taken  from  an  old  scoop.  Strip  of  ^-inch  x  lj4-inch 
iron  riveted  along  outside  at  bottom  to  stiffen  it.  Head  made 
of  J^-inch  soft  steel,  bent  to  proper  shape  on  anvil,  with  a 
streng^ening  piece  of  J^-i^ch  steel  put  on  around  opening 
for  handle.  Handle  1^-inch  round  steel,  upset  on  inside,  and 
welded  outside  to  a  piece  of  round  iron  of  same  size  tapering 
to  ^-inch  in  two  feet.  Cross-bar  of  handle  ;^-inch  round, 
and  2  feet  over  all. 

Used  for  charging  coal  into  retorts. 

"Tippler*'  :  Made  of  J^-inch  round  iron,  with  eye  handle 
and  short  hook  on  other  end  tapered  down  to  ^'^^-inch  at  point. 

Used  on  charging  floor  for  slacking  off  levers,  opening 
lids  of  mouth-pieces,  raising  the  flaps  covering  the  openings 
through  the  floor  into  cellar,  and  every  other  purpose  requir- 
ing the  use  of  a  hook. 

Leveling  Rake:  Made  of  a  piece  of  ^-inch  x  3>^-inch 
flat  iron,  cut  to  a  semi-circle  of  7  inches  in  diameter,  welded 
at  right  angles  to  a  handle  6  feet  long,  the  first  12  inches  of 
which  is  1-inch  round  iron  and  the  rest  ^4 -inch  round,  with 
an  eye  on  end. 

Used  for  leveling  back  the  coal  from  the  mouth-piece  into 
retort  after  the  charge,  also  for  closing  the  lid  and  pushing 
in  the  lever. 

Mouth-piece  Bar:  Made  of  5^-inch  round  iron,  with  eye 
handle  and  a  chisel  end  of  steel,  pressed  to  an  edge  and  tem- 
pered, 4  feet  long. 

Used  to  chip  oflf  the  tar  and  pitch  that  accumulate  on  inside 
of  mouth-piece  lids. 

Buck:  Made  of  two  1-inch  Ells,  with  side  outlets,  and 
the  necessary  1-inch  pipe  to  form  four  legs  and  a  cross-piece. 
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Used  to  support  the  drawing-rake  and  raise  it  above  the 
bottom  of  the  retort  when  drawing  the  bottom  retorts,  thus 
saving  the  fireman  from  so  much  stooping  in  handHng  the 
rake  on  these  retorts. 

Stand-pipe  Tools. 

Cutter  Head:  Forged  from  2-inch  x  2-inch  iron,  slotted 
and  drilled,  as  shown  in  drawing,  for  the  reception  and  fas- 
tening of  cutting  tool,  and  welded  to  a  piece  of  1-inch  pipe  of 
sufficient  length  to  allow  the  cutter  to  reach  well  into  the 
bend  of  the  stand-pipes  from  the  bottom  retorts.  Provided  with 
an  eye  handle  parallel  to  slot  in  head,  so  that  the  direction 
of  die  cutter  is  always  known.  One  of  these  heads  is  also 
welded  to  a  curved  handle  of  5^-inch  and  J4~i^ch  round  iron^ 
similar  to  the  auger  handles.  The  cutting  tools  for  use  in 
these  heads  are  made  of  9^-inch  by  234-inch  steel,  tempered 
on  edges  of  the  slope  shown  on  drawing,  in  sizes  increasing 
by  J^-inch  from  4  inches  up  to  5>4-inches  in  extreme  width. 

This  tool  is  for  use  in  case  the  carbon  in  a  pipe  is  too  hard 
to  be  cut  away  with  other  tools.  By  its  use  vertical  grooves 
are  cut  in  the  carbon,  as  shown  on  the  drawing,  almost  out  to 
the  iron.  Then  the  pipe  is  fired  hard  for  an  hour  or  so — that 
is,  the  flame  from  wood  burnt  in  the  retort  is  drawn  up 
through  the  pipe,  causing  the  carbon  to  crack  away  from 
the  iron,  so  that  it  can  be  broken  off  in  great  lumps  by  means 
of  the  **Star,"  thus  cleaning  the  pipe  quickly,  even  when 
badly  stopped,  owing  to  previous  imperfect  cleaning.  The 
whole  operation  can  be  performed  without  the  excessive  jar- 
ring and  consequent  loosening  of  joints  that  is  necessary  in 
doing  the  same  work  with  an  auger,  witli  the  further  ad- 
vantage that  stand-pipes  that  cannot  be  cleaned  with  an  auger 
are  amenable  to  this  treatment. 

Star:  Made  from  a  piece  of  34-inch  steel  plate,  cut  to  a 
circle  of  the  proper  diameter,  the  teeth  then  being  cut  out,  as 
shown,  and  tempered.  It  is  not  necessary  to  make  this  double, 
though  it  is  shown  so  on  the  drawing.  This  is  fastened  to 
the  handle  of  1-inch  pipe,  the  length  of  vyhich  is  determined 
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by  that  of  the  longest  stand-pipe.  In  two  sizes  for  use  from 
the  top  of  pipes ;  also  one  provided  with  an  auger  handle  for 
use  from  the  charging  floor. 

This  tool  is  used  as  the  first  and  only  tool  in  cleaning  pipes 
from  hard  stoppages  that  are  not  bad,  and  to  follow  the 
cutter  in  the  case  of  pipes  in  which  the  carbon  has  been  al- 
lowed to  grow  thick.  The  largest  size  is  of  such  a  diameter 
that  when  it  has  cut  its  way  down  a  pipe  the  ring  will  follow 
easily. 

Ring:  Made  of  ^-inch  x  2>4-inch  steel,  drawn  to  an  edge, 
as  shown  on  drawing.  To  it  are  riveted  four  ^-inch  rods, 
welded  together  at  their  other  ends,  the  single  rod  thus  formed 
being  welded  to  a  piece  of  ^-inch  pipe,  long  enough  to  allow 
the  ring  to  drop  to  the  bottom  of  the  longest  stand-pipe. 

This  ring  is  used  merely  to  detect  the  presence  of  any 
lumps  that  the  "Star"  *may  have  slipped  by,  and  is  not  used 
to  cut  away  obstructions  of  any  size.  It  is  made  from  j4-inch 
to  >^-inch  less  in  diameter  than  the  pipes  on  which  it  is  to  be 
used. 

Augers:  Made  from  steel  blanks  Vie-inch  thick,  and  of 
shape  and  size  shown  on  drawing.  Welded  to  rods  11  feet 
long,  7  feet  at  handle  end  of  which  is  %-inch,  and  the  rest 
5^-inch,  round  iron.  These  rods  have  eye  handles  and  are 
curved,  as  shown.  The  auger  heads  are  given  at  least  one 
full  turn,  and  preferably  more.  The  augers  are  used  to  clean 
the  lower  portion  of  the  stand-pipe  at  each  draw.  Similar 
heads  are  fixed  on  pipe  handles  for  use  in  cleaning  the  pipe 
from  above  in  case  of  a  lamp-black  or  other  soft  stoppage. 

Basket:  It  sometimes  happens  that  a  pipe  is  allowed  to 
run  so  long,  or  is  so  handled  when  the  cleaning  is  begun,  that 
it  becomes  completely  choked  up  with  carbon  so  hard  that  it 
is  almost  impossible  to  drive  even  a  pointed  bar  through  it. 
It  is  for  such  cases  that  this  basket  is  useful.  It  is  made 
of  a  piece  of  perforated  iron,  cut  from  a  sheet  discarded  from 
a  rotary  coke  screen;  is  open  on  one  side  where  it  abuts 
against  the  front  wall  of  the  stack,  and  the  bottom  has  an 
opening  cut  far  enough  back  to  take  in  the  stand-pipe.     A 
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pair   of  tongs    with   clamping   ring,    clutches   the   stand-pipe 
and  supports  the  basket  at  the  proper  height. 

Its  use  is  as  follows:  In  the  case  described  above,  the 
obstruction  is  located  and  the  point  marked  on  the  outside  of 
the  pipe.  The  tongs  are  then  clamped  on  at  the  right  place, 
the  basket  hoisted  up  and  placed  upon  them,  encircling  the 
pipes  and  touching  the  front  wall  of  the  stack.  A  wood  fire 
is  started  in  the  basket  and  kept  up  until  the  heat  softens  the 
obstruction  sufficiently  to  allow  a  fair-sized  opening  to  be 
made  through  it,  when  it  is  permitted  to  die  out  and  the  pipe 
burnt  clean  in  the  regular  way. 

Note. — ^The  dimensions  given  on  drawings  are  for  tools 
to  be  used  in  6-inch  stand-pipes  and  retorts  9  feet  long.  The 
necessary  changes  would  have  to  be  made  in  other  cases. 
(Trustees.) 

6.  Describe  the  testing  or  proving  of  a  station  meter, 
giving  each  step  of  the  work  from  the  putting  it  out  of  use 
in  order  to  test  it,  to  the  putting  it  to  work  again  after  it 
has  been  tested. 

Ans.  The  meter  room  should  be  thoroughly  ventilated 
throughout  the  test. 

The  object  of  testing  a  station  meter  is  to  determine : 

A — Whether  there  are  any  leaks  in  the  drum. 

B — If  there  are  no  leaks,  how  many  cubic  feet  of  gas  are 
passed  for  one  revolution  of  the  drum. 

C-^— Whether  the  index  registers  correctly  the  number  of 
cubic  feet  passed  through  the  drum. 

Before  the  meter  is  put  out  of  use  for  the  purpose  of  test- 
ing it,  remove  the  plate  over  the  dial,  thus  exposing  the 
spindle  that  comes  through  the  meter  head,  stop  the  meter 
long  enough  to  attach  a  pointer  to  the  spindle  and  make  a 
mark  on  the  case,  so  that  the  exact  revolutions  of  the  pointer 
can  be  counted.  Then  start  the  meter  and  note  how  much  gas 
is  registered  on  the  index  for  ten  to  twenty  revolutions  of  the 
spindle.     Calculate  from  this  the  number  of  cubic  feet  regis- 
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tered  for  each  revolution  of  the  spindle.    The  use  to  be  made 
of  this  figure  vrill  be  explained  later  on. 

Put  tiie  meter  out  of  use  by  opening  the  by-pass  and 
closing  valves  F  and  G.  Pour  water  into  the  connections  C 
and  J  above  these  valves,  to  seal  the  valves.  Pet-cocks  should 
be  tapped  into   these  pipes  above  the  valves  and  below  the 

— >  COXMECTtO/4S  gop  PROVING 
STATION     METERS 


surface  of  the  water,  and  opened  from  time  to  time  during 
the  test,  to  see  that  these  valves  remain  sealed. 

Now  the  meter  is  out  of  use  and  ready  to  be  tested. 

A— Does  the  drum  leak  ? 

Connect  the  test  meter  and  iron  pipes  as  shown,  and  run 
the  pipe  L  out  of  doors. 

Test  the  connections  of  the  test  meter  by  opening  the  cocks 
D  and  E  and  passing  a  little  gas  through  both  meters.  Then 
close  the  cock  K.    When  the  full  pressure  of  the  gas  shows 
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on  both  meters,  if  the  index  of  the  test  meter  remains  sta- 
tionary, the  outlet  connections  and  the  station  meter  case 
and  gas  connections  above  valves  F  and  G  are  gas  tight. 

Close  cocks  D  and  E.  Remove  gauge  M,  and  open  cock 
K,  and  having  thus  put  atmospheric  pressure  on  both  inside 
and  outside  of  the  station  meter  drum,  see  that  the  water  in 
the  meter  is  exactly  to  the  mark  on  the  water  gauge  and 
dripping  from  the  automatic  overflow,  if  the  meter  has  this 
attachment,  at  the  rate  that  is  maintained  when  the  meter  is 
in  regular  use.  Then  close  K  and  replace  gauge;  shut  off 
automatic  overflow  and  close  off  water  supply.  Remove  the 
manhole  plates  on  top  of  station  meter ;  remove  one  of  the  • 
plugs  in  the  drum  and  replace  it  with  a  special  plug  fitted 
with  an  eye-bolt,  attach  a  rope  to  the  eye-bolt  and  make  the 
rope  fast  to  prevent  the  drum  turning.  Open  cock  E,  then 
open  cock  D  slowly,  thus  admitting  gas  gradually  into  the 
station  meter  drum  until  the  pressure  has  increased  sufficiently 
to  blow  the  seals  in  the  meter.  The  noise  of  the  blowing 
gas  can  be  heard  and  the  pressure  will  fluctuate  violently. 
The  blowing  pressure  should  be  recorded.  Now  shut  D  and 
watch  gauge  M ;  if  the  pressure  falls,  that  section  of  the 
drum  that  is  being  tested  leaks.  The  size  of  the  leak  can  be 
determined  by  partly  opening  D,  keeping  pressure  on  M  be- 
low the  pressure  at  which  the  seals  blow  and  noting  the 
registration  of  the  test  meter  for,  say,  ten  minutes.  Now 
leave  D  open  and  slack  the  rope  until  the  meter  drum  has 
made  about  one-eighth  of  a  revolution,  and  repeat  the  test 
made  above.  Repeat  this  process  until  the  drum  has  been 
tested  for  blowing  pressure  and  for  tightness  in  eight  posi- 
tions.   The  drum  should  then  have  made  one  revolution. 

If  the  manhole  is  not  available  for  this  test,  the  spare 
outlet  flange  can  be  removed  and  the  drum  blocked  in  different 
positions  by  a  piece  of  scantling. 

Before  starting  to  revolve  the  drum,  the  position  of  pointer 
on  spindle  on  meter  front  should  be  accurately  marked,  and 
note  should  be  made  of  the  number  of  revolutions  made  by 
the  pointer  for  one  revolution  of  the  drum;  this  is  usually 
exactly  one,  or  exactly  two. 
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If  the  drum  leaks  it  must  be  repaired  before  test  for 
capacit)'  can  be  made. 

If  the  drum  is  tight,  proceed  to  determine : 

B— How  many  cubic  feet  of  gas  are  passed  by  one  revolu- 
tion of  the  drum  ? 

Remove  the  rope,  replace  plug  and  manhole,  open  auto- 
matic overflow  and  water  supply  pipe.  Repeat  test  for  tight- 
ness of  connections  and  case. 

Open  cock  K,  and  adjust  the  cock  D  on  the  test  meter 
inlet  until  the  gas  passes  at  a  rate  within  the  limit  of  the  test 
meter.  Then  wait  until  water  begins  to  drip  from  the  auto- 
matic overflow. 

The  gas  now  passing  through  both  meters,  one  observer 
should  call  out  at  the  instant  the  pointer  on  the  station  meter 
spindle  reaches  the  mark  on  the  case,  and  a  second  observer 
should,  at  the  same  instant,  note  and  record  the  test  meter 
reading.  When  the  drum  has  made  one  complete  revolution 
as  indicated  by  the  pointer,  note  and  record  the  test  meter 
reading  as  before.  The  quantity  thus  registered  by  the  test 
meter  is  the  quantity  of  gas  passed  by  one  revolution  of  the 
station  meter  drum.  To  insure  accuracy,  at  least  three  revo- 
lutions of  the  drum  should  be  made. 

During  this  test  the  temperature  of  the  water  in  the  two 
meters  should  be  as  nearly  as  possible  the  same  as  the  tem- 
perature of  the  room. 

C— Does  the  index  register  correctly  the  number  of  cubic 
feet  passed  through  the  drum  ? 

Count  the  teeth  on  the  gear  wheels  connecting  the  spindle 
with  the  meter  index  and  calculate  the  number  of  cubic  feet 
registered  by  one  revolution  of  the  meter  drum.  This  figure 
should  agree  closely  with  that  obtained  at  the  outset,  by  cal- 
culating from  the  registration  of  the  meter  during  twenty 
revolutions.  This  latter  figure  was  obtained  for  the  purpose 
of  checking  the  calculations  from  the  gear  wheels.  Accept 
the  figure  obtained  by  counting  the  teeth  on  the  gear  wheels 
as  correct. 

If  the  figures  obtained  by  tests  B  and  C  are  the  same,  the 
meter  is  correct;  if  the  quantity  passed  (B)   is  greater  than 
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the  quantity  registered  (C),  the  meter  is>slow;  if  the  con- 
trary, the  meter  is  fast.  If  the  meter  is  not  correct,  it  is  better 
to  change  the  gears,  leaving  the  water  level  at  the  position 
marked.  If  inconvenient  to  have  gears  changed,  alter  water 
line  to  correct,  raising  it  if  meter  is  slow  and  lowering  if 
meter  is  fast,  and  test  again.  Only  very  small  errors  can 
be  corrected  for  by  this  method,  and  it  should  be  used  only  on 
small  meters. 

To  put  the  meter  in  use  again,  remove  the  test  meter 
connections  and  pipe  L,  remove  the  pointer  from  spindle  and 
replace  dial  plate,  open  valves  F  and  G,  and  close  valve  H. 

Note. — ^Test  meter  is  preferably  a  60  or  80-light  wet 
meter,  with  a  dial  registering  to  one-tenth  of  a  cubic  foot. 
This  meter  should  be  carefully  tested  on  a  meter  prover  when 
passing  gas  at  the  same  rate  as  during  the  station  meter  test. 
This  can  be  readily  done  by  maintaining  the  same  difference 
of  pressure  between  inlet  and  outlet  of  test  meter,  as  ob- 
served during  test  B. 

The  test  meter  should  always  be  set  level. 

Note. — Test  A  can  be  made  without  a  test  meter,  using 
a  pressure  gauge  only.  A  common,  dry  meter  can  be  used  to 
measure  the  leakage. 

Note. — If  the  temperatures  of  the  gas  passing  through  tlie 
test  meter  and  through  the  station  meter  are  different,  the 
volume  of  the  gas  passing  through  the  test  meter  should  be 
corrected  to  the  temperature  of  the  gas  passing  through  the 
station  meter.  This  can  be  done  by  the  use  of  a  table  for  the 
correction  of  the  volumes  of  gas  at  different  temperatures. 

Note. — If  the  meter  drum  leaks  have  it  repaired.  Do  not 
attempt  to  correct  for  leaks  in  drum  by  raising  water  line. , 

The  above  is  an  accurate  and  scientific,  if  somewhat  difficult, 
method  of  proving  a  station  meter.  A  more  simple  method  is 
as  follows: 

To  prove  the  tightness  of  the  drum :  Proceed  as  above  down 
to  and  including  the  determination  of  the  tightness  of  case 
and  connections,  and  the  correctness  of  the  water  line.  Then 
run  gas  through  both  meters  at  a  rate  about  equal  to  the  maxi- 
mum capacity  of  the  test  meter,  and  again  at  half  that  rate, 
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making  the  test  cover  in  each  case  an  equal  number  of  and  at 
least  three  full  revolutions  of  the  drum  of  the  station  meter. 
If  the  tests  agree  the  drum  is  tight. 

This  method  does  not  necessitate  opening  the  manhole  of 
the  meter. 

Determine  the  capacity  of  the  drum  per  revolution  as  above. 

Count  the  teeth  on  the  gear  wheels  as  above  and  calculate 
the  nimiber  of  feet  registered  by  one  revolution.  If  you  do 
not  understand  the  gear  wheel  and  dial  combination,  test  for 
drum  tightness  and  capacity  as  above,  disconnect  test  meter 
and  turn  g^s  through  the  station  meter  as  if  in  regular  use  for 
t\vent>'  revolutions  of  the  drum,  as  shown  on  the  pointer.  See 
if  the  dial  registers  twenty  times  the  determined  capacity  of  the 
drum.    If  it  does,  the  meter  registers  correctly.     (Trustees.) 

7.  A  station  meter  passed  a  volume  of  gas  at  a  temperature 
of  69*  F.  and  registered  1,050  cubic  feet;  what  would  the  same 
gas  measure  if  its  temperature  were  reduced  to  the  standard — 
60*  F.  ?    Give  your  calculations, 

Ans.  The  volume  occupied  by  a  certain  weight  of  a  dry  and 
perfect  gas  varies  with  the  pressure  and  the  temperature  to 
which  the  gas  is  subjected.  When  the  gas  is  saturated  with 
moisture,  as  is  the  case  with  illuminating  gas  when  measured 
in  a  station  meter,  the  tension  or  pressure  of  the  water  vapor 
contained  in  it  must  also  be  considered. 

The  rules  for  the  effect  of  pressure  and  temperature  on 
the  volume  are  that  the  volume  varies  inversely  as  the  pressure, 
and  that  it  increases  or  decreases  by  V^m  of  the  volume  of  the 
gas  at  32*  F.  for  each  increase  or  decrease  in  temperature  of 
1*  F.  As  the  pressure  remains  constant  in  the  case  of  which 
the  question  treats,  the  temperature  only  will  have  to  be  con- 
sidered, and  if  the  gas  were  dry  the  change  in  volume  could  be 
calculated  as  follows : 

Since  the  gas  increases  in  volume  ^/^w  of  its  volume  at 
32*"  F.,  for  each  increase  in  temperature  of  1*  F.,  492  parts  of 
32^  would  become 

492  -I-  (60  —  32)  =  492  +  28  =  520  parts  at  60"  F.,  and 

492  +  (69  —  32)  =  492  +  37  =  529  parts  at  69*  F. 
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Therefore,  the  volume  at  69**  F.  would  be  to  the  volume  at 
60**  F.  as  529  is  to  520,  and  substituting  the  values  for  the 
present  problem  the  proportion  becomes, 

1050  :  ^  :  :  529  :  520  or  529  4:  =  546,000,  and  x  =  1032 
Therefore,  1050  cu.  ft.  measured  at  69°  F.  would  only  be  1032 
cu.  ft.  if  measured  under  the  same  pressure  and  at  60**  F. 

But  as  the  gas  is  necessarily  saturated  with  water  vapor, 
since  it  is  in  contact  with  water,  the  effect  of  this  water  vapor, 
which  does  not  expand  under  the  influence  of  temperature  and 
pressure  according  to  the  laws  governing  the  expansion  of 
gases,  must  be  taken  into  account.  To  do  this  a  formula  is 
used  which  includes  the  effect  of  both  pressure  and  tempera- 
ture. A  temperature  of  60°  F.  and  a  pressure  of  30  in.  of 
mercury  are  taken  as  the  standard  conditions  under  which  the 
volume  is  to  be  measured,  or  to  which  volumes  measured  under 
other  conditions  are  to  be  corrected. 

Representing  the  volume  at  60°  F.  and  30  in.  pressure  by  V 
and  that  of  the  same  mass  of  gas  at  any  other  temperature  t  and 
any  other  pressure  h,  by  v,  we  can,  from  the  laws  given  above, 
derive  the  required  formula  for  dry  gases.  Since  the  volume 
varies  inversely  as  the  pressure,  the  product  obtained  by  mul- 
tiplying the  volume  at  any  pressure  by  that  pressure  is  equal 
to  the  product  obtained  by  multiplying  the  volume  of  the  same 
mass  of  gas  at  any  other  pressure  by  the  corresponding  pres- 
sure and  we  have, 

h 
30  V  =  h  V  or  \^  =  —  V. 
30 

The  effect  of  temperature  as  given  above  is  shown  by  the 
equation  V  (460  -f  t)  =  520  v,  since  t  is  the  number  of  degrees 
above  0  and  therefore  460  + 1  is  equal  to  492,  the  number  of 
parts  at  32°  F.,  plus  one  volume  for  each  degree  increase  in 
temperature  above  32°  F.,  while  520  is  the  number  of  parts  to 
which  492  parts  at  32°  will  have  expanded  when  the  tempera- 
ture is  raised  to  60°.    From  this  we  obtain  the  equation, 

460  +  t 
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Combining  these  two  equations  we  have  for  dry  gases 
^  V  X  h  X  520 
30(460  +  t)* 
that  is,  the  volume  corrected  to  the  standard  condition  of  60* 
F.  and  a  pressure  of  30  in.  of  mercury  is  equal  to  the  observed 
volume  multiplied  by  the  observed  pressure  in  inches  of  mer- 
cury multiplied  by  520  and  divided  by  30  times  the  sum  of  460 
and  the  observed  temperature. 

The  correction   for  moisture  depends  on  the  fact  that  a 
given  volume  of  gas  saturated  with  water  vapor,  as  will  be  a 
gas  in  contact  with  and  over  water,  will  under  the  same  con- 
ditions of  temperature  and  pressure  always  contain  the  same 
quantity  of  water  vapor.    This  vapor  exerts  a  certain  pressure 
which  increases  with  the  temperature,  and  is  proportional  to 
the  amount  of  vapor  present.     The  pressure  so  exerted  has' 
been  determined  in  inches  of  mercury  for  each  degree  of  tem- 
perature.    To  correct  for  the  presence  of  moisture  in  a  gas 
saturated  with  vapor,  it  is  necessary  to  deduct  the  pressure 
due  to  the  tension  of  water  vapor  from  the  observed  barometric 
pressure,  since  this  barometric  pressure  is  resisted  partly  by 
the  pressure  of  the  water  vapor  and  partly  by  that  of  the  gas, 
and  therefore  the  pressure  exerted  on  the  gas  will  be  really  only 
the  difference  between  the  barometric  pressure  and  the  pres- 
sure due  to  the  tension  of  the  water  vapor.    Calling  this  tension 
of  water  vapor  a,  and  taking  its  value  at  the  temperature  of 
60'   (.518)  to  deduct  from  the  standard  barometric  pressure 
of  30  in.,  we  have  for  the  formula  for  reducing  the  volume  of 
gas  saturated  with  water  vapor  observed  at  any  temperature 
and  pressure  to  that  of  gas  saturated  with  water  vapor  at  60"* 
and  30  in., 

(h-a)  X  52^0_X_v ^  (h  -^^)  y  520  X  v 

(30  -  .'518)  X  (460  +  t)       "29T482l460"-rt)~ 

or  dividing  both  numerator  and  denominator  of  the  fraction 

bv  29.482 

.  17.64  (h  -a)  v 

460  +  t 
which  may  be  expressed  in  words  as  follows: 
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The  corrected  volume  of  a  gas  saturated  with  water  vapor 
at  the  standard  condition  of  60°  F.  and  30  in.  barometric  pres- 
sure is  equal  to  the  observed  volume  multiplied  by  17.64  times 
the  difference  between  the  observed  barometric  pressure  and 
the  tension  of  water  vapor  at  the  observed  temperature,  and 
divided  by  the  sum  of  460  and  the  observed  temperature  in 
Fahr.  degrees.  The  tension  of  water  vapor  for  the  observed 
temperature  must  be  found  from  the  table  giving  the  tensions 
for  the  different  temperatures. 

Applying  the  formula  to  the  present  example  in  which  the 
observed  volume  v=  1,050  cu.  ft.,  the  observed  temperature 
t  =  69**,  the  observed  pressure,  which  is  not  given,  is  assumed 
to  be  30  in.,  thus  making  the  correction  one  for  temperature 
only  and  the  tension  of  water  vapor  at  69°,  a,  is  0.708,  V  (cor- 
rected volume  at  60°  = 

(30  —  0.708)  X  17.64  X   IPSO  _  29-292   X    17.64  X  IPSO  _ 
460  -f  69  "■  529     "  ~ 

542546       ,^^,  ,         . 
"^g-=  1025.6  cu.  ft. 

The  values  of  the  fraction  —'-7>:,r-—;^ —  have  been  calcu- 

4oO  +  t 

lated  for  each  Vio  in.  of  pressure  from  28  in.  to  31  in.,  and 
for  each  2°  of  temperature  from  40°  to  84°,  and  the  table  so 
formed  is  given  in  Newbigging's  "Gas  Engineers  Hand 
Book*  and  Hornby's  *'Gas  Engineers'  Laboratory  Hand  Book." 
From  this  table  the  number  by  which  it  is  necessary  to  multiply 
the  volume  observed  at  any  pressure  and  temperature  in  order 
to  obtain  the  correct  volume  at  60°  and  30  in.  can  be  found. 
The  numbers  for  the  odd  numbered  degrees  can  be  obtained 
by  interpolation.     (Trustees.) 

8.  A  certain  illuminating  gas  has  a  net  heating  power  of 
620  heat  units  per  cubic  foot.  It  is  desired  to  bring  to  a  tem- 
perature of  140°  F.  two  gallons  of  water  placed  in  a  pot  and 
over  a  burner  which  together  w^ill  put  into  the  water  28%  of 
the  heating  power  of  the  gas.  The  water  at  the  start  has  a 
temperature  of  55°  F.    The  barometer  marks  30  in.  atmospheric 
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pressure.    How    much  gas  must  be  burned  to  produce  the 
desired  result? 

Ans.  As  the  gas  has  a  heating  power  of  620  heat  units  per 
cubic  foot  and  the  burner  and  pot  enable  28%  of  the  heat  de- 
veloped by  the  gas  to  be  imparted  to  the  water,  each  cubic  foot 
oi  gas  will  give  to  the  water    ^/lo©   X  620  =  173.6  heat  units. 
To  raise  the  temperature  of  one  pound  of  pure  water  from 
ly  F.  to  140**  R,  140  —  55  =  85  heat  units  will  be  required. 
The  weight  of  a  gallon  of  water  at  a  temperature  of  60**  F.  is 
commonly  taken  as  8.33  lb.,  and,  therefore,  two  gallons  will 
weigh  16.66  lb.    To  raise  the  temperature  of  this  weight  from 
fiO"  F.  to  140*  F.  there  will  be  required  85  X  16.66=  1,416 
heat  units.    Since  each  cubic  foot  of  gas  used  supplies  173.6 
heat  units,  there  will  be  required  to  supply  1,416  heat  units 

1.416 

jyTi- 8.16  cubic  feet.     If  all  the  heat  the  gas  is  capable  of 

producing  could  be  imparted  to  the  water  there  would  be  re- 
quired only  2.28  cubic  feet.  The  difference  between  this 
amount  and  that  actually  required  is  due  to  the  imperfections 
of  the  apparatus.     (Trustees.) 

9.  Five  pounds  of  ammonia  gas  (NH,)  are  produced  by, 
and  collected  in  the  ammoniacal  liquor  resulting  from,  the  car- 
^^ization  of  a  net  ton  of  coal,  and  this  liquor  is  used  for  the 
"^ufacture  of  sulphate  of  ammonia  with  a  loss  of  5%  in  the 
process  of  manufacture.  How  much  dry  sulphate  of  ammonia 
will  it  yield,  and  how  much  pure  sulphuric  acid  will  be  used  in 
^€  operation,  assuming  no  waste  of  acid  ?  Give  your  calcula- 
tions. 

Ans.  Since  5%  of  the  ammonia  is  lost  in  the  process  of 
"^ufacture,  the  amount  of  ammonia  converted  into  sulphate 
^  95%  of  5  poimds,  or  4.75  pounds.  The  formula  of  sulphate 
of  ammonia  is  (NH4)2S04  or  two  molecules  of  ammonia  gas, 
*^H„  unite  with  one  molecule  of  sulphuric  acid,  H2SO4.  A 
niolecule  of  ammonia  gas  being  composed  of  1  atom  of  nitrogen 
and  3  atoms  of  hydrogen,  and  the  atomic  weight  of  nitrogen 
Wng  14,  and  of  hydrogen  being  1,  the  atomic  weight  of  a 


Digitized  by  VjOOQIC 


82 

molecule  of  ammonia  gas  is — nitrogen,  14,  hydrogen,  3,  or  17. 
The  atomic  weight  of  2  molecules  is  therefore  34.  The  atomic 
weight  of  hydrogen  being  1,  and  of  sulphur  32,  and  of  oxygen 
16,  sulphuric  acid,  being* a  combination  of  2  atoms  of  hydrogen, 
1  atom  of  sulphur  and  4  atoms  of  oxygen,  has  an  atomic 
weight  of  98,  and  the  atomic  weight  of  sulphate  of  ammonia 
will  be  98  +  34  =  132.  Therefore,  34  pounds  of  ammonia 
combine  with  98  pounds  of  sulphuric  acid  to  form  132  pounds 
of  sulphate  of  ammonia,  and  ^/i32  of  sulphate  of  ammonia, 
or  25.75%,  will  be  ammonia  gas.  Since  34  pounds  of  ammonia, 
combined  with  sulphuric  acid,  will  produce  132  pounds  of  sul- 
phate of  ammonia,  4.75  pounds  of  ammonia  gas  will,  combined 
with  sulphuric  acid,  form  34  :  132  :  :  4.75  :  ?  or,  18.44  pounds 
of  ammonia  sulphate.  Of  this,  4.75  pounds  being  formed  of 
ammonia  gas,  the  remainder,  or  13.69  pounds,  is  formed  of 
sulphuric  acid.  The  percentage  of  ammonia  gas  in  pure  sul- 
phate of  ammonia  is  25.75  by  weight.  We  may,  therefore, 
prove  our  problem  by  multiplying  18.44  by  .2575,  which  gives 
us  4.748,  or  within  .002  of  a  pound  of  the  4.75  pounds  of 
ammonia  gas  with  which  we  started  our  problem.  This  slight 
difference  is  due  to  our  not  having  carried  the  decimals  in  our 
divisions  further  than  the  second  place.     (Trustees.) 

10.  Describe  the  painting  of  a  gasholder,  giving  each  de- 
tail of  the  work,  and  including  the  preparation  of  the  iron  by 
removal  of  old  paint  and  rust. 

Ans.  The  crown  of  the  holder  should  be  scraped  and 
painted  before  beginning  the  work  on  the  sides.  Brush  over 
thoroughly  with  wire  brushes,  notice  the  scams  and  rivets 
particularly,  and  brush  thoroughly  around  and  between  the 
rivets.  Where  the  old  paint  is  scaly,  blistered,  or  in  thick 
lumps,  scrape  the  surface  with  chisels  or  scrapers.  Do  not  let 
the  men  skip  from  one  place  to  another ;  finish  each  sheet  before 
beginning  another.  On  the  crown  begin  at  the  centre  and  w(irk 
outward.  When  the  cleaning  is  done,  and  when  ready  to  paint, 
sweep  the  surface  with  brooms  and  apply  paint.  Work  it  on 
as  thin  as  possible,  and  apply  two  thin  coats  in  preference  to 
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a  single  thick  coat.    Be  sure  the  first  coat  is  dry  before  starting 
the  second. 

If  leaks  are  found  they  should  be  stopped  before  the  paint- 
ing is  begun. 

The  cleaning  of  the  sides  of  a  holder  will  depend  upon  the 
conditions  at  the  works.  If  the  holder  can  be  put  out  of  use, 
the  cleaning  and  painting  can  proceed  uninterruptedly.  If  the 
holder  remains  in  use  the  work  will  proceed  as  opportunity 
oflfers. 

In  cleaning  begin  at  top  row  of  sheets  and  work  down.  If 
possible,  provide  a  sufficient  number  of  men  to  do  the  cleaning 
as  the  holder  rises.  If  this  is  not  practicable;  arrange  your 
force  to  cover  one-half,  or  any  other  fraction  of  the  circum- 
ference, at  one  time. 

Provide  scrapers,  brooms  and  brushes  with  short  and  long 
handles.  Short  ladders  will  also  be  found  convenient  at  times. 
There  should  be  no  hurrying,  and  the  foreman  should  inspect 
and  pass  upon  each  sheet  as  it  is  cleaned  before  the  workman 
changes  to  another  sheet.  Faults  are  located  more  certainly 
this  way  than  by  inspecting  at  intervals. 

Do  not  paint  until  the  cleaning  is  finished  for  the  day. 
Then  begin  at  the  top  and  work  down.  When  the  upper  sheets 
are  being  painted  the  holder  will  be  nearly  grounded.  It  can 
be  made  to  rise  very  slowly,  so  that  by  the  time  any  course  of 
sheets  is,  say,  five  feet  above  the  water,  the  surface  is  thor- 
oughly dry.  The  paint  should  be  worked  well  in  as  it  is 
applied.  The  paint  should  not  run.  Only  such  sheets  as  can 
stay  above  water  tliree  hours  at  least  should  be  painted.  When 
the  bottom  sheets  are  reached,  have  the  holder  up  in  the  morn- 
ing nearly  to  blowing,  and  keep  it  up  as  long  as  possible,  so 
that  the  paint  can  dry  thoroughly.     (Trustees.) 

11.  What  is  naphthalene?  What  are  its  physical  proper- 
ties, and  how  are  the  obstructions  caused  by  it  removed? 

Ans.  Naphthalene  is  a  hydrocarbon  formed  in  compara- 
atively  small  quantity  (about  13.15  lb.  per  ton  of  ordinary  Eng- 
lish coal  distilled  in  coal  gas  retorts,  according  to  Mr.  R.  W. 
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Irwin)  during  the  distillation  at  high  temperatures  of  car- 
bonaceous substances,  such  as  coal  and  petroleum.  It  has  been 
claimed  that  naphthalene  6an  be  formed  in  the  gas  after  it 
leaves  the  retorts  and  during  distribution,  but  this  view  is 
generally  held  to  be  incorrect,  and  from  the  present  knowledge 
of  the  subject  it  seems  practically  certain  that  all  the  naphtha- 
lene found  either  in  coal  gas  or  coal  tar  is  produced  during  the 
distillation  of  the  coal  in  the  retorts.  The  molecule  of  naphtha- 
lene is  composed  of  10  atoms  of  carbon  and  8  atoms  of  hydro- 
gen, its  chemical  symbol  being  CioHg. 

It  is  a  solid  at  ordinary  temperatures  and  pressures,  melts 
at  a  temperature  of  176°  F.  and  boils  at  about  430**  F.  It  will, 
however,  exist  in  a  state  of  vapor  suspended  in  gas  at  tempera- 
tures far  below  even  that  at  which  it  solidifies  as  long  as  the 
gas  is  not  saturated  with  it.  As  soon  as  the  point  of  saturation 
is  reached  the  vapor  passes  directly  into  the  solid  state  in  the 
form  of  very  light,  flaky,  flat  crystals,  which  occupy  a  large 
volume  in  proportion  to  their  weight.  It  is  this  property  which 
renders  naphthalene  so  troublesome  to  the  gas  manufacturer, 
since  though  the  weight  contained  in  a  given  quantity  of  gas  is 
small  (about  .15  lb.  per  10,000  cubic  feet  of  ordinary  English 
coal  gas,  according  to  Mr.  R.  W.  Irwin)  the  crystals  occupy 
sufficient  space  to  seriously  obstruct  the  apparatus  and  pipes 
around  the  works  and  the  services  in  which  they  are  deposited 
through  chilling  of  the  gas. 

Naphthalene  obstructions  in  the  apparatus  and  pipes  at  the 
works  are  usually  removed  either  by  flushing  with  hot  water  or 
by  steaming,  the  former  being  preferable,  since  the  steam 
merely  melts  the  naphthalene,  and  unless  it  can  escape  from  the 
pipe  at  once  it  may  cool  down  again  and  solidify  in  another 
part  of  the  apparatus,  while  the  hot  water  acts  not  only  by 
melting  the  naphthalene  but  also  by  carrying  it  along,  to  a 
certain  extent,  in  mechanical  suspension.  It  is  well  to  use  jthe 
water  in  considerable  volume  in  order  to  secure  this  latter 
effect. 

Naphthalene  is  removed  from  service  pipes  and  small  mains 
by  means  of  light  naphtha,  gasolene  or  kerosene,  which  is 
poured  into  and  allowed  to  run  through  the  pipes,  dissolving 
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the  crystals  and  carrying  the  naphthalene  in  a  liquid  form  back 
into  the  mains  and  the  drips.  Sometimes  wood  alcohol  is  used 
instead  of  naphtha  or  kerosene.  If  the  obstruction  is  very  light 
it  may  be  blown  out  of  the  service  into  the  main  "by  means  of 
an  air  pump,  or  even  by  the  lungs. 

Naphthalene  in  the  form  of  crystals,  like  water  in  the  form 
of  ice  or  snow,  will  pass  from  the  solid  state  directly  into  that 
of  vapor,  and  thus  naphthalene  that  has  been  deposited  in  the 
pipes  in  quantities  too  small  to  cause  trouble  and  render  it 
necessary  to  clean. it  away  will  evaporate  again  and  pass  off 
with  the  gas  when  this  reaches  the  deposit  in  an  unsaturated 
condition.  This  same  naphthalene  may  be  redeposited  farther 
along  in  the  system  if  the  temperature  changes  so  as  to  bring 
the  gas  again  to  the  point  of  saturation  with  naphthalene,  and 
it  is  probable  that  some  action  of  this  kind  has  given  rise  to  the 
theory  that  naphthalene  can  be  formed  during  distribution  in 
a  gas  which  Was  free  from  it  when  it  left  the  holders. 
(Trustees.) 

12.  What  is  meant  by  the  statement,  "The  tank  was  ren- 
dered with  neat  cement?"  What  circumstances  call  for  the 
rendering  with  cement  of  a  brick  tank  for  a  gasholder? 

Ans.  To  "render"  a  wall  is  to  plaster  directly  upon  the 
wall,  without  the  use  of  lathing.  Technically  it  is  to  apply  one 
coat. 

"Neat  cement"  means  cement  unmixed,  free  from  adul- 
teration. Therefore,  the  statement,  "The  tank  was  rendered 
with  neat  cement"  means  that  the  wall  and  bottom  were  cov- 
ered with  one  coat  of  a  mixture  of  cement  and  water,  without 
sand,  applied  directly  to  the  face  of  the  masonry. 

A  brick  tank  for  a  gasholder  would  be  rendered  with 
cement  to  make  it  watertight  when  the  local  conditions  were 
such  as  to  cause  to  be  excessive,  the  cost  of  securing  this 
tightness  by  means  of  a  backing  of  clay  puddle  put  immediately 
outside  the  wall  as  well  as  under  the  foundations  and  the 
bottom  of  the  tank.  If  not  too  expensive,  the  use  of  clay 
puddle  is  preferable  to  rendering  with  cement,  because  when  a 
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holder-tank  is  made  tight  by  puddle  the  contained  water  soaks 
through  the  brickwork  and  exerts  its  pressure  upon  the  back- 
ing and  not  upon  the  wall,  as  it  does  when  the  wall  is  rendered 
on  the  inside,  and  the  wall  being  relieved  of  the  pressure  is 
not  so  apt  to  crack.     (Trustees.) 


Ei-EVENTH  Series  of  Questions — Section  of  1907 — Practi- 
cal Class — Trustees  Gas  Educational  Fund. 

1.  Give  your  theory  of  the  causes  of  stoppages  in  the  stand- 
pipes  of  coal  gas  retorts,  and  the  means  you  would  employ  to 
prevent  them. 

2.  Describe  the  painting  of  a  gas  holder,  giving  each  detail 
of  the  work,  and  including  the  preparation  of  the  iron  by 
removal  of  old  paint  and  rust. 

3.  Give  a  description,  illustrated  with  sketches,  of  some 
form  of  steam  jet  that  will  give  good  results  when  applied  to 
keep  the  water  in  the  tanks  or  the  cups  of  gas  holders  free 
from  ice. 

4.  If  you  had  to  install  a  new  boiler  plant,  what  general 
considerations  would  influence  your  choice  of  type  of  boiler 
to  be  used  ? 

5.  In  the  manufacture  of  carburetted  water  gas  it  is  found 
that  with  the  use  of  ordinary  methods  of  condensing  and  tar 
extracting,  some  vapors  remain  in  the  gas  until  the  purifiers 
are  reached  and  are  then  deposited  in  the  purifying  material 
with  the  effect  of  shortening  its  life.  What  has  been  found 
to  be  an  efficient  way  of  removing  these  vapors  before  the 
purifiers  are  reached? 

6.  How  would  you  calculate  the  strain  that  the  straps  used 
to  hold  down  the  cover  of  a  purifying  box  will  be  called  upon 
to  resist  ?    Illustrate  your  answer  by  working  out  an  example. 

7.  What  effect  does  the  saturation  of  a  gas  with  one  vapor 
have  upon  the  amount  of  other  vapors  that  can  be  carried  by 
the  gas  ? 
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8.  What  is  meant  by  "The  Mechanical  Equivalent  of  Heat," 
and  what  is  its  value  expressed  in  foot  pounds  per  heat  unit 
(British  Thermal  Unit)  ? 

9.  Describe  a  system  of  Meter  Records  by  means  of  which 
full  information  in  regard  to  each  meter  owned  by  a  gas  com- 
pany can  be  filed  so  as  to  be  available  for  ready  reference. 

10.  What  is  the  so-called  "Otto  cycle"  in  gas  engines? 

11.  With  gas  selling  at  $1.25  per  1,000  cubic  feet  and 
electric  current  at  10c.  per  kilowatt,  what  are  the  comparative 
costs  of  one  candle-power  per  hour  furnished  by  an  incan- 
descent gas  light  and  an  incandescent  electric  light  respectively, 
the  cost  of  renewals  being  left  out  in  each  case  ? 

12.  What  is  re-inforced  concrete?  Describe  the  method 
employed  in  building  it  up  and  state  some  of  the  purposes  for 
which  it  is  suitable. 

(Answers  to  these  questions  are  due  November  1,  1906.) 


Answers  to  Eleventh  Series  of  Questions — Section  op 
1907— Practical  Class— Trustees  Gas  Educa- 
tional Fund. 

The  answer  to  question  No.  2  is  included  among  the 
answers  to  the  seventh  series  of  questions  for  the  section  of 
1908,  in  this  volume.  Answers  to  questions  Nos.  1  and  5  have 
been  published  in  the  previous  volume  of  the  Proceedings. 
These  answers  can  be  found  as  follows : 

No.  1,  Vol.  I.,  page  112. 
No.  2,  Vol.  II.,  page  82. 
No.  5,  Vol.  I.,  page  179. 

The  answers  to  the  other  questions  are  as  follows : 

3.  Give  a  description,  illustrated  with  sketches,  of  some 
form  of  steam  jet  that  will  give  good  results  when  applied  to 
keep  the  water  in  the  tanks  or  the  cups  of  gas  holders  free  from 
ice. 
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Ans.  A  very  good  form  of  steam  jet  that  can  be  made 
from  ordinary  pipe  and  fittings  is  illustrated  on  the  cut.  The 
only  fittings  needed  are  a  1-in.  tee  and  a  ^-in.  x  1-in.  or  a 
^-in.  X  1-in.  bushing.  Into  one  of  the  openings  on  the  run  is 
screwed  either  a  ^-in.  or  >^-in.  steam  pipe,  with  its  end  drawn 
down  to  a  jet  opening  not  more  than  J^-in.  in  diameter.  When 
screwed  into  the  tee,  the  end  of  this  steam  pipe  should  project 
a  little  past  the  centre  of  the  tee.  A  piece  of  1-in.  pipe  about 
18  in.  long  and  offset  about  6  in.  is  screwed  into  the  other 
outlet  on.  the  run.  Another  piece  of  l-in?  pipe,  from  6  in.  to 
8  in.  long,  is  screwed  into  the  side  outlet.  When  placed  in 
position  for  work,  the  tee  is  set  just  above  the  water  line  in 
the  holder  tank  or  cup,  with  its  run  horizontal  and  the  side 
outlet  looking  down.  The  open  end  of  the  nipple  in  this  outlet 
and  that  of  the  offset  piece  are  both  below  the  surface  of  the 
water.  When  the  steam  is  turned  on,  the  jet  issuing  from  the 
orifice  creates  a  vacuum  in  the  side  outlet  nipple,  and  the  water 
rises  in  this  nipple  and  is  blown  along  with  the  steam  through 
the  offset  piece.  Thus  this  jet  not  only  heats  the  water,  but 
also  induces  a  rapid  circulation  around  the  tank  or  cup,  as  the 
case  may  be,  and  is  therefore  much  more  effective  than  a  jet 
which  merely  blows  the  steam  into  the  water,  since  water  will 
not  freeze  as  quickly  when  in  comparatively  rapid  motion  as 
it  will  when  almost  at  rest.     (Trustees.) 

4.  If  you  had  to  install  a  new  boiler  plant,  what  general 
considerations  would  influence  your  choice  of  type  of  boiler 
to  be  used? 

Ans.  The  principal  general  considerations  influencing  the 
choice  of  t>T)e  of  boiler  for  any  particular  installation  are,  the 
location  and  space  available;  the  kind  and  cost  of  fuel;  the 
nature  of  the  feed-water ;  the  steam  pressure  to  be  carried ;  the 
facilities  for  having  repairs  made,  and  the  first  cost  of  the 
boiler  and  cost  of  maintenance. 

A  few  applications  of  these  considerations  may  be  indicated. 

When  the  feed-water  is  such  as  to  cause  considerable  de- 
posit in  the  boiler,  it  is  best  to  choose  the  simple  cylindrical 
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form,  or  a  simple  flue  form,  on  account  of  the  ease  with  which 
these  types  can  be  cleaned.  The  ability  to  obtain  a  good  fuel 
at  a  low  cost  would  also  lead  to  the  same  choice,  owing  to 
saving  in  interest  on  first  cost  more  than  counterbalancing 
loss  of  economy  in  fuel.  Difficulty  in  having  repairs  made 
would  also  lead  to  the  choice  of  these  types. 

With  higher  prices  for  fuel  and  better  feed-water,  the  more 
complicated  flue  or  tubular  boilers  are  selected  on  account  of 
greater  fuel  economy,  and  under  the  same  circumstances  the 
necessity  for  such  a  location  of  the  boiler  as  would  make  the 
results  of  a  possible  explosion  particularly  disastrous,  would 
dictate  the  selection  of  one  of  the  so-called  "safety"  or  "sec- 
tional" boilers,  even  though  cost  and  other  considerations 
weighed  against  its  adoption. 

The  desirability  of  using  a  low  grade  fuel  produced  on  the 
works,  and  practically  unsalable,  might  also  turn  the  scale 
in  favor  of  a  special  type,  not  otherwise  the  most  desirable. 

Of  course,  in  each  case,  all  conditions,  financial  as  well  as 
engineering,  must  be  carefully  considered  in  making  a  choice 
of  type.     (Trustees.) 

6.  How  would  you  calculate  the  strain  that  the  straps  used 
to  hold  down  the  cover  of  a  purifying  box  will  be  called  upon 
to  resist?    Illustrate  your  answer  by  working  out  an  example. 

Ans.  The  total  strain  which  the  holding-down  straps  on  a 
purifying  box  cover  are  called  upon  to  resist  is  equal  to  the 
difference  between  the  lifting  force  exerted  on  the  cover  by 
the  pressure  of  the  gas  beneath  it  and  the  weight  of  the  cover. 
The  lifting  force  'exerted  by  the  gas,  measured  in  pounds,  will 
be  equal  to  the  pressure  in  pounds  per  unit  of  area  multiplied 
by  the  area  upon  which  the  pressure  acts.  In  the  case  of 
purifying  boxes  with  water  seals,  tlie  maximum  pressure,  in 
inches  of  water,  that  can  be  exerted  on  the  cover  is  equal  to 
the  depth  of  the  seal  and  this  pressure  should  be  used  in  cal- 
culating the  lifting  force  of  the  gas.  In  the  case  of  purifying 
boxes  with  covers  bolted  on,  the  maximum  pressure  to  which 
the  cover  can  be  subjected  will  be  determined  by  the  depth  of 
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the  seal  on  the  syphons  through  which  the  condensation  is 
taken  away  from  the  boxes,  or  the  pipes  connecting  them.  To 
convert  pressure  in  inches  of  water  into  pressure  in  pounds  per 
square  foot  it  is  necessary  to  multiply  the  former  by  5.208, 
the  weight  in  pounds  of  a  volume  of  water  with  an  area  of 
one  square  foot  and  a  depth  of  one  inch. 

The  strain  upon  any  one  strap  will  depend  upon  the  total 
strain,  the  design  of  the  cover  and  the  number  of  straps.  When 
the  cover  is  flat  or  when  it  slopes  up  equally  from  all  four 
sides,  and  the  straps  are  spaced  equal  distances  apart,  each 
strap  will  bear  the  same  strain,  which  will  be  equal  to  the  total 
strain  divided  by  the  number  of  straps.  When,  however,  as 
is  sometimes  the  case,  the  cover  is  arched  in  one  direction  only, 
practically  all  the  strain  is  borne  by  the  straps  on  the  two  sides 
from  which  the  rise  occurs,  very  little  being  transmitted  to  the 
ends,  and  to  obtain  the  strain  on  each  strap  the  total  strain 
should  be  divided  by  the  number  of  straps  on  these  sides  only. 

As  an  example  of  the  method  of  working,  the  case  of  a 
cover  for  a  purifying  box  10  ft.  square  and  with  a  cup  24  in. 
deep,  may  be  taken.  The  cover  may  be  assumed  as  weighing 
1,500  lb.,  as  being  of  such  design  as  to  throw  the  strain  on  all 
sides  equally  and  as  being  held  down  by  eight  straps,  two  on 
each 'side.  As  purifying  boxes  are  designated  by  the  size  in- 
side, and  the  cover  fits  midway  in  the  cup,  which  is  usually 
about  6  in.  wide,  the  top  of  the  cover  will  be  10  ft.  6  in.  square 
and  the  area  on  which  the  gas  pressure  will  act  will  be  110.25 
square  feet.  As  the  cover  is  sealed  in  water  to  a  depth  of 
24  in.,  the  pressure  under  it  can  never  rise  above  that  amount, 
and  the  maximum  total  strain  on  the  straps  will  therefore  be 
(110.25X24X5.208)— 1,500=(110.25X125)— 1,500=12,281  lb. 
As  there  are  eight    straps   the  strain   on   each   one   will   be 

12  281 

— -^  -  -  =  1,535  lb.     (Trustees. ) 

7.  What  effect  does  the  saturation  of  a  gas  with  one  vapor 
have  upon  the  amount  of  other  vapors  that  can  be  carried  by 
the  gas? 
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Ans.  The  effect  produced  by  the  saturation  of  a  gas  with 
one  vapor  upon  its  power  of  carrying  other  vapors  depends 
upon  the  tension  of  the  vapors  in  question,  and  upon  the 
mutual  solubility  of  the  liquids  from  which  the  vapors  are  de- 
rived. Regnault's  experiments  prove  that  "when  two  liquids 
exert  no  solvent  action  on  each  other,  the  tension  of  the  vapors 
which  rise  from  them  is  nearly  equal  to  the  sum  of  the  tensions 
of  the  two  separate  vapors  at  the  same  temperature,  while 
with  two  liquids  that  partially  dissolve  each  other,  the  tension 
of  the  mixture  is  much  less  than  the  sum  of  the  tensions,  being 
scarcely  equal  to  that  of  the  vapor  with  the  higher  tension ;  and 
with  liquids  that  dissolve  in  all  proportions,  the  tension  of  the 
mixture  is  intermediate  between  the  tensions  of  the  separate 
vapors."  From  these  laws  it  is  seen  that  a  gas  may  be  saturated 
with  a  vapor  without  any  interference  with  its  capacity  for 
carrying  the  vapors  of  liquids  which  are  not  soluble  in  each 
other  or  in  the  liquid  from  which  the  first  vapor  is  produced, 
since  as  these  vapors  are  added  to  the  gas,  the  tension  in- 
creases by  the  amount  required  to  keep  them  from  condensing. 
If,  however,  the  vapors  are  from  liquids  which  are  soluble  in 
each  other,  saturation  of  the  gas  by  any  one  vapor  reduces  the 
capacity  for  vapors  with  higher  tensions,  since  the  increase  in 
tension  due  to  the  addition  of  the  new  vapor  is  not  sufficient 
to  make  the  combined  tension  as  high  as  would  be  the  tension 
of  the  second  vapor,  if  it  existed  in  the  gas  alone.  On  the 
other  hand,  saturation  with  a  vapor  increases  the  capacity  of 
the  gas  for  vapors  of  lower  tensions  as  long  as  the  liquids  from 
which  the  vapors  are  produced  are  soluble  in  each  other,  since 
the  mean  tension  of  the  mixture  of  the  vapors  will  be  higher 
than  that  of  the  vapor  of  lowest  tension,  and,  therefore,  more 
of  this  vapor  can  be  carried  by  the  gas.  Conversely,  the  addi- 
tion of  a  vapor  of  very  high  tension  to  a  gas  already  saturated 
with  a  mixture  of  vapors  of  low  tension,  all  the  vapors  being 
those  of  liquids  mutually  soluble  in  each  other,  will  slightly 
increase  the  capacity  of  the  gas  for  carrying  the  low  tension 
vapors,  while  the  addition  of  a  vapor  of  low  tension  to  a  gas 
saturated  with  vapors  of  higher  tensions,  will  decrease  the 
carrying  capacity  for  these  higher  tension  vapors.     (Trustees.) 
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8.  What  is  meant  by  "The  Mechanical  Equivalent  of  Heat/' 
and  what  is  its  value  expressed  in  foot  pounds  per  heat  unit 
(British  thermal  unit)  ? 

Ans.  The  "Mechanical  Equivalent  of  Heat"  is  the  amount 
of  mechanical  energy  which  is  equivalent  to  (that  is,  which 
when  transferred  into  heat  will  produce)  one  heat  unit.  (Cen- 
tury Dictionary.) 

The  first  accurate  determination  of  the  value  of  this  con- 
stant quantity  was  made  in  1849  by  Joule,  who  measured  the 
amount  of  heat  produced  by  the  friction  of  a  paddle  wheel  in 
a  vessel  of  water,  the  energy  required  to  turn  the  paddle  being 
derived  from  the  descent  of  a  known  weight  through  a  known 
distance.  He  found  that  to  raise  the  temperature  of  one  pound 
of  water  1**  F.  required  the  expenditure  of  772  foot  pounds  of 
mechanical  work,  viz. :  the  force  resulting  from  the  fall  of  one 
pound  of  matter  through  the»  space  of  772  feet,  or  of  772 
pounds  of  matter  through  one  foot  of  space.  Later  investiga- 
tions seem  to  indicate  that  a  higher  value  (about  778  foot 
pounds)  is  more  accurate,  but  nearly  all  the  tables  and  all 
work  done  up  to  date  are  based  upon  the  value  of  772  foot 
pounds  for  the  mechanical  equivalent  of  one  British  thermal 
unit.    (Trustees.) 

9.  Describe  a  system  of  Meter  Records  by  means  of  which 
full  information  in  regard  to  each  meter  owned  by  a  gas  com- 
pany can  be  filed  so  as  to  be  available  for  ready  reference. 

Ans.  Information  in  regard  to  a  meter  is  wanted  from 
various  standpoints. 

First:  There  is  its  physical  history  as  a  piece  of  apparatus, 
from  the  time  of  its  purchase  to  the  time  of  its  final  disposal 
by  condemnation,  including  the  various  kinds  of  repairs  made 
to  it,  and  its  tests  for  correctness  of  registration. 

Second:  There  is  its  location  at  any  given  time,  whether 
at  a  consumers  house,  or  out  of  use  and  undergoing  repairs, 
or  awaiting  setting. 

Third:  There  is  the  record  of  the  gas  passed  by  it  during 
its  various  periods  of  use  in  consumers'  houses. 
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As  the  information  above  noted  is  always  wanted  about 
each  meter  as  a  unit  (with  the  exception  of  the  record  of  tests, 
as  will  hereafter  be  explained),  it  is  absolutely  necessary  that 
every  meter  be  designated  by  a  separate  number.  The  meters 
as  purchased  contain  the  maker's  name  and  a  serial  number  of 
his  own.  Formerly,  this  maker's  name  and  number  were  used 
to  designate  the  meter  in  the  records  of  a  company,  but  ex- 
perience has  shown  the  wisdom  of  assigning  to  each  meter,  as 
bought,  a  number  known  as  a  "company's  number,"  entirely 
distinct  from  the  maker's  number.  The  company's  number  is 
generally  on  a  metal  badge,  which  is  soldered  to  the  front  of 
the  meter-case  on  one  side  of  the  dial.  One  of  its  advantages, 
especially  in  a  small  company,  over  the  maker's  number  in 
identifying  a  meter  is  enabling  numbers  of  four  or  not  more 
than  five  figures  to  be  used  in  place  of  the  six  or  seven  figures 
of  the  maker's  series,  and  the  ability  to  omit  altogether  the 
name  of  the  maker  on  all  the  various  cards  on  which  the  meter 
will  figure  in  its  life.  Again,  in  repair  work,  it  is  more  con- 
venient not  to  be  obliged  to  replace  on  any  meter  the  same  front 
(containing  the  maker's  name  and  number)  that  may  have 
been  taken  off,  and  the  use  of  the  company's  number  (which 
is  soldered  to  the  fixed  portion  of  the  case),  makes  the  replac- 
ing of  the  same  front  a  matter  of  indifference. 

At  the  time  the  meter  is  bought  and  badged,  a  card  known 
as  a  "meter  record"  card,  and  printed  like  the  sample  shown, 
is  headed  with  the  number  of  the  meter  and  filed  away  in 
numerical  order  with  other  cards  of  the  same  kind.  Under 
the  conditions  obtaining  in  small  companies,  all  of  whose  meter 
setting  is  done  from  one  shop  and  whose  meter  repair  work  is 
in  the  same  building  as  the  shop,  or  in  a  building  adjoining, 
the  presence  in  the  meter  record  file  of  a  numbered  card,  filled 
out  with  "Size."  "Kind,"  "Maker"  and  "Maker's  No."  would 
indicate  that  the  meter  in  question  was  in  stock.  The  record 
of  the  meter  after  it  leaves  the  shop  is  cared  for  by  having  all 
cards  for  the  setting,  changing  and  removing  of  meters,  after 
the  work  is  done,  pass  through  the  hands  of  the  person  respon- 
sible for  the  meter  record  file.  The  information  on  these  vari- 
ous cards  is  posted  on  the  proper  meter  record  card,  and  in  this 


Digitized  by  VjOOQIC 


95 

way,  knowing  a  meter  number,  it  is  always  possible  to  tell  at 
once  its  location.  For  instance,  the  question  arises,  "Where 
is  meter  No.  19,454?''    Turning  to  the  meter  record  card  bear- 
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^S  that  number,  we  see  that  the  last  entry  shows  the  meter  to 
^avebeen  set  at  514  North  Eleventh  Street,  on  December  9, 
1903.    Again,  inquiry  is  raised  as  to  meter  Xo.  4,241.     The 
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meter  record  card  of  that  number  shows  that  this  meter  was 
removed  from  210  South  Fourteenth  Street  on  May  15,  1903, 
and  this  is  the  last  entry  on  the  card.    Therefore,  this  meter 
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will  be  found  either  in  the  stock  of  meters  ready  to  be  sent 
out,  or  in  the  meter  repair  shop  being  repaired  or  awaiting 
repair. 
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For  recording  the  various  repairs  made  to  a  meter  during 
its  life,  a  meter  repair  card,  similar  to  the  sample  shown,  may 
be  used.    These  cards,  like  the  meter  record  cards,  are  filed  by 
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company  number.  Where  a  company  does  its  own  repairing, 
as  much  detail  as  may  be  thought  advisable  in  describing  the 
exact  nature  of  repair  may  be  recorded,  the  idea  in  such  cases 
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being  to  get  as  much  information  as  possible,  for  use  in  the 
future,  upon  the  behavior,  for  instance,  of  certain  oils  or  cer- 
tain leathers.    Where  the  repairing  is  done  by  a  meter  company. 


1 


CO 


the  information  on  the  nature  of  repair  will  probably  be  limited 
to  the  commercial  terms  for  the  various  kinds  of  repair.  The 
repair  card  furnishes  a  convenient  means  of  determining  the 
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actual  location  of  any  meter  not  in  use,  a  record  not  given  by 
the  meter  record  card,  and  which  is  necessary  wherever  the 
company  is  a  large  one,  or  where  the  meter  work  is  done  from 
more  than  one  shop,  or  the  meter  repair  shop  is  in  another  por- 
tion of  the  city  from  the  meter-fitting  shops.  In  such  cases, 
there  are  three  columns  ruled  on  the  back  of  the  meter  repair 
card,  and  headed  "Shipped  by,"  ''Date"  and  "Shipped  to." 
All  shipments  of  meters  from  the  district  fitting  shops  to  the 
meter  house  (stock  of  meters  awaiting  repair),  from  the  meter 
house  to  the  repair  shop,  from  the  repair  shop  to  the  meter 
house  (stock  of  repaired  meters),  and  from  the  meter  house, 
to  the  district  fitting  shops,  are  listed  on  shipping  slips  and  by 
posting  from  these  slips  to  the  proper  meter  repair  card,  the 
latter  will  always  show  the  exact  location  of  the  meter.  To 
illustrate  the  working  of  this  record,  we  will  imagine  that  in- 
formation is  wanted  about  meter  No.  28,028.  The  proper  meter 
record  card  shows  it  \yas  removed  from  1854  East  Allegheny 
Avenue,  December  17,  1901.  Turning  to  the  meter  repair 
card,  we  trace,  by  record  of  shipments,  the  meter  from  the 
district  fitting  shop  to  the  meter  house  and  through  the  repair 
shop,  the  last  entry  showing  that  on  November  5,  1902,  it  was 
put  among  the  stock  of  repaired  meters.  As  all  meter  stocks 
are  piled  by  sizes,  it  would  not  be  a  very  difficult  task  to  find 
the  meter  itself,  if  it  is  wanted  for  any  special  purpose. 

Where,  in  a  large  company,  the  meter  repair  work  is  done 
by  a  meter  company,  but  for  the  sake  of  convenience  the 
meters  are  all  sent  from  the  various  fitting  shops  to  one  point, 
from  which  they  are  shipped  to  the  meter  company,  the  same 
shipment  record  on  the  back  of  the  meter  repair  card  would 
trace  the  meter  in  every  step  of  its  progress,  just  as  it  does 
under  the  conditions  we  have  already  cited. 

When  a  meter  is  condemned,  this  fact,  with  the  date,  is 
written  on  both  the  meter  record  and  meter  repair  cards.  It 
is  considered  advisable  to  keep  all  cards  representing  con- 
demned meters  in  their  proper  places,  in  their  respective  files, 
rather  than  to  break  the  continuity  of  number  by  filing  the 
condemned  meter  cards  by  themselves.  This  statement  will 
hold  good  until  such  time  that,  in  any  series  of  numbers,  the 
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proportion  of  condemned  meters  is  very  large  as  compared 
with  those  in  use.  In  such  a  case,  it  will  probably  pay  to  put 
the  condemned  cards  by  themselves,  rather  than  to  have  a  file, 
a  large  proportion  of  which  was  composed  of  inactive  cards. 

On  the  sample  of  the  meter  record  card  shown  will  be 
noted  the  index  of  the  meter  as  set  or  removed.  The  oppor- 
tunity thus  afforded  of  getting  on  one  sheet  a  continuous 
record  should  be  taken  advantage  of  for  a  final  check  upon 
the  correctness  of  the  meter  reading  as  returned  by  the  men 
doing  the  meter  work.  Every  company  should  have  a  system 
by  means  of  which  the  reading  of  a  meter,  as  set  or  removed,  is 
checked  several  times  before  the  meter  card  goes  from  the  shop 
to  the  office.  When,  in  addition  to  such  checks,  the  man  in 
charge  of  the  record  file  is  instructed  to  call  attention  to  any 
discrepancies  which  seem  indicated  by  the  index  record  as  it 
comes  to  him,  it  will  be  found  that  there  is  little  or  no  chance 
of  any  consumer  being  sent  a  bill  based  on  errors  in  reading. 

There  is  nothing  inherent  in  the  records  kept  on  the  meter 
record  and  meter  repair  cards  to  prevent  these  two  cards  from 
being  combined  in  one.  If  such  combination  was  made,  the 
division  between  the  two  sets  of  information  might  well  be  a 
horizontal  one,  and  the  card  used  be  about  5  inches  by  8 
inches.  In  the  case  of  very  large  companies,  however,  it  would 
probably  be  found  more  advisable  to  have  separate  cards,  be- 
cause of  the  fact  that  posting  to  the  two  sets  of  records  is  done 
from  separate  sources,  and  in  actual  working  it  would  be  found 
that  there  would  be  interference  between  the  clerks  engaged 
in  this  posting,  one  being  found  engaged  in  posting  "record" 
information  in  front  of  the  drawers  in  which  were  cards  needed 
by  another  clerk  for  the  posting  of  "repair"  information. 

The  information  thus  described  as  being  kept  on  the  meter 
record  card  was  formerly  kept  in  a  book,  the  "Meter  Record 
Book,"  and  some  companies,  fearing  the  loss  of  a  meter  card, 
still  prefer  the  book  form. 

In  addition  to  the  records  thus  kept  of  each   individual 
meter,  it  is  important  that  a  record  be  kept  of  each  proving  of ' 
a  meter  as  brought  in  from  use,  so  that  (say)  a  yearly  average 
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may  be  obtained  of  all  such  proving,  indicating  the  average 
amount  of  correctness  of  all  meters  brought  in.     (Trustees.) 

10.  What  is  the  so-called  "Otto  cycle"  in  gas  engines? 

Ans.  The  so-called  "Otto  cycle"  in  gas  engines  is  a  four- 
phase  cycle  carried  out  in  a  single  acting  cylinder  open  at  the 
end  toward  the  crank,  and  provided  with  a  tightly-fitting  pis- 
ton, which  is  free  to  move  back  and  forth. 

Starting  with  the  piston  at  the  beginning  of  an  out  stroke 
the  cycle  is  as  follows :  As  the  piston  moves  out  on  the  forward 
stroke,  the  charge  of  gas  and  air  is  drawn  in  and  fills  the 
cylinder.  The  in  or  back  stroke  compresses  the  charge  into  the 
clearance  space.  At  the  dead  point  at  the  end  of  this  second 
stroke,  the  charge  is  ignited  and  the  resulting  explosion  drives 
the  piston  out  on  its  second  forward  stroke.  The  succeeding 
in-stroke  expels  the  products  of  combustion  from  the  cvlinder 
and  the  cycle  is  completed,  the  piston  being  id  its  first  position, 
and  ready  to  repeat  the  same  series  of  operations.  It  will  be 
seen  that  the  cycle  requires  four  strokes  of  the  piston  for  its 
completion,  and  that,  of  these  four,  tlie  third  is  the  only  motor 
stroke,  the  power  required  to  carry  on  tlie  others  being  de- 
rived from  the  energy  stored  in  the  fly  wheel  during  the  third 
stroke.  It  will  also  be  seen  that  there  is  only  one  expU)sion 
for  each  two  revolutions  of  tlie  fly-wheel. 

This  cycle  was  first  described  and  advocated  in  1862,  by  M. 
Beau  de  Rochas,  and  is  properly  called  the  r>eau  de  Rochas 
cycle,  but  it  w^as  not  put  into  practical  use  until  1876,  when  it 
was  adopted  in  the  Otto  Silent  Engine,  the  first  gas  engine 
that  was  commercially  successful  and  one  which  held  the  field 
almost  to  the  exclusion  of  all  others  until  the  patent  expired. 
(Trustees.) 

11.  With  gas  selling  at  $1.25  per  1,000  cubic  feet  and  elec- 
tric current  at  10c.  per  kilowatt,  what  are  the  comparative  costs 
of  one  candle  power  per  hour  furnished  by  an  incandescent  gas 
light  and  an  incandescent  electric  light  respectively,  the  cost  of 
renewals  being  left  out  in  each  case  ? 
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Ans.  A  commercial  16  C.  P.  incandescent  electric  lamp  will 

develop  16  C,  P.  with  a  consumption  of  56  watts  per  hour,  or 

3.5  watts  per  candle  power  per  hour.    At  10c.  per  kilowatt  this 

.„  3.5X10        35        ^..  .,  , 

will  cost  ~T7vYJ-~  =  Tfjnn  " '^^rjc.  per  candle  power  per  hour. 

A  good  commercial  incandescent  gas  lamp  will  develop  20 
candles  per  cubic  foot  of  gas  per  hour,  and  will  therefore  re- 
quire V20   or  .05  of  a  cubic  foot  per  candle  power  per  hour. 

The  cost  with  gas  at  $1.25  per  1,000  cu.  ft.  is  "^5- ^  ^ 
=  .00625c.  per  candle  power. 

The  cost  of  gas  under  the  assumed  conditions  is  therefore 

only   ^  2  o^  that  of  electricity   for   the   same   candle   power. 
(Trustees.) 

12.  What  is  reinforced  concrete?  Describe  the  method 
employed  in  building  it  up  and  state  some  of  the  purposes  for 
which  it  is  suitable. 

Ans.  Reinforced  concrete  is  concrete  which  has  been 
strengthened  by  the  imbedding  in  it  of  what  may  be  called  a 
skeleton  of  steel.  This  skeleton  may  be  built  up  of  rods,  bars,, 
or  other  shapes  of  structural  steel,  or  formed  of  wire  netting, 
expanded  metal  or  corrugated  sheets,  or  of  a  combination  ot 
either  of  the  last  three  with  rods.  Each  special  form  of  con- 
struction is,  to  a  certain  extent,  covered  by  patents  and  has  its 
advocates.  The  increase  of  strength  given  by  the  steel  skeleton 
enables  the  concrete  to  be  made  thinner  for  the  same  strength, 
and  also  to  be  used  for  tensile  strains,  a  use  for  which  ordinary 
concrete  has  very  little  value. 

In  building  up  structures  of  reinforced  concrete,  the  steel 
skeleton  is  first  put  in  place  and  then  the  concrete  is  filled  in 
around  it  in  the  usual  manner.  In  formin,:^:  the  skeleton  it  is 
not  necessary  to  join  the  ends  of  the  different  pieces  of  steel 
together,  it  being  sufficient  to  lap  these  ends  for  a  greater  or 
less  distance,  according  to  the  cro^s  section,  the  adhesion  be- 
tween the  concrete  and  the  metal  being  as  great,  if  the  proper 
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lap  is  given,  as  the  strength  of  the  metal.  The  framework  is 
so  placed  with  reference  to  the  cross  section  of  the  concrete 
and  the  forces  to  be  resisted  as  to  He  in  the  position  subject 
to  the  greatest  tensile  strains  under  the  conditions  of  use  for 
which  the  work  is  designed. 

Reinforced  concrete  is  especially  suitable  for  the  arches 
between  the  floor  beams  in  fireproof  construction,  such  as  the 
stage  floors  of  retort-houses  or  any  of  the  floors  in  gas  works 
buildings.  It  is  also  used  in  the  construction  of  underground 
tanks,  and  of  coal  pockets  and  sheds.  It  can  be  used  in  any 
part  of  the  superstructure  of  any  building  as  a  substitute  for 
ordinary  masonry  or  concrete,  examples  of  buildings  of  differ- 
ent classes  having  been  constructed  entirely  of  reinforced  con- 
crete. By  its  use  it  is  possible  to  accomplish  with  ordinary 
labor  almost  all  the  work  for  which  brick  and  stone  masons 
are  generally  employed,  and  the  use  of  the  latter  can  be  dis- 
pensed with  if  they  are  inclined  to  insist  upon  onerous  condi- 
tions in  regard  to  wages  or  extent  of  a  day's  work.   (Trustees.) 


Fourth  Series  of  Questions — Section  of  1909 — Practical 
Class — ^Trustees  Gas  Educational  Fund. 

1.  What  size  of  anthracite  coal  is  best  suited  for  use  as  the 
fuel  in  the  generator  of  a  carburetted  water-gas  apparatus? 
Give  the  reasons  for  your  answer. 

2.  Describe  the  putting  into  operation  of  a  bench  of  retorts 
heated  by  a  generator  furnace,  from  the  lighting  of  the  fire  to 
the  putting  in  of  the  first  charge ;  giving  the  precautions  to  be 
taken  to  prevent  any  injury  to  the  setting. 

3.  Give  a  description,  illustrated  with  sketches,  of  one  or 
more  forms  of  the  condensers  used  for  cooling  illuminating 
gas  during  the  process  of  manufacture. 

4.  Should  the  speed  of  an  exhauster  used  for  the  purpose 
of  relieving  the  retorts  of  a  coal  gas  plant  from  the  pressure 
thrown  by  the  rest  of  the  apparatus  be  governed  in  the  same 
way  as  the  speed  of  an  exhauster  used  for  drawing  gas  from 
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the  relief  holder  of  a  carburetted  water-gas  plant  and  forcing 
it  through  the  rest  of  the  apparatus?  Give  the  reasons  for 
your  answer. 

5.  What  is  meant  by  a  "unit  of  heat''  or  **heat  unit"  ?  What 
is  the  difference  between  quantity  of  heat  and  intensity  of  heat? 

6.  A  gas  with  a  specific  gravity  of  .610  is  carried  by  a  street 
roain  over  a  hill  78  feet  high.  The  gas  is  at  rest  for  the  time. 
The  pressure  in  the  pipe  as  shown  by  a  syphon  gauge  at  the 
foot  of  the  hill  is  ^Vio  in.  What  will  be  the  pressure  shown 
by  a  gauge  attached  to  the  pipe  at  the  top  of  the  hill?  Give 
your  calculations. 

7.  In  the  answer  to  Question  Xo.  7,  Third  Series,  the  yield 
of  ammoniacal  liquor  per  ton  of  coal  is  given  as  30  gallons  of 
from  8  to  10  oz.  (4°  to  5°  Twaddell)  strength.  What  is  the 
meaning  of  a  degree  Twaddell  and  of  ounce  when  used  in  this 
connection  ? 

8.  Give  a  description,  illustrated  with  a  sketch  of  a  longi- 
tudinal section  of  both  spigot  and  hub  showing  outside  diameter 
of  spigot,  all  dimensions  of  the  hub  or  bell,  the  sha])e  of  the 
lead  groove  in  the  bell,  and  the  depth  and  finished  shape  of  the 
lead,  of  the  making  of  a  lead  joint  in  a  6  in.  cast  iron  main. 
Give  also  the  amount  of  lead  and  packing  used  and  the  length 
of  time  that  should  be  required  to  do  the  work. 

9.  What  is  a  liolophane  globe,  and  how  does  it  affect  the 
useful  light  given  by  the  source  of  light  over  which  it  is  used  ? 

10.  In  setting  a  gas  range  which  has  an  oven  burner  and 
four  top  burners,  what  size  of  pipe  should  be  used,  and  to  what 
size  meter  should  it  be  connected?  Give  the  reasons  for  your 
answer. 

11.  What  are  the  rules  by  which  to  determine  the  proper 
size  of  house  piping  to  be  used,  when  the  number  of  lights  to 
be  supplied  and  the  length  of  pipe  along  which  they  are  to  be 
placed  are  known? 
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12.  Describe  the  preparation  and  use  of  cement  mortar  for 
brick  work  construction,  with  tlie  precautions  to  be  observed 
to  insure  strength  and  uniformity. 

(Answers  to  these  questions  are  due  December  1,  1906.) 


Answers  to  the  Fourth  Series  of  Questions — :Section  of 

1909 — Practical  Class — ^Trustees  Gas 

Educational  Fund. 

An  answer  to  a  question  which  is  the  same  as  question  No. 
6,  except  for  the  actual  figures,  can  be  found  on  page  137  of 
\'ol.  I.  of  the  Proceedings.  Answers  to  questions  Nos.  2,  3, 
9,  10  and  12  have  also  been  published  in  the  previous  volume, 
and  can  be  found  there  as  follows : 

Xo.  2,  Vol.  I.,  page  83. 
Xo.  3,  Vol.  I.,  page  131. 
Xo.  9,  Vol.  I.,  page  142. 
Xo.  10,  \'ol.  I.,  page  144. 
Xo.  12,  Vol.  I.,  page  148. 

The  answers  to  the  other  questions  are  as  follows : 

1.  What  size  of  anthracite  coal  is  best  suited  for  use  as  the 
fuel  in  the  generator  of  a  carburetted  water  gas  apparatus? 
Ciive  the  reasons  for  your  answer. 

Ans.  The  sizes  of  anthracite  coal  that  are  usually  con- 
sidered available  for  use  as  the  fuel  in  the  generator  of  a 
carburetted  water  gas  apparatus  are : 

Steamboat,  consisting  of  pieces  which  pass  through  a  screen 
in  which  the  bars  are  set  from  4  in.  to  7  in.  apart,  the  smaller 
sizes  of  coal  having  previously  been  screened  out. 

Broken,  consisting  of  pieces  which  fall  through  a  screen 
with  a  4-in.  mesh,  but  pass  over  one  with  a  2^-in.  to  2j4-in. 
mesh ;  and 

Egg,  consisting  of  the  pieces  which  fall  through  a  screen  of 
234 -in.  to  2^-in.  mesh,  but  pass  over  one  with  a  l>2-in.  to 
\%An.  mesh. 
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Of  these  sizes,  that  known  as  broken  has  been  found  to  give 
the  best  results  for  general  use,  though  in  very  large  generators, 
those  over  8  feet  in  diameter,  the  steamboat  size  might  be 
better. 

The  advantages  possessed  by  broken  coal  are,  that  the  lumps 
are  sufficiently  large  to  maintain  the  bulk  of  the  fire  in  an  open 
state  which  affords  a  ready  passage  to  the  air  in  blasting  and 
the  steam  when  making  gas,  and  yet  are  small  enough  to  pre- 
sent a  large  surface  of  carbon  to  be  acted  upon  by  the  oxygen, 
and  it  is  thus  possible  to  secure  the  proper  combination  of  the 
greater  portion  of  both  oxygen  and  carbon  in  each  case. 
Smaller  coal  affords  a  larger  total  surface,  but  at  the  same  time 
forms  a  large  compact  mass  in  the  centre  of  the  generator, 
through  which  the  air  and  steam  cannot  pass  readily.  They, 
therefore,  pass  only  through  that  portion  of  the  area  of  the 
generator  which  lies  between  the  outside  wall  and  this  compact 
mass  in  the  centre.  The  larger  size  affords  a  freer  fire  but 
much  less  total  surface,  and  has  moreover  the  disadvantage 
of  being  hard  to  handle  in  mechanical  conveyors. 

In  a  paper  on  the  **Selection  of  Anthracites  for  Water  Gas,'' 
read  before  the  American  Gas  Light  Association,  October  20, 
1892,  Mr.  C.  R.  Collins  states  that  the  inactive  portion  of  the 
fire  which  is  due  to  the  compacting  of  the  coal  in  the  centre  of 
the  generator  where  the  lumps  can  fit  into  each  other  more 
perfectly  than  they  can  in  the  space  next  the  walls  "varies  with 
the  diameter  (of  the  generator)  and  with  the  size  of  the  coal; 
thus,  in  a  particular  generator,  Ggg  coal  renders  about  30%  of 
the  fire  partially  inactive,  the  bulk  of  the  work  being  done  in 
the  outer  parts  representing  707^  of  the  fuel ;  in  the  same  way 
broken  coal  affects  about  157c  of  the  fuel  bed,  while  steamboat 
coal  leaves  a  practically  free  fire."  He  also  states  that  steam- 
boat coal  presents  approximately  7  square  feet  of  surface  for 
each  cubic  foot  of  generator  space :  broken  coal  10  square  feet 
of  surface  per  cubic  foot  of  space,  and  egg  coal  22  square  feet 
of  surface  per  cubic  foot  of  space.  These  figures  are  for  se- 
lected coal  of  the  standard  size  in  each  case.  In  practice  the 
steamboat  coal  will  increase  the  size  of  the  inactive  portion  of 
the  fire  as  well  as  the  amount  of  surface  presented  to  the  air 
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and  steam.  It  is  therefore  important  that  no  matter*"  what  size 
is  being  used  the  smaller  pieces  and  slack  should  be  screened 
out  and  not  used  in  the  generator,  the  coal  used  being  kept  as 
near  the  selected  standard  size  as  possible. 

The  members  of  the  class  should  read  Mr.  Collins'  paper, 
which  can  be  found  in  the  Proceedings  of  the  American  Gas 
Light  Association,  Volume  X,  page  82;  in  the  American  Gas 
Light  Journal,  Volume  LVII,  page  690;  and  in  Progressive 
Age,  Volume  X,  page  399.     (Trustees.) 

4.  Should  the  speed  of  an  exhauster  used  for  the  purpose 
of  relieving  the  retorts  of  a  coal  gas  plant  from  the  pressure 
thrown  by  the  rest  of  the  apparatus  be  governed  in  the  same 
way  as  the  speed  of  an  exhauster  used  for  drawing  gas  from 
the  relief  holder  of  a  carburetted  water  gas  plant  and  forcing 
it  through  the  rest  of  the  apparatus?  Give  the  reasons  for 
your  answer. 

Ans.  The  speed  of  a  coal  gas  exhauster  should  not  be  gov- 
erned in  the  same  way  as  that  of  an  exhauster  drawing  gas 
from  the  relief  holder  of  a  carburetted  water  gas  plant,  since 
the  two  exhausters  perform  entirely  different  duties. 

That  of  the  coal  gas  exhauster  is  to  relieve  the  retorts  of 
the  pressure  thrown  by  the  rest  of  the  apparatus  and  to  main- 
tain a  constant  low  pressure  in  the  hydraulic  main.  To  do 
this  the  gas  must  be  drawn  away  at  exactly  the  rate  at  which 
it  is  being  made  at  any  instant,  and  as  the  gas  is  not  made  at 
a  uniform  rate  it  is  impossible  for  the  coal  gas  exhauster  to 
run  at  a  uniform  sp'eed  if  it  is  to  perform  its  duty  properly. 
Its  speed  must  therefore  be  governed  in  such  a  way  as  to  be 
increased  as  the  rate  at  which  the  gas  is  made  increases,  and  to 
be  decreased  as  the  rate  at  which  gas  is  made  decreases.  In 
this  way  the  pressure  at  the  inlet  of  the  exhauster,  and  con- 
sequently in  the  hydraulic  main,  is  kept  constant. 

The  sole  object  of  the  exhauster  in  a  carburetted  water  gas 
plant  is  to  force  the  gas  through  the  purifiers  and  station 
meters  into  the  holders,  the  pressure  thrown  by  the  relief 
holder  being,  as  a  rule,  insufficient  for  this  work.     Since  the 
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relief  holder  compensates  for  the  inequalities  in  the  rate  of 
make,  this  exhauster  can  be,  and  is,  run  at  a  uniform  speed 
such  that  it  will  handle  the  gas  at  a  rate  equal  to  the  average 
rate  of  make,  and  it  must  therefore  be  governed  in  such  a  way 
as  to  maintain  a  constant  speed,  this  being  varied  from  time 
to  time  to  suit  the  requirements  of  production.     (Trustees.) 

5.  What  is  meant  by  a  "unit  of  heat"  or  "heat  unit"?  What 
is  the  difference  between  quantity  of  heat  and  intensity  of  heat? 

Ans.  In  order  to  be  able  to  express  various  quantities  of 
heat  in  comparable  terms  it  is  necessary  to  have  a  standard 
unit  of  heat. 

The  standard,  or  "unit  of  heat"  used  in  this  country,  is  the 
"British  thermal  unit,"  and  this  is  the  amount  of  heat  required 
to  raise  the  temperature  of  one  avoirdupois  pound  of  pure 
water  one  Fahrenheit  degree  from  the  temperature  at  which 
water  attains  its  maximum  density,  which  is  39.1  degrees 
Fahrenheit.  The  variation  in  the  quantity  of  heat  required  to 
raise  the  temperature  of  a  pound  of  water  one  degree  is  s(^ 
slight  for  any  temperature  between  i2°  and  212"  that  in  general 
the  heat  unit  may  be  safely  taken  as  the  amount  of  heat  re- 
quired to  raise  the  temperature  of  one  pound  avoirdupois  of 
pure  water  one  degree  F'ahrenheit.  Thus  we  may  say  that  to 
raise  the  temperature  of  30  pounds  of  water  from  40"*  to  60^ 
Fahrenheit  requires  600  IJritish  thermal  units;  for  we  have 
raised  30  pounds  of  water  through  20°  of  temperature,  and  to 
raise  30  pounds  of  water  one  degree  requires  30  British  ther- 
mal units  or  "units  of  heat"  or  "heat  units" ;  and  to  raise  the 
same  quantity  through  20  degrees  require's  20  times  as  much, 
or  600  "heat  units." 

By  quantity  of  heat  is  meant  the  total  amount  of  heat  pos- 
sessed by  a  body  or  involved  in  any  thermal  operation.  It 
depends  not  only  on  the  temperature  or  change  in  temperature, 
but  also  upon  the  weight  of  the  body  affected  and  the  capacity 
for  heat  of  the  substance  of  which  this  body  is  composed.  Thus 
a  pound  of  water  and  a  pound  of  lead  at  the  same  temperature 
contain  very  different  quantities  of  heat,  since  the  capacity  of 
the  lead  for  heat  is  onlv  .0314  times  that  of  water. 
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Intensity  of  heat,  or  temperature,  is  entirely  independent  of 
quantity,  since  we  may  have  a  small  quantity  of  heat  of  high 
intensity,  such  as  the  heat  in  a  needle  raised  to  incandescence, 
or  a  large  quantity  of  heat  of  low  intensity,  such  as  the  heat  in 
a  large  steel  bar  at  a  temperature  of  say  100**  Fahr. 

All  bodies,  no  matter  what  their  temperature,  within  the 
range  of  temperatures  so  far  obtained,  possess  a  certain  quan- 
tity of  heat,  but  no  body  can  impart  any  of  the  heat  that  it 
possesses  to  another  body  unless  the  intensity  of  this  heat  is 
higher  than  that  of  the  heat  in  the  body  to  which  it  is  to  be  im- 
parted, and  this  is  entirely  independent  of  the  relative  quan- 
tities of  heat  possessed  by  the  two  bodies.  Thus  a  cubic  foot 
of  water  at  a  temperature  of  60°  will  possess  a  greater  quantity 
of  heat  than  a  cubic  foot  of  lead  at  a  temperature  of  1C0°, 
but  if  they  are  brought  together  the  lead  will  impart  heat  to 
the  water  and  not  the  water  to  the  lead. 

The  amount  of  heat  that  can  be  transferred  between  differ- 
ent bodies  depends  upon  the  quantity  of  heat  possessed  by 
the  hotter  bodies,  and  not  merely  upon  the  difference  in  tem- 
perature. Thus  a  pound  of  water  at  a  temperature  of  70° 
Fahr.  can  impart  more  heat  to  a  pound  of  water  at  a  tempera- 
ture of  60°  F'ahr.  than  can  a  pound  of  iron  at  a  temperature  of 
100°  Fahr.  From  these  examples  it  can  be  seen  that  quantity 
of  heat  does  not  depend  solely  upon  intensity,  thou^i::ii,  of 
course,  for  any  definite  weight  of  a  given  substance  the  quan- 
tity of  heat  possessed  will  vary  directly  as  the  intensity  of  the 
heat.     (Trustees.) 

7.  In  the  answer  to  Question  No.  7,  Third  Series,  the  yield 
of  ammoniacal  liquor  per  ton  of  coal  is  given  as  30  gallons  of 
from  8  to  10  oz.  (4°  to  5°  Twaddel)  strength,  \\1iat  is  the 
meaning  of  a  degree  Twaddel  and  of  an  ounce  when  used  in 
this  connection? 

Ans.  The  statement  that  an  ammoniacal  liquor  has  a 
strength  of  a  certain  number  of  degrees  Twaddel  really  means 
that  the  specific  gravity  of  the  liquor  is  such  that  a  Twaddel 
hydrometer  inserted  in  it  will  show  a  reading  of  the  stated 
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number  of  degrees.  As  there  is  a  more  or  less  close  relation 
between  the  specific  gravity  of  ammoniacal  liquor  and  the 
amount  of  ammonia  that  it  contains  per  unit  of  volume,  this 
Twaddel  test  affords  a  rough  indication  of  the  strength  of  any 
given  liquor. 

The  hydrometer  consists  of  a  bulb  loaded  with  mercury  or 
shot,  and  surmounted  by  a  hollow  cylinder  above  which  is  a 
graduated  tube,  all  being  made  of  glass.  The  bulb  is  so  loaded 
as  to  cause  the  hydrometer  to  be  almost  completely  submerged 
when  floating  in  distilled  water  with  a  temperature  of  60°  Fahr. 
The  point  on  the  tube  which  is  even  with  the  surface  of  the 
water  under  these  conditions,  is  marked  as  the  0  of  the  scale, 
which  is  then  continued  downward  on  the  tube  in  degrees  and 
parts  of  degrees,  each  degree  corresponding  to  an  increase  in 
the  weight  of  the  liquid  of  5  oz.  per  cubic  foot.  The  tube  is 
usually  made  of  such  a  length  as  to  contain  a  scale  reading  to 
25**.  When  the  hydrometer  is  placed  in  a  liquid  heavier  than 
water,  such  as  ammoniacal  liquor,  the  volume  of  liquid  re- 
quired to  be  displaced  in  order  to  float  the  instrument  is,  of 
course,  smaller  than  the  volume  of  water  required  for  this 
purpose,  and  the  hydrometer  will  not  be  as  deeply  submerged 
as  it  is  in  the  water.  The  point  of  the  scale  which  is  at  the 
level  of  the  surface  of  the  liquid  when  the  hydrometer  is  float- 
ing at  rest,  and  not  in  contact  with  the  sides  of  the  containing 
vessel,  is  noted,  and  the  liquid  is  said  to  be  of  a  corresponding 
number  of  degrees  Twaddel  strength. 

The  value  of  ammoniacal  liquor  is  commercially  expressed 
also  by  the  number  of  ounces  by  weight  of  pure  monohydrated 
sulphuric  acid  (HjSO*)  of  1.84  specific  gravity,  which  is 
required  to  saturate  the  ammonia  contained  in  one  gallon  of  the 
liquor.  For  instance,  the  liquor  is  said  to  be  of  8  oz.  strength 
when  it  contains  per  gallon  a  quantity  of  ammonia  which 
requires  8  oz.  of  pure  sulphuric  acid  of  1.84  specific  gravity 
for  its  neutralization. 

In  determining  the  strength  in  ounces  of  any  sample  of 
ammoniacal  liquor,  accurate  results  cannot  be  obtained  by 
adding  the  acid  directly  to  the  liquor.  It  is  necessary  to  distill 
the  liquor  after  adding  to  it  a  caustic  alkali,  such  as  caustic 
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soda  or  milk  of  lime,  and  to  use  the  acid  to  neutralize  the 
ammonia  as  it  is  driven  off  by  this  distillation. 

It  is  commonly  considered  that  each  degree  Twaddel  cor- 
responds to  a  strength  of  2  oz.,  but  this  is  only  an  approxima- 
tion, and  the  strength  of  ammoniacal  liquor  should  always  be 
determined  by  the  distillation  test,  which  should  be  specified 
in  all  contracts  for  the  sale  of  such  liquor.     (Trustees.) 

8.  Give  a  description,  illustrated  with  a  sketch  of  a  longi- 
tudinal section  of  both  spigot  and  hub  showing  outside  dia- 
meter of  spigot,  all  dimensions  of  the  hub  or  bell,  the  shape  of 
the  lead  groove  in  the  bell,  and  the  depth  and  finished  shape 
of  the  lead,  of  the  making  of  a  lead  joint  in  a  6  in.  cast-iron 
main.  Give  also  the  amount  of  lead  and  packing  used  and  the 
length  of  time  that  should  be  required  to  do  the  work. 

Ans.  In  making  a  lead  joint  in  a  6  in.  cast-iron  main,  the 
first  step  in  the  operation,  after  the  spigot  end  of  one  length 
has  been  inserted  in  the  bell  of  the  other  and  the  length  driven 
home,  lined  up  and  fixed  in  place  by  the  tamping  of  a  little 
dirt  around  the  middle  of  it,  is  to  fill  solidly  with  packing,  a 
portion  of  the  joint  space  between  the  spigot  and  bell,  the 
amount  of  space  so  filled  being  determined  by  the  depth  of 
lead  which  it  is  desired  to  have.  For  ordinary  straight  work 
with  6  in.  pipe,  the  depth  of  lead  may  be  taken  at  Ij^  in.,  and 
the  joint  space  will  therefore  be  filled  with  packing  to  a  point 
V/i  in.  back  from  the  face  of  the  bell. 

Jute  packing,  either  plain  or  tarred,  is  usually  employed. 
Packing  which  has  been  allowed  to  absorb  a  small  quantity  of 
tar  can  be  driven  tighter  than  plain  packing,  but  tar  being 
cheaper  than  jute  it  is  hard  to  avoid  the  presence  of  too  much 
tar  in  tarred  packing,  and  for  this  reason  plain  packing  is 
often  given  the  preference. 

A  sufficient  number  of  strands  of  packing  should  be  twisted 
to  form  a  rope  of  a  diameter  a  trifle  larger  than  the  width  of 
the  joint  space,  and  this  should  be  cut  into  pieces  of  such  length 
that  the  ends  will  come  into  close  contact  when  a  piece  is 
placed  around  the  outside  of  the  spigot  end  of  the  pipe  and 
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pulled  up  tight.  One  of  these  pieces  is  used  to  lift  the  spigot 
end  as  it  is  inserted  into  the  bell  of  the  pipe  previously  laid, 
and  is  sent  home  with  it,  thus  keeping  the  spigot  central  in 
the  bell  and  avoiding  the  necessity  of  wedging  it  up  after  it 
is  in  place.     This  piece  of  packing  is  driven  solidly  into  place 
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in  the  bottom  of  the  joint  space  by  means  of  a  caulking  hammer 
and  packing  iron,  and  other  pieces  are  inserted  one  at  a  time, 
the  joint  in  each  ring  being  ])ut,  say,  one-fourtli  of  the  cir- 
cumference away  from  the  joint  in  the  preceding  ring,  and  each 
driven  home,  a  sufficient  number  being  used  to  fill  the  joint 
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space  to  the  required  depth,  leaving  1J4  in.  for  the  lead.  The 
packing  must  be  driven  hard  and  the  finished  layer  must  be  of 
uniform  depth,  so  that  the  lead  space  will  be  uniform  all  around 
the  pipe. 

A  clay  roll  or  other  form  of  joint  runner  is  then  placed 
around  the  spigot  end  of  the  pipe,  being  brought  tight  against 
the  face  of  the  bell,  and  so  set  as  to  leave  a  triangular  space, 
having  its  base  on  the  pipe  and  its  apex  on  the  face  of  the  bell 
slightly  above  the  inside  edge,  which  the  lead  can  fill  and  thus 
make  it  certain  that,  when  driven,  the  joint  will  be  of  the  shape 
shown  on  the  cut.  Molten  lead  is  run  into  the  joint  and  this 
space  until  both  are  completely  filled  and  the  lead  stands  above 
the  highest  point  on  the  inside  edge  of  the  bell,  the  lead  being 
poured  in  through  an  opening  or  "gate"  left  on  top  of  the 
pipe.  When  the  lead  has  hardened,  the  joint  runner  is  re- 
moved and  the  "gate"  or  lump  of  lead  left  where  the  opening 
for  pouring  was  made  is  cut  oflF.  The  lead  is  then  chiseled  all 
around  the  pipe  with  a  cold  chisel  and  caulking  hammer.  This 
separates  the  lead  from  the  surface  of  the  pipe  and  makes  a 
groove  in  which  the  first  caulking  tool,  the  face  of  which  is 
about  ^/i6  in.  thick,  can  fit.  The  lead  is  driven  all  around  with 
this  tool  and  then  with  tools  successively  increasing  in  thick- 
ness by  about  y^  in.  until  the  full  width  of  the  joint  has  been 
reached.  The  work  with  each  tool  should  be  begun  at  the  bot- 
tom of  the  pipe  and  carried  around  each  way,  finishing  up  at 
the  top.  The  thickness  of  the  last  tool  used  should  not  be 
greater  than  the  width  of  the  joint,  and  the  driving  with  this 
tool  should  cut  the  lead  off  sharp  with  the  inside  edge  of  the 
bell,  otherwise  there  is  danger  that  the  force  of  the  blows  will 
be  expended  against  the  face  of  the  bell  instead  of  doing  the 
full  amount  of  work  that  it  should  do  in  compressing  the  lead 
in  the  joint.  In  order  to  have  the  tools  fit  the  joints  exactly  it 
is  well  to  have  them  made  in  sizes  varying  in  thickness  by 
*/i6  in.,  though  it  is  only  necessary  to  use  on  any  joint,  tools 
varying  by  %  in.,  the  proper  sizes  being  selected.  The  posi- 
tion in  which  the  tools  are  naturally  held  when  caulking  the 
joint  will  give  it  the  finished  shape  shown  on  the  cut,  if  the 
joint  runner  has  been  put  on  properly  and  sufficient  lead  used. 


Digitized  by  VjOOQIC 


114 

There  will  be  required  for  making  a  6  in.  lead  joint  about 
7  to  8  lb.  of  lead,  and  7  to  10  oz.  of  jute  packing.  A  good 
workman  should  be  able  to  average  nearly  3  joints  an  hour 
for  a  day's  work. 

The  cut  shows  the  spigot  and  bell  of  the  standard  dimen- 
sions adopted  by  the  American  Gas  Light  Association  in  1905. 
(Trustees.) 

11.  What  are  the  rules  by  which  to  determine  the  proper 
size  of  house  piping  to  be  used,  when  the  number  of  lights 
to  be  supplied  and  the  length  of  pipe  along  which  they  are  to 
be  placed  are  known? 

Ans.  There  are  several  sets  of  rules  in  use  by  gas  com- 
panies for  the  determination  of  the  proper  sizes  for  house 
piping,  when  the  number  of  lights  to  be  supplied  and  the 
length  of  run  are  known.  The  majority  of  these  are  copied 
from  the  English  -rules,  which  are  apparently  based  upon  a 
specific  gravity  for  the  gas  of  0.420,  and  a  loss  of  pressure  of 
Vio  in.  in  30  ft.  of  piping,  and  the  sizes  of  pipe  determined 
by  them  are  too  small  when  carburetted  water  gas,  or  a  mix- 
ture of  this  gas  and  coal  gas,  is  supplied.  In  1897  the  Ameri- 
can Gas  Light  Association  instructed  its  Research  Committee 
to  prepare  a  table  for  house  piping  based  upon  a  loss  of  pres- 
sure of  Vio  in.  for  each  50  ft.  of  pipe,  with  gas  of  a  specific 
gravity  of  0.680.  This  table  was  reported  by  the  committee 
and  adopted  by  the  Association  in  1898,  and  is  given  below : 

Diameter.    Length.     Gas  per  hour.     Diameter.     Length.     Gas  per  hour. 
Inches.       Feet        Cubic  Feet.       Inches,        Feet         Gvbic  Feet. 


§ 

20 

tt 

H 

150 

349 

* 

30 

22 

2 

200 

718 

3 

50 

60 

2i 

300 

1253 

1 

70 

127 

3 

450 

1977 

i 

100 

222 

4 

600 

4059 

Xo  greater  length  of  pipe  should  be  used  than  is  given  in 
th^  table,  e,  g.,  the  maximum  length  of  1-inch  pipe  allowable 
under  any  circumstances  is  70  feet,  and  it  should  not  be  ex- 
pected to  carry  over  127  cubic  feet  of  gas  per  hour. 
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In  using  this  table  it  is  necessary  to  determine  from  the 
number  and  character  of  the  lights  to  be  supplied  the  amount 
of  gas  which  each  portion  of  the  house  piping  system  will  be 
required  to  carry,  and,  in  addition,  to  obtain  from  the  plans 
the  lengths  of  these  portions.  Knowing  the  quantity  of  gas 
and  the  length  of  pipe  through  which  it  is  to  be  supplied,  the 
table  indicates  the  size  of  pipe  which  will  pass  the  required 
quantity  of  gas  with  a  loss  of  pressure  equal  to  or  less  than 
^/lo  in.  in  fifty  feet.  This  figure  for  the  loss  of  pressure  was 
adopted  after  a  long  discussion  as  the  one  which  best  met  all 
tlie  requirements.  The  discussion  can  be  found  in  Vol.  XIV 
of  the  Proceedings  of  the  American  Gas  Light  Association, 
pages  122  to  130,  immediately  following  the  report  of  the  Re- 
search Committee  in  1897.  An  article  on  the  subject,  in  which 
a  table  slightly  different  from  the  above  is  proposed,  will  be 
found  in  the  American  Gas  Light  Journal,  Vol.  LXXVIII, 
page  162.  This  article  should  be  read  by  the  students. 
(Trustees.) 

Eighth  Series  of  Questions,  Section  of  1908 — Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  Describe  two  methods  employed  for  "venting"  oil  stor- 
age tanks  so  as  to  permit  the  escape,  when  the  tanks  are  being 
filled  with  oil,  of  the  vapor  that  has  accumulated  in  them  and 
to  prevent  the  formation  of  a  vacuum  while  the  oil  is  being 
pumped  out,  and  state  their  respective  advantages  and  disad- 
vantages. 

2.  Describe  the  cleaning  of  a  badly  stopped  retort  stand- 
pipe. 

3.  Describe  one  or  more  forms  of  steam,  hydraulic,  com- 
pressed air  or  electric  machines  for  removing  coke  from  retorts. 

4.  Give  a  description,  illustrated  with  sketches,  of  some 
form  of  apparatus  for  separating  the  oil  tar  produced  in  the 
manufacture  of  carburetted  water  gas  from  its  accompanying 
water,  the  purpose  being  to  remove  all  appearance  of  tar  from 
the  works'  drainage. 
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5.  Give  a  description,  illustrated  v/ith  sketches,  of  the  way 
in  which  you  would  patch  a  ragged  hole,  too  large  to  be 
stopped  by  a  single  bolt  and  washer,  in  a  holder  sheet  too  thin 
to  permit  tapping  a  thread. 

6.  Name  some  useful  purpose,  or  purposes,  to  which  tar 
(coal  or  oil)  can  be  applied,  either  in  or  outside  the  gas  works, 
and  describe  the  method  of  preparation  and  employment  for 
such  use. 

7.  Define  the  term  "specific  heat"  of  a  substance.  Is  the 
specific  heat  of  a  gas,  or  vapor,  at  constant  pressure,  that  is, 
when  free  to  expand,  as  gas  in  a  gas-holder,  the  same,  or  more 
or  less,  than  the  specific  heat  of  the  same  gas  or  vapor  at 
constant  volume,  that  is,  when  confined,  as  steam  in  a  boiler? 
Why? 

8.  An  illuminating  gas  has  the  following  composition  by 
volume : 

Carbon  Dioxide  (COj)  270% 

Oxygen  (Oj)  .77% 

Illuminants  15.55% 

Carbon  Monoxide  (CO)  30.75% 

Hydrogen  (H,)  3245% 

Marsh  Gas  (CH*)  13.93% 

Nitrogen  (N,,)  3-86% 

Calculate  the  heating  power  per  cubic  foot,  assuming  the 
illuminants  to  be  composed  of  Benzol  Vapor  (CgHo),  15%,  and 
defiant  Gas  (CaHJ,  85%,  and  the  water  formed  by  the  com- 
bustion of  the  hydrogen  and  hydrocarbons  to  pass  off  as  vapor 
at  a  temperature  of  212"  F. 

9.  Describe  the  testing  of  a  consumer's  meter.  Give  all  the 
precautions  to  be  observed. 

10.  If  you  were  sent  to  a  house  to  investigate  a  complaint  ' 
of  "poor  gas,"  how  would  you  proceed  to  determine  the  cause 
of  the  trouble? 

11.  When  a  gas  engine  is  connected  to  a  comparatively 
small  street  main,  its  operation  will,  unless  special  precautions 
are  taken,  cause  a  fluctuation  in  pressure  which  may  affect  the 


Digitized  by  VjOOQIC 


117 

use  of  lighting  and  cooking  appliances  in  the  neighborhood. 
What  means  would  you  employ  t6  prevent  such  a  fluctuation 
in  pressure  from  being  produced  in  the  street  main  when  the 
engine  is  rtmning  ? 

12.  What  is  meant  by  the  term  "bond"  as  used  in  speaking 
of  brick- work?  What  is  English  Bond?  What  is  Flemish 
Bond?    Give  sketches  as  well  as  descriptions. 

(Answers  to  these  questions  are  due  Jan.  1,  1907.) 


Answers  to  Eighth  Series  of  Questions — Section  of  1908 
— Practical  Class — Trustees  Gas  Educational  Fund. 

An  answer  to  question  No.  10  has  been  published  in  Vol.  I. 
of  the  Proceedings,  and  can  be  found  there  on  page  259.  The 
answers  to  the  other  questions  are  as  follows : 

1.  Describe  two  methods  employed  for  ** venting"  oil  stor- 
age tanks  so  as  to  permit  the  escape,  when  the  tanks  are  being 
filled  with  oil,  of  the  vapor  that  has  accumulated  in  them  and 
to  prevent  the  formation  of  a  vacuum  while  the  oil  is  being 
pumped  out,  and  state  their  respective  advantages  and  disad- 
vantages. 

Ans.  One  method  for  venting  oil  storage  tanks  at  gas  works 
is  to  connect  the  vent  pipe  either  to  the  gas-holder  inlet  or  out- 
let, or  to  some  part  of  the  pipe  system  around  the  works,  such 
as  the  foul  main. 

Another  method  is  to  have  either  a  single  vent  pipe,  which 
branches  into  two  outlets  opening  into  the  air,  or  else  to  have 
two  vent  pipes,  and  to  place  a  pressure  relief  valve  on  one 
outlet  and  a  vacuum  relief  valve  on  the  other  outlet  being 
careful  to  keep  the  open  ends  of  each  pipe  covered  with  brass 
wire  gauze  of  not  less  than,  say,  2,500  meshes  to  the  square 
inch. 

The  great  advantage  of  the  first  method  is  that  it  entirely 
prevents  the  formation  of  an  explosive  mixture  of  air  and  oil 
vapor  in  the  top  of  the  tank,  since  as  oil  is  withdrawn  from  the 
tank  its  place  is  taken  by  gas  from  the  holder  or  pipe  system. 
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The  disadvantage,  which  is  greatest  when  naphtha  is  used  and 
stored  in  an  uncovered  tank  exposed  to  the  sun's  rays,  and 
when  the  vent  pipe  is  connected  directly  to  the  holder  outlet 
or  to  a  pipe  to  which  consumers'  services  are  also  connected, 
is  that  at  times,  when  the  tank  is  being  filled  with  oil  and  when 
the  weather  is  hot,  an  excessive  amount  of  vapor  passes  over 
into  the  gas  being  supplied  through  this  pipe  and  causes  it  to 
smoke  badly  when  consumed.  This  disadvantage  is  of  smaller 
importance  when  the  tank  is  roofed  over  or  covered  with  water, 
and  when  heavy  oil  is  used  and  the  vent  pipe  can  be  connected 
into  the  foul  main  it  practically  disappears,  and  under  these 
circumstances  this  method  of  venting  is  the  best  possible  one. 

The  second  method  obviates  any  such  interference  with  the 
regulation  of  the  quality  of  the  gas  as  may  result,  as  stated 
above,  from  the  first  method,  but  has  the  great  disadvantage 
of  permitting  the  formation  of  a  mixture  of  air  and  oil  vapor 
in  the  top  of  the  tank,  which  mixture  rnay  be  fired  and  cause 
more  or  less  damage.  It  is,  however,  thought  by  some  good 
authorities  to  be  preferable  to  the  first  method  w^hen  naphtha 
is  used  and  stored  in  tanks  exposed  to  the  sun,  owing  to  the 
trouble  experienced  under  these  conditions  from  the  tendency 
of  the  vapor-laden  gas  to  smoke.  The  caps  of  fine  wire  gauze 
placed  over  the  vent  pipes  should  prevent  any  flame  from  strik-" 
ing  back  into  the  tank,  even  in  case  the  vapor  escaping  from 
the  pipes  should  be  accidentally  fired.  Of  course,  in  normal 
working  no  naked  light  should  ever  be  allowed  near  an  oil 
tank  under  any  circumstances.     (Trustees.) 

2.  Describe  the  cleaning  of  a  badly  stopped  retort  stand- 
pipe. 

Ans.  A  standpipe  may  be  stopped  with  soft  pitch,  with 
hard  pitch,  with  lamp  black  or  with  a  mixture  of  soft  pitch 
and  lamp  black.  If  the  stoppage  is  so  situated  that  it  cannot 
be  cleaned  from  the  floor  with  the  mouth-piece  tools  the  work 
must  be  done  from  the  top  of  the  hydraulic  main,  the  top  cap 
of  the  standpipe  being  removed  for  the  purpose. 

The  first  step  is  to  make  and  maintain  as  large  an  opening 
as  possible  through  the  obstruction.    If  the  stoppage  is  bad  it 
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may  be  impossible  at  first  to  do  more  than  put  through  an  inch 
pipe  or  iron  ro4,  and  it  may  be  even  necessary  to  heat  this  rod 
before  it  can  be  forced  through  the  pipe.  Having  secured  an 
opening,  a  wood  fire  should  be  made  in  the  front  of  the  retort 
and  the  mouth-piece  lid  partly  closed,  so  that  the  draft  through 
the  opening  in  the  standpipe  will  draw  the  flame  and  hot  air 
from  this  fire  up  through  the  standpipe.  This  will,  after  a 
length  of  time  depending  upon  the  nature  and  character  of  the 
stoppage,  burn  off  the  soft  pitch  and  either  soften  the  hard 
pitch  or  make  it  brittle  so  that  it  can  be  cut  away  by  the 
cutting  tools.  Should  the  opening  close  up  after  it  is  first  made, 
as  it  may  if  the  stoppage  is  soft  pitch,  the  pipe  or  rod  should 
be  at  once  employed  and  another  opening  made.  When  a 
permanent  opening  through  the  stoppage  is  secured  the  clean- 
ing of  the  pipe  is  merely  a  question  of  time,  and  is  gradually 
achieved  by  increasing  the  size  of  the  opening  so  that  fresh 
surfaces  of  the  pitch  can  be  acted  upon  by  the  heat. 

Should  it  be  impossible  to  force  an  opening  through  the 
stoppage,  even  with  a  red  hot  bar  or  pipe,  an  iron  basket  kept 
for  the  purpose  can  be  clamped  to  the  standpipe  at  the  point 
where  the  stoppage  is  located  and  the  obstruction  exposed  to 
the  heat  of  a  fire  built  in  this  basket  until  it  is  possible  to  make 
an  opening  through  it.  Then  a  fire  should  be  made  in  the  retort 
and  the  operation  as  outlined  above  proceeded  with. 

After  a  permanent  opening  is  secured,  frequent  attempts 
should  be  made  to  cut  away  the  obstruction  with  the  proper 
tools,  as  much  being  cut  away  each  time  as- will  come  without 
too  much  jarring  of  the  standpipe.  The  pipe  should  not  be 
considered  clean  until  the  pitch  and  carbon  have  been  so  far 
removed  as  to  permit  a  ring  ^  inch  less  in  diameter  than 
the  pipe  to  pass  freely  down  the  whole  length  of  the  pipe. 

Ordinarily  an  opening  can  be  made  without  resorting  to 
the  use  of  a  basket  and  outside  fire,  and  there  are  very  few 
stoppages  that  cannot  be  softened  by  the  use  of  the  basket  and 
cleaned  out  with  the  standpipe  in  place.  If  the  standpipe  has 
been  allowed  to  become  very  heavily  coated  with  carbon,  as  a 
result  of  previous  incomplete  cleanings,  it  may  be  so  completely 
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stopped  with  this  carbon,  which  requires  intense  heat  for  its 
rejnoval,  as  to  make  it  impossible  to  clean  it  in  place  In  this 
case  it  must  be  taken  down  and  cleaned  over  a  fire  in  the  yard. 
However,  if  care  is  taken  never  to  put  a  retort  in  action  after 
a  stoppage  until  the  pipe  is  thoroughly  clean,  as  determined  by 
the  test  mentioned  above,  there  should  be  no  stoppages  which 
cannot  be  removed  with  the  pipe  in  place. 

The  standpipe  should  also  be  cleaned  each  time  the  retort 
is  scurfed,  for  the  hot  air  passing  up  the  standpipe  during  this 
operation  will  loosen  the  pitch  and  carbon  so  that  it  can  be 
easily  removed  by  the  cutting  tools.  The  same  test  of  clean- 
ness should  be  applied  in  this  case  as  when  a  stoppage  has 
occurred  and  been  removed.     (Trustees.) 

3.  Describe  one  or  more  forms  of  steam,  hydraulic,  com- 
pressed air  or  electric  machines  for  removing  coke  from  retorts. 

Ans.  The  Bronder  machine  is  one  worked  by  steam.  It  is 
composed  of  a  carriage,  or  platform,  and  of  the  machinery 
required  for  doing  the  work  of  drawing  the  retorts,  all  of  which 
is  mounted  on  the  platform.  This  is  itself  carried  on  wheels 
running  on  a  track  laid  on  the  charging  floor  of  the  retort 
house  in  front  of,  and  parallel  to,  the  face  of  the  retort  stack. 
The  same  track  serves  for  both  charging  and  drawing  ma- 
chines, when  both  are  used.  On  the  platform  are  a  steam 
boiler,  an  engine  for  moving  the  machine  along  the  track,  and 
the  rake  carrier  and  rakes  for  drawing  the  coke  from  the  re- 
torts together  with  the  mechanism  for  working  the  rake 
carrier.  In  some  installations  the  boiler  is  omitted,  the  steam 
required  for  working  the  machine  being  obtained  from  the 
steam  system  of  the  gas  works,  through  a  flexible  joint  which 
permits  of  the  travel  of  the  machine  from  end  to  end  of  the 
retort  stack. 

The  engine  and  mechanism  for  moving  the  machine,  and 
stopping  it  at  the  proper  points  in  front  of  the  retorts,  are 
similar  to  those  used  for  the  same  purpose  on  the  charging 
machine. 

The  rake  carrier  and  the  rakes,  of  which  there  are  usually 
three  arranged  vertically  one  above  the  other,  are  carried  on  a 
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framework  consisting  of  two  uprights,  one  at  the  back  and  one 
at  the  front  of  the  platform,  properly  braced  and  tied  together 
by  horizontal  members  which  form  guides  on  which  run  the 
rollers  of  the  rake  carrier.  This  carrier  consists  of  two  pieces 
of  plate  iron  kept  the  proper  distance  apart  by  distance  pieces. 
The  four  guide  rollers  are  set  between  the  plates,  two  bearing 
against  the  bottom  of  the  upper  guide  and  two  running  on  top 
of  the  lower  guide.  The  rake  bars,  or,  as  they  might  be  called, 
the  rake  handles,  pass  between  the  two  plates  of  the  carrier 
and  are  attached  to  it  by  pins  going  through  holes  in  both  plates 
and  in  the  rake  bars  which  come  opposite  each  other  when  the 
bars  are  in  the  proper  position.  If  a  rake  is  not  needed,  owing 
to  the  scurfing  or  repairing  of  a  retort,  it  is  disconnected  from 
the  carrier  by  pulling  out  the  pin  and  is*  then  fastened  to  the 
main  carriage  by  a  pin  going  through  an  extra  hole  in  the 
bar  and  through  a  corresponding  hole  in  a  fixed  plate  fastened 
to  this  carriage.  As  the  rakes  are  carried  backward  and  for- 
ward by  the  motion  of  the  carrier  the  bars  run  on  rollers,  fixed 
to  a  frame,  this  frame  being  so  arranged  that  it  can  be  raised 
and  lowered  by  means  of  a  hand  lever  worked  by  the  machine 
attendant.  This  permits  of  the  rakes  being  lifted  above  the 
coke,  as  they  are  pushed  into  the  retort,  and  dropped  so  as  to 
engage  with  the  coke  and  pull  it  out  as  they  are  withdrawn. 
To  this  frame  a  counterbalance  is  attached  in  such  a  manner 
that  the  position  of  the  fulcrum,  about  which  it  works,  is  auto- 
matically varied  to  correspond  with  the  extent  to  which  the  rake 
bars  project  beyond  the  frame  so  that  the  counterbalancing 
effect  is  always  proportioned  to  the  weight  to  be  balanced. 

Motion  is  imparted  to  the  rake  carrier  from  a  piston  work- 
ing in  the  horizontal  steam  cylinder  of  a  direct-acting  recip- 
rocating motor,  the  admission  of  steam  to,  and  its  exit  from, 
this  cylinder  being  controlled  by  suitable  valve  gear.  The  rod 
attached  to  this  piston  carries  a  hollow  cross  head,  in  which 
there  is  a  pin,  and  upon  this  pin  there  turns  freely  a  gear  wheel 
which  engages  on  one  side  with  a  fixed  rack  secured  to  one 
of  the  cross  head  guides,  and  on  the  other  side  with  a  flying 
rack  which  runs  in,  or  on,  the  other  cross  head  guide.  As  the 
cross  head  is  moved  back  and  forth  by  the  action  of  the  steam 
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on  the  piston,  it  carries  the  gear  wheel  with  it,  and.  as  the 
teeth  of  this  wheel  engage  with  those  in  the  fixed  rack,  the 
wheel  revolves  at  the  same  time  that  its  centre  is  being  carried 
forward  or  backward  and  its  circumference  has  therefore  a 
lineal  or  longitudinal  motion  twice  the  length  of  that  of  the 
piston  and  cross  head.  This  motion  is  imparted  to  the  flying 
rack,  every  point  of  which  thus  moves  twice  as  fast  and  as  far 
as  the  piston.  This  rack  carries  two  wheels  or  sheaves.  A  wire 
rope  fastened  at  one  end  to  the  forward  part  of  the  main  frame 
passes  back  to  and  around  the  front  sheave,  then  forward  to 
and  around  a  sheave  fastened  to  the  front  end  of  the  main 
frame,  and  then  back  to  be  fastened  to  the  rake  carrier.  An- 
other rope  starting  from  a  fastening  at  the  rear  end  of  the 
main  frame  passes  forward  to  and  around  the  rear  sheaves  on 
the  flying  rack,  then  backward  to  and  around  a  sheave  fas- 
tened to  the  rear  end  of  the  main  frame  and  thence  forward  to 
be  in  its  turn  fastened  to  the  rake  carrier.  As  the  sheaves  on 
the  flying  rack  are  moved,  they  give  to  the  ropes  passing  around 
them  lineal  motion  twice  as  great  as  that  of  their  own  centres, 
and  this  motion  is  transferred  to  the  rake  carrier.  Since  the 
sheaves  move  with  the  flying  rack,  which  moves  twice  as  fast 
and  as  far  as  the  piston,  it  follows  that  the  rake  carrier,  which 
moves  twice  as  fast  and  as  far  as  the  sheaves,  moves  four  times 
as  fast  and  as  far  as  the  piston,  and  therefore  the  motion  of 
the  rakes  over  the  full  length  of  the  retort  is  obtained  with  a 
comparatively  small  motion  of  the  piston. 

The  longitudinal  motion  of  the  steam  piston,  and  conse- 
quently of  the  rake  carrier,  is  controlled  by  a  hydraulic  g<n'er- 
nor,  consisting  of  a  piston  working  in  a  water  cylinder,  the 
cylinder  being  arranged  on  the  main  frame  in  line  with  the 
steam  cylinder,  and  the  piston  being  attached  to  a  rod  fastened 
to  the  cross  head,  this  rod  being  practically  a  continuation  of 
the  steam  piston  rod.  The  cylinder  is  counterbored  tor  a 
short  distance  at  each  end  to  a  diameter  slightly  larger  than 
that  of  the  piston.  In  each  of  these  counterbored  portions 
there  is  a  small  port  opening  into  a  passage  which  brings  the 
two  ends  of  the  cylinder  into  communication  with  each  other. 
There  are  also  two  more  ports  attach  end  opening  from  the 
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body  of  the  cylinder  into  this  passage.  The  cylinder  being  filled 
with  water  and  the  piston  working  in  it  water  tight,  the  rate 
of  motion  of  the  piston  cannot  be  any  greater  than  the  rate  at 
which  the  water  can  be  transferred  from  end  to  end  of  the 
cylinder  through  the  ports  and  the  passage.  As  the  piston  ap- 
proaches either  end  of  the  cylinder  it  covers  first  one  and  then 
the  other  of  the  ports  opening  out  of  the  body  of  the  cylinder 
and  thus  its  speed  is  reduced  gradually.  The  ports  in  the  coun- 
ter bores  being  always  open  the  governor  does  not  bring  the 
piston  to  a  full  stop,  but  its  speed  is  so  reduced  that  its  motion 
can  be  controlled  by  the  steam  valve  without  incurring  any 
risk  of  knocking  out  the  end  of  the  retort.  An  enlargement  in 
the  water  passage,  forming  an  air  chamber,  provides  for  the 
space  occupied,  on  one  side  of  the  piston  only,  by  the  piston 
rod,  the  excess  water  forced  out  of  the  side  on  which  there  is 
no  rod  and  for  which  there  is  no  room  on  the  other  side  of  the 
piston,  owing  to  the  presence  of  the  rod  being  retained  in  this 
chamber. 

In  operating  the  machine  it  is  brought  to  the  right  point 
by  the  traversing  engine,  and  the  retort  lids  having  been 
slacked  off,  the  rakes  are  run  forward  into  the  retorts,  being 
kept  raised  during  their  forward  motion.  When  about  one- 
third  of  the  way  back  into  the  retorts  the  rakes  are  stopped, 
dropped  into  the  coke  and  withdrawn,  bringing  out  ahead  of 
them  the  coke  from  the  fronts  of  the  retorts.  They  are  then 
raised,  run  back  a  little  farther  than  before,  dropped  and  with- 
drawn, the  operation  being  repeated  until  the  rakes  have 
reached  the  back  of  the  retort  and  all  the  coke  has  been  drawn 
out.  The  rakes  are  then  brought  back  to  their  original  position 
on  the  machine  and  this  is  moved  to  the  next  set  of  retorts  to 
be  drawn,  and  the  whole  series  of  operations  repeated. 

West's  drawing-  machine,  like  the  charging  machine,  is 
worked  by  compressed  air.  As  made  for  large  works,  it  is 
mounted  on  a  separate  carriage  from  the  charging  machine,  but 
for  medium-sized  works  both  machines  are  mounted  on  the 
same  carriage  so  that  both  can  be  operated  by  the  same  man. 

In  its  separate  form  the  machine  consists  of  an  upright 
frame  mounted  upon  four  wheels,  which  run  on  rails  laid  in 
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the  retort  house  floor,  these  rails  being  used  in  common  by  both 
the  drawing  and  charging  machines.  This  main  frame  is 
moved  along  the  rails  either  by  a  hand  wheel  and  gears  or  by 
a  compressed  air  motor  and  gears. 

Suspended  from  it  in  a  position  perpendicular  to  the  face 
of  the  stack  of  retorts  is  a  horizontal  frame,  made  of  channel 
irons,  in  which  works  the  drawing  rake  bar.  The  chains  sup- 
porting this  frame  are  fastened,  not  to  the  frame  itself,  but 
to  what  may  be  called  a  cross  head  working  in  guides  on  the 
upright  frame,  and  pass  over  pulley  wheels  at  the  top  of  the 
upright  frame  and  then  run-down  to  a  hand  winch,  by  which 
the  rake  frame  and  rake  can  be  raised  and  lowered  to  the 
heights  of  the  various  tiers  of  retorts.  The  rake  frame  is 
pivoted  in  the  cross  head  so  that  the  front  end  of  it  and  the 
rake  can  be  raised  to  let  the  rake  pass  over  the  coke  as  it 
makes  the  forward  stroke  into  the  retort  and  lowered  to  force 
the  rake  down  into  the  coke  and  bring  the  latter  with  it  as  it 
is  withdrawn. 

The  power  for  driving  the  rake  back  and  forth  and  with- 
drawing the  coke  is  furnished  by  a  piston  driven  up  and  down 
in  a  vertical  cylinder  by  means  of  compressed  air  admitted 
alternately  above  and  below  the  piston.  Fastened  to  the  piston 
is  a  rod  carrying  a  rack,  the  teeth  of  which  engage  in  those  of 
a  pinion  on  the  axle  of  a  chain  drum.  To  this  drum  two  chains 
are  attached  in  such  a  way  that  as  one  is  wound  up  the  other 
is  unwound.  The  drum  is  made  in  two  parts,  one  for  each 
chain,  which,  while  they  move  as  one  when  the  machine  is  in 
operation,  can  be  moved  separately  in  order  to  take  up  the  slack 
of  the  chains  when  the  rake  is  raised  from  a  lower  to  a  higher 
level  and  to  pay  out  the  chains  when  the  rake  is  lowered.  One 
chain  runs  from  the  drum  down  to  and  partly  around  a  pulley 
wheel  carried  on  the  upright  frame,  then  forward  to  and  partly 
around  a  pulley  wheel  fixed  on  the  forward  end  of  the  rake 
bar  frame,  and  then  back  to  be  fastened  to  the  back  end  of  the 
rake  bar.  The  other  chain  runs  from  the  drum  down  to  and 
partly  around  a  wheel  on  the  upright  frame,  then  back  to  and 
partly  around  a  wheel  on  the  rear  end  of  the  rake  bar  frame 


Digitized  by  VjOOQIC 


125 

and  forward  to  be  also  fastened  to  the  back  end  of  the  rake  bar 
at  the  same  point  as  the  first  chain. 

Compressed  air  is  brought  to  the  machine  by  a  flexible  hose, 
and  its  admission  to  the  cylinder  is  regulated  by  means  of  a 
valve  chest  and  a  slide  valve.  Five  ports  open  into  the  valve 
chest,  there  being  a  separate  exhaust  and  admission  port  for 
each  end  of  the  cylinder  and  an  exhaust  port  opening  to  the 
outer  air.  The  admission  ports  open  into  the  cylinder  next  to 
the  heads  and  each  is  provided  with  a  check  valve  so  set  that 
it  will  open  under  pressure  from  the  slide  valve  side  and  close 
when  this  pressure  is  removed,  or  a  greater  pressure  is  applied 
from  the  side  toward  the  opening  in  the  cylinder.  The  ex- 
haust ports  open  into  the  cylinder  at  some  little  distance  from 
the  heads,  so  that  as  the  piston  nears  the  end  of  its  stroke,  in 
either  direction,  it  closes  off  the  corresponding  exhaust  port 
and  is  brought  gradually  to  rest  by  the  compression  of  the  air 
still  left  in  that  end  of  the  cylinder.  The  slide  valve  is  an 
ordinary    Q   valve  except  that  it  contains  a  by-pass  passage 

which  puts  the  two  ends  of  the  cylinder  in  communication  with 
each  other,  and  thus  permits  the  pressure  to  be  equalized  on 
both  sides  of  the  piston,  when  the  valve  is  in  its  middle  posi- 
tion. The  valve  is  operated  by  a  hand  lever  to  yrhich  are  con- 
nected two  tappet  levers  for  automatically  putting  it  in  its 
middle  position  just  as  the  piston  reaches  either  end  of  its 
stroke. 

In  operating  the  machine  the  rake  bar  is  set  at  the  proper 
height  for  the  tier  of  retorts  to  be  drawn,  and  the  machine  is 
moved  opposite  the  first  retort  in  the  series.  The  operator, 
with  one  hand  on  the  air  valve  lever,  moves  this  so  as  to  admit 
air  into  the  bottom  of  the  cylinder.  This  raises  the  piston  and 
revolves  the  chain  drum  so  that  the  rake  is  pushed  forward 
into  the  retort,  the  operator,  by  means  of  the  rocking  lever  in 
his  other  hand,  raising  the  rake  above  the  coke.  When  it  h^s 
gone  in  far  enough  he  reverses  the  air  valve,  thereby  first 
equalizing  the  pressure  on  both  sides  of  the  piston  and  then 
admitting  air  into  the  top  of  the  cylinder,  and  at  the  same  time 
drops  the  rake  into  the  coke.    The  pressure  of  the  air  on  top  of 
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the  piston  forces  it  down  and  moves  the  drum  in  the  opposite 
direction,  withdrawing  the  rake  from  the  retort  and  bringing 
the  coke  with  it.  As  the  piston  nears  the  bottom  of  the  cylinder 
it  shuts  off  the  bottom  exhaust  port  and  compresses  the  air 
ahead  of  it  until  it  is  brought  to  a  stop  just  as  the  tappet  lever 
moves  the  slide  valve  to  its  middle  position  and  allows  the  pres- 
sure to  be  equalized  in  both  ends  of  the  cylinder.  The  operator 
then  pushes  the  valve  over  to  admit  air  into  the  bottom  of  the 
cylinder  and  the  process  is  repeated,  the  rake  going  farther 
into  the  retort  at  each  stroke  until  all  the  coke  is  drawn  out. 
When  going  in  to  the  extreme  distance  on  the  last  stroke,  the 
air  is  cushioned  ahead  of  the  piston  in  the  upper  end  of  the 
cylinder  just  as  is  done  at  the  bottom  on  each  stroke.  This 
cushioning  at  the  bottom  prevents  the  rake  from  being  with- 
drawn clear  of  the  retort,  so  a  relief  port  is  provided  in  the 
bottom  head  of  the  cylinder.  This  port  is  fitted  with  a  valve, 
normally  kept  closed  by  the  pressure  in  the  cylinder,  which, 
when  the  drawing  of  the  retort  is  finished,  is  raised  by  the 
movement  of  a  third  lever.  As  the  air  escapes  through  this 
open  valve  the  piston  drops  and  the  rake  is  completely  with- 
drawn from  the  retort,  and  the  machine  can  be  moved  into  place 
in  front  of  the  next  retort  and  the  above  operations  repeated. 

Sometimes  a  small  water  tank  is  placed  on  top  of  the  up- 
right frame  and  water  from  this  tank  is  allowed  to  run  on  the 
rake  head  to  cool  it  when  it  is  drawn  out  of  the  retort. 

This  machine  has  recently  been  installed  in  a  few  works 
in  the  United  States. 

As  a  companion  machine  to  the  De  Brouwer  projector  a 
ram  worked  by  electricity  is  used  to  push  the  coke  out  of 
through  retorts,  that  is,  retorts  open  at  both  ends,  and  in  one 
installation  in  this  country  a  similar  ram  worked  by  compressed 
air  is  used  in  connection  wth  the  West  charging  machine,  the 
two  being  mounted  upon  the  same  carriage  and  worked  by  the 
same  operator.    (Trustees.) 

4.  Give  a  description,  illustrated  with  sketches,  of  some 
form  of  apparatus  for  separating  the  oil  tar  produced  in  the 
manufacture  of  carburetted  water  gas  from  its  accompanying 
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water,  the  purpose  being  to  remove  all  appearance  of  tar  from 
the  works*  drainage. 

Ans.  An  effective  apparatus  for  separating  the  oil  tar  pro- 
duced in  the  manufacture  of  carburetted  water  gas  from  its 
accompanying  water,  is  shown  in  the  cut,  and  consists  of  an 
oblong  rectangular  box  of  wood  or  iron,  say  4  feet  wide,  5  feet 
deep  and  16  feet  long,  buried  in  the  ground  to  such  a  depth 
as  to  receive  all  wash  box  and  drip  water,  and  to  empty  into  a 
sewer  or  other  drain.  This  box  is  provided  with  a  series  of 
cross  partitions  at  intervals  of  18  in.  or  2  feet,  every  other 
partition  reaching  from  within,  say,  5  inches  of  the  bottom  of 
the  box,  to  within  4  to  6  inches  of  the  top  surface  of  liquid  in 
box.  Alternating  with  these  partitions  are  others  which  reach 
from  within  2  feet  of  bottom  of  box,  up  above  surface  of 
liquid,  and  are  called  skimmers.  The  liquids  to  be  separated 
are  admitted  at  one  end  into  the  box  (if  possible  from  a  height 
of  several  feet),  falling  on  an  iron  plate  and  thence  flowing 
through  separator.  This  striking  of  tarry  liquids  on  iron  plate 
helps  to  break  up  the  vesicles  of  tar  and  water.  Another  way 
would  be  to  urge  the  stream  of  tarry  water  against  a  plate,  by 
aid  of  a  steam  jet.  The  liquid  flows,  the  slower  the  better, 
over  and  undfer  the  partitions,  each  reversal  of  current  helping 
to  precipitate  the  tar  to  the  bottom ;  any  light  oils  come  to  the 
top  surface,  and  are  held  by  the  skimmers  until  removed. 

The  wider  and  deeper  the  box,  the  slower  the  motion  of  a 
given  quantity  of  fluid  per  hour ;  the  longer  the  box,  the  more 
complete  the  separation.  The  higher  the  bottom  of  skimmers 
from  the  bottom  of  the  box,  the  greater  the  capacity  of  the  box 
to  hold  the  separated  tar  between  periodical  drawings  off.  The 
bottoms  of  the  other  partitions  are  only  above  bottom  of  box, 
to  enable  accumulated  tar  to  be  drawn  off  from  one  end;  the 
tar  will  never  be  completely  drawn  off,  so  that  there  is  no 
danger  of  liquid  flowing  direct  from  one  end  of  box  to  other 
under  partitions. 

Bottoms  of  skimmers  should  not  be  too  high  above  bottom 
of  box,  however,  for  total  depth  of  box,  or  the  zigzag  reversals 
of   current   would    be   too    slight.      Keep    box   covered    with 
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hatches,  if  necessary  warm  with-  steam  pipes  in  winter  to  keep 
temperature  about  150**  Fahr.     (Trustees.) 

5.  Give  a  description,  illustrated  with  sketches,  of  the  way 
in  which  you  would  patch  a  ragged  hole,  too  large  to  be 
stopped  by  a  single  bolt  and  washer,  in  a  holder  sheet  too  thin 
to  permit  tapping  a  thread. 

Ans.  Although  the  finished  work  would  be  the  same  in 
every  case  the  temporary  measures  adopted  to  prevent  loss  of 
gas  while  the  preliminary  work  of  preparation  was  being  car- 
ried on  would  depend  upon  the  location  and  character  of  the 
hole  to  be  patched.  If  this  is  in  the  crown  a  plate  smeared 
with  clay  or  a  putty  of  some  kind  can  be  laid  over  the  open- 
ing and  weighted  down.  If  the  hole  is  in  the  side  of  the  holder 
and  is  small  it  can  be  stopped  with  waste,  but  if  large  it  may 
be  necessaVy  to  keep  it  under  water  until  the  patch  is  ready  to 
be  applied. 

This  patch  should  be  made  of  wrought  iron  or  steel  plate  of 
about  the  same  weight  as  the  holder  sheet,  the  piece  taken  being 
cut  of  such  size  and  shape  as  to  extend  well  beyond  the  edges 
of  the  hole  on  all  sides.  Oblong  holes,  say,  1  in.  long  by  '/le 
in.  wide,  with  the  long  axis  at  right  angles  to  the  edge  of  the 
plate,  about  2  in.  apart  and  with  J4  in.  space  between  the 
outer  ends  of  the  holes  and  the  edge  of  the  plate,  should  be 
made  all  around  the  perimeter  of  the  patch.  The  heads  of  a 
sufiicient  number  of  J4  in.  bolts  should  be  flattened  until  they 
are  only  %  in.  wide.  The  patch  should  then  be  applied  to,  and 
held  against  the  sheet  over  the  hole  until  bolt  holes  are  made  in 
the  sheet  to  correspond, with  those  in  two  diagonally  opposite 
comers  of  the  patch.  It  can  then  be  bolted  temporarily  to  the 
sheet  by  passing  the  flattened  head  of  one  of  the  prepared 
bolts  through  each  hole,  giving  the  bolt  a  quarter  turn  so  as 
to  bring  the  head  at  right  angles  to  the  hole,  placing  a  washer 
over  the  end  of  the  bolt  and  screwing  down  the  nut.  (A  string 
should  be  tied  to  the  bolt  in  order  to  hold  it  while  the  nut  is 
being  screwed  on.)  Putty  can  then  be  smeared  around  the 
edge  of  the  patch  to  stop  the  escape  of  gas  and  the  work  of 
making  the  other  holes  in  the  sheet  proceeded  with.     These 
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holes  can  be  made  by  means  of  a  breast  drill  and  a  round  file, 
or  in  any  other  convenient  way  that  will  not  bend  in  the  sheet 
around  the  edges  of  them,  and  as  each  one  is  made  it  can  be 
stopped  with  waste.  When  the  holes  are  all  made  the  patch 
should  be  unbolted  and  removed,  another  piece  of  iron  being 
*  pressed  against  the  opening  to  prevent  the  escape  of  gas,  and 
a  putty  made  of  equal  parts  of  red  lead  and  litharge  mixed  in 
glycerine  spread  over  the  side  that  goes  against  the  holder. 
It  is  then  reapplied  to  the  holder  and  bolted  on  permanently, 
the  hole  around  each  bolt  being  filled  in  with  putty  before  the 
washer  is  put  on  and  a  grummet  of  lamp  wick  smeared  in  the 
putty  being  used  under  both  the  washer  and  the  nut.  The 
washers  used  should  not  be  less  than  lj4  in.  in  diameter,  in 
order  to  lap  over  the  hole  in  its  longest  dimension.  Care  must 
be  taken  to  use  bolts  on  which  the  nuts  turn  easily,  so  that 
there  will  be  no  trouble  from  the  nut  and  bolt  turning  together 
before  the  nut  comes  down  tight  on  the  patch. 

If  the  patch  is  a  large  one  applied  to  the  side  of  the  holder 
it  will  be  well  to  provide  some  means  of  holding  it  up  until 
it  is  held  by  the  bolts.  This  can  be  done  by  an  eye  bolt  fastened 
by  nuts  on  each  side  of  the  plate,  the  eye  and  the  piece  of  the 
bolt  projecting  beyond  the  outside  nut  being  sawed  off  when 
the  job  is  finished.    (Trustees.) 

6.  Name  some  useful  purpose,  or  purposes,  to  which  tar 
(coal  or  oil)  can  be  applied,  either  in  or  outside  the  gas  works, 
and  describe  the  method  of  preparation  and  employment  for 
such  purpose. 

Ans.  (A)  As  a  paint 

(B)  As  a  sidewalk  pavement. 

(A)  The  tar  must  have  less  than  1  per  cent,  of  water  in  it 
to  be  readily  boiled  down  without  the  use  of  special  stills. 
Concentrate  the  tar  by  boiling  until  it  will  "string"  between 
thumb  and  forefinger  when  cooled  to  60*  F.  When  ready  to 
use  as  paint,  heat  in  quantity  required  for  six  hours'  use,  to 
about  150*  F.,  stir  in  benzine  in  the  proportion  of  one  gallon 
to  four  of  the  tar.  Apply  hot,  though  as  it  gradually  cools  it 
can  be  used  nearly  as  well,  and  sometimes  the  tar  has  been 
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thinned  as  above  while  cold  and  used  without  heating,  and  has 
given  satisfaction. 

Naphtha  is  sometimes  used  instead  of  benzine.     Paraffine 
oil  is  also  employed  as  a  thinner  of  the  tar.    Lime  is  also  con- 
sidered by  some  a  necessary  ingredient,  but  if  used  as  men- 
tioned here,  the  paint  will  prove  durable  and  give  a  hard,  • 
smooth  surface. 

(B)  For  pavement  for  sidewalks,  applied  as  a  finishing 
surface  2  to  3  inches  thick  upon  a  foundation  of  broken  stone 
or  coarse  clinkers,  the  top  dressed  with  finer  ashes  or  coke 
breeze,  boil  the  tar  until  at  60**  F.  it  has  the  consistency  of 
vaseline.  In  the  absence  of  special  furnaces  for  the  work, 
place  a  sheet  of  boiler  plate  upon  stones,  in  the  vicinity  of  the 
paving  to  be  laid,  so  that  it  will  be  about  one  foot  above  the 
ground.  On  this  plate  throw  building  sand  and  underneath 
kindle  a  fire  of  wood  or  coke.  Turn  the  sand  over  with  a 
shovel  until  well  heated.  Gradually  pour  on  the  thick  tar, 
meanwhile  turning  and  mixing  the  mass  until  the  sand  is  uni- 
formly black  and  of  such  a  consistency  that  a  ball  of  it  will 
just  hold  together  while  hot.  While  hot,  and  carrying  the 
mixture  in  heated  iron  barrows  or  on  shovels,  apply  where  re- 
quired, level  with  a  hot  rake  and  ram  with  a  hot  rammer.  Then 
sprinkle  the  surface  with  fine  sand  and  roll,  using  preferably  a 
heavy  hand  roller.  This  may  be  made  of  a  piece  of  cast  iron 
street  main,  with  ends  plugged  and  centre  filled  with  sand. 
(Trustees.) 

7.  Define  the  term  "specific  heat"  of  a  substance.  Is  the 
specific  heat  of  a  gas,  or  vapor,  at  constant  pressure,  that  is, 
when  free  to  expand,  as  gas  in  a  gas-holder,  the  same,  or  more 
or  less,  than  the  specific  heat  of  the  same  gas  or  vapor  at  con- 
stant volume,  that  is,  when  confined,  as. steam  in  a  boiler? 
Why? 

Ans.  "Specific  heat"  as  used  in  the  question  denotes  the 
amount  of  heat  expressed  in  heat  units  which  is  required  to 
raise  by  1*  the  temperature  of  unit  weight  of  a  substance. 
Since  a  heat  unit  is  the  amotmt  of  heat  required  to  raise  by  1  *^ 
the  temperature  of  unit  weight  of  water,  the  specific  heat  of  a 
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substance  is  the  ratio  between  the  amount  of  heat  needed  to 
raise  by  T  the  temperature  of  unit  weight  of  the  substance, 
and  the  amount  of  heat  required  to  raise  by  1**  the  temperature 
of  unit  weight  of  water.  If  the  unit  of  weight  is  the  pound 
avoirdupois  and  the  temperature  is  measured  in  Fahrenheit 
degrees,  the  specific  heat  is  expressed  in  British  thermal  units, 
while  if  the  unit  of  weight  is  the  kilogramme  and  the  temper- 
ature is  measured  in  Centigrade  degrees,  the  specific  heat  is 
expressed  in  calories.  It  is  expressed  by  the  same  number  in 
each  case.  More  heat  is  required  to  raise  the  temperature  of 
unit  weight  of  water  a  given  amount  than  is  needed  to  raise 
by  the  same  amount  the  temperature  of  unit  weight  of  any  other 
substance,  with  the  exception  of  hydrogen;  therefore,  with 
this  exception,  the  specific  heats  of  all  substances  are  less 
than  1. 

The  specific  heat  of  a  gas  or  vapor,  when  free  to  expand, 
is  more  than  the  specific  heat  of  the  same  gas  or  vapor  when 
confined ;  that  is,  it  requires  more  heat  to  raise  the  temperature 
of  a  given  volume  of  gas  or  vapor  from  any  point  to  a  higher 
point  when  free  to  expand,  than  to  raise  the  same  volume 
through  the  same  range  of  temperature,  the  gas  or  vapor  being 
confined.  The  reason  for  this  will  be  evident  after  a  little 
thought.  In  raising  the  temperature  of  a  confined  gas  or 
vapor,  as  steam  in  a  boiler,  it  is  only  required  to  add  the  heat 
necessary  to  increase  the  temperature  of  the  gas  or  vapor  from 
the  point  at  which  it  starts  to  the  desired  temperature.  If, 
however,  the  gas  or  vapor  is  free  to  expand,  it  will  expand  as 
heated,  and  in  expanding  it  must  displace,  or  lift  the  atmos- 
phere pressing  upon  it,  an  amount  equivalent  to  the  expansion. 
Thus,  if  the  gas  is  in  a  holder  having  an  area  of  100  square 
feet,  as  its  temperature  increases,  the  gas  expands,  and  the 
holder  rises,  say,  one  foot.  Now,  the  holder  has  done  mechani- 
cal work  equivalent  to  lifting  the  entire  weight  of  the  portion 
of  the  atmosphere  bearing  upon  the  holder  (about  15  lb.  for 
every  square  inch  of  the  area  of  the  holder),  through  one  foot 
in  height,  and  the  heat  necessary  to  the  accomplishment  of  this 
work  must  be  supplied  to  the  gas,  and  is  in  addition  to  the 
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heat  necessary  to  raise  the  temperature  of  the  gas  if  confined. 
(Trustees.) 

8.  An  illuminating  gas  has  the  following  composition  by 
volume : 

Carbon  Dioxide,      (  CO2  )  2. 70% 

Oxygen,                    ( Oa  )  .11% 

Illuminants,  15.55% 

Carbon  Monoxide,  (CO)  30.75% 

Hydrogen,                (Ha)  32.45% 

Marsh  Gas,               ( CH4  )  13-93  % 

Nitrogen,                  (  N2  )  3-86% 

Calculate  the  heating  power  per  cubic  foot,  assuming  the 
illuminants  to  be  composed  of  Benzol  Vapor  (CgHe),  15%,  and 
Olefiant  Gas  (C2H4),  85%,  and  the  water  formed  by  the  com- 
bustion of  the  hydrogen  and  hydrocarbons  to  pass  off  as  vapor 
at  a  temperature  of  212**  F. 

Ans.  Since,  as  stated  in  the  question,  the  water  formed  by 
the  combustion  of  the  hydrogen  and  hydrocarbons  in  the  gas 
passes  off  as  vapor,  the  net  calorific  values  of  the  hydrogen  and 
hydrocarbons  must  be  employed  in  the  calculation.  The  answer 
to  Question  No.  9  of  the  Sixth  Series  gives  the  net  calorific 
values  per  cubic  foot  of  the  various  combustible  components 
of  the  gas  as  follows : 

Benzol  Vapor,  (CeHe )     3572  B.t.u. 

Ethylene  or  Olefiant  Gas,  (C^HJ     1515 
Carbon  Monoxide,  (CO)  325       ** 

Hydrogen,  (Ha)  275       ** 

Marsh  Gas,  (CH4)        910       '* 

Carbon  dioxide,  oxygen  and  nitrogen,  not  being  combusti- 
ble, have  no  heating  value. 

Each  100  cu.  ft.  of  the  illuminating  gas  under  consideration 
contains, 

2.33  cu.  ft.  of  Benzol  Vapor, 
13.22      '*       "    Olefiant  Gas, 
30.75       "       "    Carbon  Monoxide, 
32.45       "       "    Hydrogen, 
13.93      "       "    Marsh  Gas, 
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and  therefore   the   calorific  value  derived  from  the  quantity 
of  each  of  the  components  contained  in  100  cu.  ft.  will  be, 

2.33   X  3572  =    8322.76  B.t.u. 

13.22  X  1515  =  20028.30     *' 

30.75    X     325  =    9993  75       ** 
32.45   X     275  ==    8923.75       •• 

13.93  X    910  =  12676.30     " 

Total,  59944.86 

and  that  of  one  cubic  foot  of  the  gas  will  be  599.4  B.t.u. 

This  is  the  net  heating  power  of  the  gas.  The  gross  heat- 
ing power  would,  of  course,  be  larger,  but  it  is  the  net  heating 
power  which  is  important  under  the  conditions  under  which  gas 
is  generally  burned. 

It  is  interesting  to  note  that  of  the  total  net  or  available 
heating  power  of  the  gas  there  is  derived,  in  round  numbers, 
^7%  from  the  illuminants,   17%  from  the  carbon  monoxide; 
15%  {rem  the  hydrogen  and  21%  from  the  marsh  gas.     (Trus- 
tees.) 

9.  Describe  the  testing  of  a  consumer's  meter.  Give  all  the 
precautions  to  be  observed. 

Ans.  Consumers'  meters  should  be  allowed  to  remain  in  the 
^^^^  room  with  the  meter-prover  at  least  one  hour  before 
testing,  to  allow  the  meter  to  become  of  the  same  temperature 
^  Ae  air  and  water  in  the  meter-prover.  Meters  should  under- 
go three  distinct  tests. 

First  Test  for  registration  on  a  small  flame,  about  the  size 
o*  a  small  copper  cent ;  this  is  to  detect  any  leakage  in  the 
^"^1  or  any  holes  in  the  diaphragm.  If  no  registration 
^PP^rs  when  this  test  is  made,  the  meter  should  go  to  the  shop 
for  examination. 

oecond.  Test  for  irregularity  of  delivery,  to*  show  any 
stinness  or  derangement  of  the  internal  mechanism  of  the 
™cter.  To  give  the  test  the  greater  precision,  the  meter  should 
be  connected  to  a  cluster  or  line  of  lights,  of,  or  near  its  full 
capacity,  and  if  there  is  any  irregularity  in  the  working  of  the 
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meter,  it  will  show  in  fluctuation  of  the  flames,  and  the  meter 
should  go  to  the  shop. 

Third.  If  both  of  the  above  tests  show  that  the  meter  is  in 
good  working  order,  the  third  test  should  be  for  accuracy  of 
registration. 

When  the  meter  has  been  connected  to  the  prover,  one  or 
more  cubic  feet  of  air  should  be  allowed  to  pass  through  the 
meter,  to  expel  the  gas  remaining  after  the  first  two  tests,  then 
bring  the  hand  on  the  prover,  and  the  test  hand  on  the  meter 
to  zero,  open  the  air  passage  between  the  prover  and  meter 
and  allo\y  the  air  under  the  prover-cylinder  to  pass  through 
the  meter,  and  when  the  test  hand  arrives  at  zero  again,  the 
scale  on  the  prover  shows  to  what  extent,  if  any,  the  meter 
was  in  error.  If  the  meter  shows  not  more  than  1  per  cent, 
fast  or  lj4  per  cent,  slow,  it  is  considered  correct,  but  beyond 
these  limits  it  should  go  to  the  shop  for  adjustment  or  other 
repair,  as  examination  may  dictate. 

All  meters  when  not  in  use  should  be  kept  tightly  corked, 
and  no  meter  should  be  set  which  has  not  been  tested  within 
thirty  days.     (Trustees.) 

11.  When  a  gas  engine  is  connected  to  a  comparatively 
small  street  main,  its  operation  will,  unless  special  precautions 
are  taken,  cause  a  fluctuation  in  pressure  which  may  affect  the 
use  of  lighting  and  cooking  appliances  in  the  neighborhood. 
What  means  would  you  employ  to  prevent  such  a  fluctuation 
in  pressure  from  being  produced  in  the  street  main  when  the 
engine  is  running? 

Ans.  This  question  was  brought  up  and  discussed  at  a 
meeting  of  the  American  Gas  Light  Association,  and  several 
methods  of  overcoming  the  fluctuation  of  pressure  were  de- 
scribed. 

The  simplest  method,  which,  however,  applies  only  where 
the  load  is  fairly  constant,  is  to  put  a  stop  cock  on  the  inlet  to 
the  gas  bag  and,  by  partly  shutting  the  cock,  compel  the  gas 
to  pass  into  the  bag  at  a  practically  uniform  rate  just  sufficient 
to  supply  the  quantity  of  gas  required  by  the  engine.    The  bag 
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acts  as  a  reservoir  which  is  emptied  when  the  engine  draws 
gas,  and  is  filled  again  during  the  interval  between  explosions, 
and  as  the  pull  on  the  portion  of  the  pipe  in  front  of  the  stop 
cock  is  kept  more  constant  the  fluctuation  in  pressure  is  re- 
duced. This  method  will  give  slightly  better  results  when  two 
bags  are  used  in  tandem  instead  of  one.  When  it  is  employed 
care  must  be  taken  not  to  shut  off  the  stop  cock  to  such  an 
extent  as  to  prevent  the  engine  from  getting  all  the  gas  it  re- 
quires and  thus  to  prevent  it  from  developing  the  power 
needed. 

A  more  elaborate  method  based  upon  the  same  principle 
is  to  use  a  diaphragm  governor  followed  by  a  reservoir  or  tank 
from  which  the  engine  draws  its  gas.  An  ordinary  kitchen 
boiler  will  make  a  good  reservoir.  Some  times  a  length  of  pipe 
of  a  diameter  larger  than  that  of  the  rest  of  the  run  between 
the  regulator  and  the  engine  is  used  as  the  reservoir. 

This  method  gives  good  results  with  engines  running  at 
relatively  high  rates  of  speed  or  with  multiple  cylinder  engines 
which  draw  gas  at  a  comparatively  steady  rate,  but  with  large 
single  cylinder  engines  running  at  slow  speeds  the  simple  reser- 
voir must  be  made  very  large.  In  such  cases  a  reservoir  is  used 
which  is  partly  filled  with  some  non-volatile  liquid,  one  portion 
of  the  surface  of  which  is  in  communicaton  with  the  outside 
air,  while  gas  stands  in  the  part  of  the  reservoir  over  the  rest 
of  the  surface.  This  part  of  the  reservoir  is  in  direct  communi- 
cation with  both  the  engine  and  the  service  pipe.  When  the 
engine  pulls  gas  the  pressure  in  the  reservoir  is  reduced,  and 
the  air  acting  on  the  liquid  forces  it  up  into  the  gas  space,  and 
thus  drives  gas  out  from  this  space  to  the  engine.  In  the  in- 
tervals between  the  suction  strokes  of  the  engine  the  supply  of 
gas  in  the  reservoir  is  replenished  from  the  service  and  the 
liquid  brought  back  to  its  normal  level. 

A  small  gas  holder  will,  under  the  same  conditions,  abso- 
lutely prevent  the  passing  back  to  the  street  main  of  any  fluc- 
tuation in  pressure,  no  matter  how  much  the  load  varies,  but 
such  a  holder  is  comparatively  expensive. 
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All  of  these  methods  employ  the  same  principle,  that  of 
having  a  store  of  gas,  fed  at  a  constant  rate,  from  which  the 
engine  can  draw  its  supply  without  reducing  the  pressure  as 
much  as  if  it  drew  directly  from  the  service.     (Trustees.) 

12.  What  is  meant  by  the  term  "bond''  as  used  in  speaking 
of  brick-work?  What  is  English  Bond?  What  is  Flemish 
Bond?    Give  sketches  as  well  as  descriptions. 

Ans.  "Bond**  in  brick-work  denotes  the  uniform  system  in 
accordance  with  which  the  bricks  are  placed  in  the  wall. 

English  Bond  is  a  system  in  which  all  the  bricks  in  any  one 
course  are  either  headers  (bricks  laid  with  their  length  per- 
pendicular to  the  face  of  the  wall),  or  stretchers  (bricks  laid 
with  their  length  parallel  to  the  face  of  the  wall).  Sometimes 
the  courses  of  headers  and  stretchers  alternate,  but  usually 
there  are  several  courses  of  stretchers  for  each  course  of 
headers.  In  ordinary  walls  the  proportion  of  stretcher  courses 
to  header  courses  is  sometimes  made  as  high  as  seven  to  one, 
but  this  makes  a  wall  which  is  weak  transversely,  since 
stretchers  give  longitudinal  strength  and  headers  transverse 
strength.  For  the  walls  of  gas  works  buildings,  at  least  one 
course  in  four  should  be4aid  in  headers.  One  course  of  headers 
in  three  courses  gives  equal  strength  longitudinally  and  trans- 
versely. 

In  laying  bricks  in  English  Bond,  care  must  be  taken  to 
make  the  vertical  joints  in  the  header  courses  thin,  so  that  the 
two  headers  and  the  vertical  joint  between  them  will  not  take 
up  a  greater  length  than  the  stretcher,  and  prevent  the  correct 
breaking  of  the  joints  by  one-quarter  of  a  brick. 

Flemish  Bond  is  a  system  in  which  the  bricks  in  each 
course  are  alternately  headers  and  stretchers,  the  outer  end  of 
each  header  lying  on  the  middle  of  a  stretcher  in  the  course  be- 
low. There  are  the  same  number  of  vertical  joints  in  each 
course  and  there  is,  therefore,  nothing  to  prevent  the  proper 
breaking  of  these  joints.  Brick-work  laid  in  Flemish  Bond  pre- 
sents a  neater  appearance  than  does  that  laid  in  English  Bond, 
but  the  latter  is  stronger  than  the  former.     (Trustees.) 
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Twelfth  Series  of  Questions — Section  of  1907 — Practi- 
cal Class — Trustees  Gas  Educational  Fund. 

1.  What  is  the  fuel  value  of  the  oil  tar  produced  in  the 
manufacture  of  carburetted  water  gas,  and  consequently  what  * 
is  the  price  that  should  be  obtained  per  gallon  to  make  it  worth 
while  to  sell,  instead  of  burning   it?    The  price  of  steam  coal 
may  be  taken  as  $3.80  per  net  ton. 

2.  Has  any  conveyor  been  successfully  applied  to  receive 
the  hot  coke  as  it  comes  from  the  retorts  and  transport  it  to 
the  coke  yard,  the  coke  being  quenched  in  transit?  If  so,  give 
a  description  of  it,  illustrated  with  sketches. 

3.  Give  a  description  of  a  furnace  and  setting  for  horizontal 
return  tubular  boilers  suited  for  the  use  of  coke  breeze  as  the 
boiler  fuel,  and  state  how  you  would  obtain  the  draft  required 
for  the  combustion  of  the  fuel. 

4.  How  can  the  weight  of  water  evaporated  per  pound  of 
fuel  by  a  boiler  under  ordinary  conditions  be  determined  ap- 
proximately ? 

5.  What  are  the  arguments  for  and  against  anti-dips  ? 

6.  What  are  the  respective  arguments  in  favor  of  the  uSe  of 
lime  and  of  iron  oxide  for  purification  ? 

7.  Describe  an  arrangement  by  which  the  percentage  of  air 
admitted  for  continuous  revivification  of  the  oxide  in  the 
purifying  boxes  can  be  kept  under  control. 

8.  Upon  what  property  of  illuminating  gas  does  the  amount 
of  light  that  it  will  give  per  cubic  foot  when  used  in  an  in- 
candescent burner  depend? 

9.  Having  taken  charge  of  the  engineering  work  of  a  gas 
company  showing  a  large  amount  of  unaccounted-for  gas, 
how  would  you  proceed  to  determine  how  much  of  this  was 
due  to  actual  loss  from  leaks  in  the  mains  and  services  and 
how  much  was  due  to  other  causes  ? 

10.  Describe  a  method  of  filing  and  reporting  upon  orders 
for  setting  and  removing  meters  which  makes  it  certain  that  all 
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such  orders  are  properly  attended  to  and  that  the  changes  of 
nieters  made  in  carrying  them  out  are  properly  recorded.  In- 
clude in  your  answer  the  system  of  checks  necessary  in  order 
that  the  reading  of  all  meters  set  and  removed  may  be  cor- 
r^ly  made  and  recorded. 

11.  The  inventor  of  a  patent  process  for  making  gas  claims 
that  it  uses  only  12  lb.  of  bittmiinous  coal  and  2.4  gallons  of 
Ohio  crude  oil  per  1,000  cu.  ft.  of  gas  made  and  that  the  gas 
has  a  calorific  value  of  502  B.tu.  per  cubic  foot.  How  can  it 
be  shown  that  the  above  claim  is  impossible  of  realization  ? 

12.  What  are  the  precautions  that  should  be  taken  in  laying 
fire  brick  and  fire  clay  blocks  to  secure  for  the  finished  work, 
strength  and  the  ability  to  resist  heat? 

(Answers  to  these  questions  are  due  February  1,  1907.) 


Answers  to  Twelfth  Series  of  Questions — Section  of 
^^^^pRACTiCAL  Class — Trustees  Gas  Educational 

Fund. 
^swers  to  questions  Nos.  4  and  12  have  been  published,  in 

the  previous  volume  of  the  Proceedings,  and  can  be  found  there 

as  follows: 

^°- 4,  Vol.  I.,  page  108. 
^^•12,  Vol.  I.,  page  126. 
"^  answers  to  the  other  questions  are  as  follows : 

•  ^^t  is  the  fuel  value  of  the  oil  tar  produced  in  the 
™^ofacture  of  carburetted  water  gas,  and,  consequently, 
wnat  IS  the  price  that  should  be  obtained  per  gallon  to  make  it 
^^^  while  to  sell,  instead  of  burning  it?  The  price  of  steam 
^  "^y  be  taken  as  $3.80  per  net  ton. 

Ans.  The  only  information  that  has  been  published,  as  far 
as  is  bown  to  the  Trustees,  as  to  the  fuel  value  of  the  oil  tar 
produced  in  the  manufacture  of  carburetted  water  gas  is  that 
given  in  a  paper,  "The  Fuel  Value  of  Residuals,"  read  by  Mr. 
Chas.  F.  Pridiard  at  the  meeting  of  the  American  Gas  Light 
Ajsodatibn  in  1901. 
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Mr.  Prichard  took  as  a  basis  of  value  a  first-class  steam 
coal  having  a  calorific  value  of  14,385  B.t.u.  per  pound  and 
giving  an  evaporative  duty  per  pound,  under  every  day  work- 
ing conditions  in  the  boilers  of  an  electric  light  plant,  of  9.8 
lb.  of  water  from  and  at  212"*.  The  cost  of  this  coal  is,  in  the 
question,  assumed  as  $3.80  per  net  ton. 

The  calorific  value  of  the  oil  tar  used  by  Mr.  Prichard,  as 
determined  by  a  bomb  calorimeter  test,  was  ^7,193  B.t.u.  per 
pound,  and  the  average  evaporative  efficiency  per  pound,  when 
used  under  boilers  under  the  same  conditions  as  the  coal,  was 
14.9  lb.  of  water  from  and  at  212**.  As  the  weight  of  a  gallon 
of  this  tar  was  9.58  lb.  the  weight  of  coal  equivalent  for  use  as 
boiler  fuel  to  a  gallon  of  tar  can  be  found  from  the  proportion 

9.58  X  14.9 

X  :  9 .58  =  14.9  : 9.8    according    to    which    x  = = 

9.8 
14.56  pounds.     Since  the  coal  is  worth  0.19c.  per  pound  the 
value  of  the  tar  for  fuel  purposes  is  0.19c.  X  14.56  =  2.8c.  per 
gallon,  and  if  it  cannot  be  disposed  of  at  this  or  a  higher  price 
it  should  be  burned. 

Mr.  Prichard's  paper  can  be  found  in  the  Proceedings  of  the 
American  Gas  Light  Association,  Vol.  XVIII,  page  77;  in 
American  Gas  Light  Journal,  Vol.  LXXV,  page  807,  or  in 
Progressive  Age,  Vol.  XIX,  page  517.    (Trustees.) 

2.  Has  any  conveyor  been  successfully  applied  to  receive 
the  hot  coke  as  it  comes  from  the  retorts  and  transport  it  to 
the  coke  yard,  the  coke  being  quenched  in  transit  ?  If  so,  give 
a  description  of  it,  illustrated  with  sketches. 

Ans.  As  far  as  is  known  only  one  gas  company  in  the 
United  States  has  had,  with  conveyors  for  the  transport  of  hot 
coke,  a  satisfactory  experience  that  has  extended  over  a  period 
of  several  years,  although  there  are  several  companies  that  have 
recently  installed  conveyors  for  the  purpose  named.  Almost 
all  of  these  recent  installations  are  examples  of  types  of  con- 
veyors that  have  been  developed  in  Europe.  The  experience 
of  the  company  first  mentioned  has  been  such  that  an  improved 
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form  of  the  conveyor  used  in  the  old  retort  house  has  been 
installed  in  a  new  retort  house  recently  built. 

This  conveyor  consists  of  interlappiog  pans  made  from  soft 
steel  sheets  ^/le  in.  thick.  Each  pan  is  about  IS  in.  long  and 
by  their  interlapping  they  form  a  continuous  trough  20  in. 
wide  and  6  in.  deep  of  the  length  required  to  serve  the  stack. 
To  the  bottom  of  each  pan  is  fastened  one  link  of  a  chain  de- 
signed so  that  any  link  can  be  easily  removed  as  occasion  arises 
and  so  that  the  wear  at  the  joints  between  the  links  will  be  very 
slight.  This  chain  passes  over  a  friction  driving  wheel  set 
at  one  end  of  the  run  and  is  driven  by  the  friction  between  this 
wheel  and  suitable  cylindrical  bearing  pieces  provided  on  the 
chain.  The  working  run  of  the  pan  is  supported  by  wheels 
with  horizontal  axles,  turning  in  fixed  bearings  and  set  in  pairs 
the  proper  distances  apart,  the  whole  length  of  the  conveyor. 
To  keep  the  wear  caused  by  these  wheels  from  coming  on  the 
pans  themselves  two  narrow  channel  irons  are  riveted  to  the 
bottom  of  each  pan,  parallel  to  the  driving  chain  and  one  on 
each  side  of  it,  and  these  channels  form  two  continuous  longi- 
tudinal grooves  which  rest  on  top  of  the  wheels  and  serve  also 
to  guide  the  pan  and  keep  it  moving  in  a  straight  line.  On 
the  return  the  pan  is  guided  by  wheels  with  vertical  axles, 
which  bear  lightly  against  the  sides. 

In  this  conveyor  the  coke  simply  rests  in  the  pan  and  is  car- 
ried along  with  it,  so  there  is  no  fricton  between  the  coke  and 
the  metal  bottom.  The  chain  is  kept  entirely  out  of  contact 
with  the  coke,  reducing  the  wear  upon  it,  and  being  driven  by 
a  friction  wheel  instead  of  a  sprocket  wheel,  slight  increases 
in  the  length  of  link  arising  from  wear  do  not  interfere  with  the 
driving.  The  indivdual  pans  are  very  easily  made  by  bending 
up  the  edges  of  flat  plates  of  the  proper  size,  and  the  parts 
upon  which  the  wear  comes  can  be  very  easily  renewed,  so  that 
the  conveyor  is  comparatively  cheap  in  first  cost  and  also  in 
respect  of  cost  of  repairs.  The  Trustees  have  been  unable  to 
obtain  sketches  of  this  conveyor. 

Almost  all  the  other  conveyors  in  use  with  hot  coke  act  by 
pushing  the  coke  along  a  fixed  trough  by  means  of  scrapers 
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of  varying  forms.  The  one  that  has  been  longest  in  use  is 
illustrated  on  the  accompanying  cut,  and  consists  of  a  trough 
made  of  cast  iron,  wrought  iron,  steel  or  masonry,  in  which 
move  two  endless  chains  of  special  construction  joined  together 
by  cross  bars  at  intervals  of  about  two  feet.  These  cross  bars 
also  act  as  distance  pieces  and  keep  the  chains  parallel.  The 
trough  is  either  placed  on  the  charging  floor  of  the  retort  house 
or  set  in  this  floor  with  its  top  flush  with  the  floor  level.  It 
varies  in  width  from  20  in.  to  2  ft.  9  in.,  the  largest  size  being 
used  for  large  installations  of  inclined  retorts.  The  depth  is 
usually  5  in.,  though  the  wide  troughs  can  be  made  with  a 
depth  of  3  in.,  since  most  of  the  coke  falls  near  the  centre  and 
very  little  reaches  the  sides.  The  bottom  of  the  trough  must 
be  perfectly  smooth  so  that  there  shall  be  no  obstruction  to  the 
moving  coke.  The  joints  between  the  various  plates  composing 
the  bottom  and  between  these  plates  and  the  angle  iron  sides 
must  be  made  water-tight,  and  the  ends  of  the  trough  are 
turned  up  to  retain  the  water  for  quenching,  which  is  rim  into 
the  trough  continuously  while  the  conveyor  is  at  work.  At  the 
end  at  which  the  coke  is  delivered  the  conveyor  may  be  and 
usually  is  run  up  at  an  angle  of  30**  with  the  horizontal  to  a 
height  sufficient  to  allow  the  coke  to  be  piled  or  dumped  into 
wagons  or  cars,  as  it  has  been  found  that  the  coke  can  be  easily 
carried  up  a  trough  at  this  angle. 

The  chains,  which  are  driven  by  suitable  sprocket  wheels, 
are  kept  as  near  the  side  of  the  trough  as  possible,  so  as  to 
keep  them  away  from  the  coke  and  thus  reduce  the  wear  and 
tear.  As  shown  on  thd  cut  these  chains  are  made  of  solid 
blocks  joined  together  by  links  formed  of  two  flat  bars,  one 
each  side  of  the  solid  links.  The  weight  of  the  chains  and  cross 
bars  is  carried  by  the  solid  links  and  therefore  all  the  wear 
comes  on  these  links,  which  slide  on  removable  wearing  strips 
fastened  to  the  trough  in  such  a  way  that  they  can  be  easily 
renewed.  The  links  are  also  so  riveted  together  as  to  permit 
of  their  being  easily  disconnected. 

It  would  seem  at  first  sight  as  if  the  round  cross  bars  of 
comparatively  small  diameter  would  not  be  efficient  in  moving 
the  coke  along  the  trough.     In  practice,  however,  they  are 
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found  to  carry  the  coke  along  perfectly,  imparting  to  it  a  slid- 
ing motion  without  turning  it  over  or  crushing  it.  Their  use 
keeps  down  the  weight  of  the  moving  parts  and  also  the  fric- 
tion as  compared  wfth  scraper  or  plate  conveyors,  and  there- 
fore this  conveyor  requires  less  power  to  do  the  same  amount 
of  work  and  there  is  less  wear  and  tear  on  the  bottom  of  the 
trough. 

Another  advantage  claimed  for  it  is  that  the  return  chain 
can  be  carried  directly  under  the  delivery  trough,  as  shown, 
the  total  vertical  space  occupied  being  only  from  8  to  10 
inches. 

When  commencing  work  the  trough  is  partly  full  of  water 
throughout  its  whole  length,  but  the  coke  as  it  moves  along 
pushes  the  water  before  it  until  the  inclined  portion  at  the  de- 
livery end  is  reached.  After  being  partly  carried  up  the  slope 
the  water  flows  back  over  the  coke  and  thoroughly  quenches 
it.  It  is  thus  found  that  comparatively  little  steam  is  generated 
until  the  slope  is  reached,  and  by  having  this  outside  the  retort 
house  the  steam  is  kept  away  from  the  stokers. 

As  stated,  this  conveyor  seems  to  have  been  thoroughly 
tested,  and  in  the  opinion  of  European  gas  engineers  of  good 
reputation  has  proved  successful. 

For  a  more  complete  description  of  the  second  form  de- 
scribed by  the  Trustees,  and  also  descriptions  of  other  forms, 
the  students  should  read  a  paper  on  Coke  Handling  Plant,  read 
before  the  Institution  of  Gas  Engineers,  and  published  in  the 
Journal  of  Gas  Lighting,  Etc.  (London),  Volume  LXXXIII, 
page  1349,  and  also  in  the  American  Gas  Light  Journal, 
Volume  LXX,  page  884.  See  also  Journal  of  Gas  Lighting, 
Etc.  (London),  Volume  LXVIII,  page  1235;  Volume  LXXI, 
page  1469;  Volume  LXXIV,  page  767,  and  Progressive  Age, 
X^olume  XVI,  page  46.     (Trustees.) 

3.  Give  a  description  of  a  furnace  and  setting  for  horizontal 
return  tubular  boilers  suited  for  the  use  of  coke  breeze  as  the 
boiler  fuel,  and  state  how  you  would  obtain  the  draft  required 
for  the  combustion  of  the  fuel. 
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Ans.  Provided  there  is  sufficient  draft  to  overcome  the 
greater  resistance  caused  by  the  more  compact  nature  of  the 
fuel  bed  formed  by  gas  coke  breeze  as  compared  with  that 
formed  by  either  coke  or  coal,  breeze  can  be  burned  with  fair 
economy  in  an  ordinary  horizontal  return  tubular  boiler  set- 
ting under  natural  draft.  It  is  necessary  to  have  a  grate  with 
openings  small  enough  to  prevent  the  breeze  from  falling 
through,  and  it  is  well  not  to  have  the  gp-ate  too  far  below  the 
boiler,  say,  from  2  ft.  0  in.  to  2  ft.  6  in.,  since  the  breeze  burns 
with  a  short  flame  and  should  be  used  in  a  thin  bed.  When  the 
breeze  is  put  in  a  little  at  a  time  and  the  fire  kept  thin  and 
clean,  fairly  good  results  can  be  obtained  with  a  furnace  of 
this  kind. 

But  natural  draft  is  necessarily  strongest  on  top  of  the  fire 
and  when  a  sufficient  vacuum  is  maintained  above  a  breeze  fire 
to  enable  enough  air  to  come  through  the  fuel  bed  to  produce 
the  heat  required  to  work  the  boiler  up  to  its  capacity,  the 
products  of  combustion  pass  through  the  combustion  space 
under  the  boiler  and  through  the  tubes  at  so  high  a  speed  that 
they  pass  into  the  chimney  at  a  temperature  too  high  for  the 
greatest  efficiency  of  evaporation.  This  high  velocity  of  the 
products  of  combustion  can  be  avoided  by  the  use  of  forced 
draft,  the  resistance  of  the  fuel  bed  being  overcome  by  the 
pressure  produced  under  it,  while  the  conditions  on  top  can  be 
kept  adjusted  for  the  most  economical  working.  The  forced 
draft  can  be  obtained  either  by  the  use  of  a  fan  blower  or  by 
means  of  a  steam  jet  blower,  and  the  current  of  air  may  be  de- 
livered into  the  closed  ash  pit  of  an  ordinary  setting,  or  through 
special,  hollow,  perforated  grate  bars.  When  a  steam  jet  is 
used  the  steam  is  superheated  by  carrying  the  pipe  through 
which  it  flows  along  the  bottom  of  the  boiler  where  it  is  exposed 
to  the  hot  products  of  combustion.  When  a  fan  is  used  the  air 
is  often  preheated  by  being  made  to  pass  through  flues  in  the 
side  walls  and  bridge  wall. 

A  good  form  of  steam  jet  blower  installation  is  made  by  the 
Parsons  Manufacturing  Company.  In  this  the  steam  pipe  is 
carried  along  the  bottom  of  the  boiler  to  the  back  of  the 
setting  and  the  air  is  delivered  from  the  back  under  the  grate 
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just  in  front  of  the  bridge  wall,  through  which  the  air  pipe 
passes.  The  grate  is  made  of  iron  plates  perforated  with  a 
number  of  small  holes. 

The  'White"  grate  is  a  type  of  the  installations  using  a 
fan  blower  and  hollow,  perforated  grate  bars,  the  blast  passing 
into  the  grate  bars  from  a  header  with  which  they  are  con- 
nected. 

Except  for  the  special  form  of  grate  used  and  the  provision 
of  forced  draft,  the  furnaces  and  settings  are  practically  the 
same  as  those  ordinarily  employed  for  horizontal  return  tubu- 
lar boilers.     (Trustees.) 

5.  What  are  the  arguments  for  and  against  Anti-dips? 

Ans.  The  principal  arguments  in  favor  of  the  use  of  Anti- 
dips,  or  arrangements  for  doing  away  with  the  liquid  seal  on 
the  dip  pipes  of  coal-gas  retorts  while  the  retorts  are  closed 
and  making  gas,  and  either  restoring  this  seal  when  the  retort 
is  out  of  use  or  open  or  else  isolating  the  retorts  at  such 
times  from  the  hydraulic  or  foul  main  by  means  of  valves  or 
other  appliances,  are  that  these  Anti-dip  arrangements  pre- 
vent the  excessive  deposit  of  carbon  in  the  retorts,  that  they 
improve  the  quality  of  the  gas  made,  and  that  they  lengthen 
the  life  of  the  retorts,  other  conditions  remaining  the  same. 

These  advantages  are  supposed  to  spring  chiefly  from  the 
fact  that  the  removal  of  the  seal  allows  the  gas  to  flow  out 
steadily  and  does  away  with  thfe  continual  pulsations  of  pres- 
sure found  in  the  retort  when  the  gas  has  to  force  its  way  out 
through  a  liquid  seal.  "As  the  contact  between  the  gases  and 
the  heated  surface  of  the  retort  and  its  contents  is  the  principal 
cause  bringing  about  decomposition  of  the  gas  and  vapor  inside 
the  retort,  and,  seeing  that  the  effect  of  the  seal  is  to  cause 
the  gases  and  vapors,  from  their  elastic  nature,  to  pulsate  vio- 
lently backward  and  forward  along  the  roof  and  sides  of  the 
retort,  it  is  evident  that  the  gases  and  vapors  traveling  along 
the  roof  of  the  retort  will  be  caused  by  this  pulsating  action  to 
travel  again  and  again  over  the  same  surface,  and  thereby  be 
made  to  undergo  repeated  decompositions,  and,  consequently, 
an  extra  amount  of  carbon  must  be  deposited."    To  test  the 
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truth  of  the  theory  thus  stated  by  him,  Mr.  Young,  of  Qip- 
pens,  Scotland,  experimented  with  a  retort  fitted  with  a  piston 
so  that  violent  pulsations  of  the  gas  could  be  produced,  and 
found  that  working  under  the  same  mean  pressure  and  similar 
conditions  as  to  heat,  carbon  deposited  to  a  depth,  in  places,  of 
^  in.  during  the  six  charges  under  pulsation,  while  when 
pulsation  was  avoided  the  deposit  during  the  same  number  of 
charges  was  scarcely  noticeable. 

The  more  carbon  deposited,  over  and  above  a  certain 
amount  derived  from  the  decompositions  necessary  to  produce 
fixed  gas  from  the  heavier  vapors  evolved  during  the  earlier 
portion  of  the  distillation,  the  lower  the  illuminating  value  of 
the  gas.  Further,  with  an  Anti-dip  arrangement  in  use,  there 
is,  of  course,  no  danger  of  the  gas  having  to  bubble  through 
tar  and  thus  lose  illuminating  value. 

The  increased  length  pf  life  of  the  retorts  is  considered  to 
be  due  to  the  fact  that  the  existence  of  a  steady  pressure  in  the 
retort  allows  the  pores  of  the  fire-clay  to  become  thoroughly 
saturated  with  carbon  which  cements  the  particles  of  clay 
together,  making  the  material  stronger. 

It  is  argued  against  Anti-dips  that  as  generally  made  they 
are  very  liable  to  get  out  of  order  from  the  deposition  of  tar 
and  pitch  on  the  valve  faces  and  seats  and  on  moving  parts, 
thus  causing  more  expense  through  breakage,  loss  of  time  and 
loss  of  gas  by  leakage  than  is  saved  by.  the  removal  of  the  seal ; 
that  unless  automatic  in  action  they  require  constant  thought 
in  order  to  prevent  loss  of  gas  or  occurrence  of  accidents  from 
neglect  to  manipulate  them  properly;  that  the  passing  of  the 
gas  through  the  liquid  forming  the  seal  to  the  dip-pipe  is  a 
necessary  and  valuable  step  in  purification ;  and  in  general  that 
when  proper  precautions  are  taken  to  prevent  the  accumulation 
of  tar  and  to  maintain  an  even,  regular  liquor  seal,  the  hydraulic 
main  and  the  dip-pipe  are  among  the  most  simple  and  useful 
of  gas  works  appliances,  and  there  is  no  occasion  for  dispens- 
ing with  them  in  favor  of  even  the  most  approved  form  of 
Anti-dip. 

There  can  be  no  question,  however,  that  Anti-dip  arrange- 
ments are  employed  with  good  results  in  many  works,  espe- 
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cially  in  Great  Britain,  and  it  seems  as  if  on  the  whole  the 
weight  of  evidence  was  in  favor  of  their  use  when  properly  de- 
signed.    (Trustees.) 

6.  What  are  the  respective  arguments  in  favor  of  the  use 
of  lime  and  iron  oxide  for  purification? 

Ans.  It  is  argued  in  favor  of  the  use  of  lime  for  purifica- 
tion, either  alone  or  in  combination  with  iron  oxide,  that  as 
it  removes  from  the  gas  a  larger  portion  of  the  sulphur  com- 
pounds than  is  taken  out  by  oxide  and  all  the  carbon  dioxide, 
for  which  the  oxide  has  no  affinity,  the  resulting  gas  is  purer 
and  of  higher  illuminating  value  than  the  same  gas  would  be 
if  purified  by  oxide  alone,  and  will,  moreover,  burn  with  a 
whiter  and  more  brilliant  flame  than  can  be  obtained  from  a 
gas  containing  carbon  dioxide,  even  though  the  loss  of  illu- 
minating power  due  to  the  presence  of  the  carbon  dioxide  is 
made  up  by  the  use  of  a  larger  quantity  of  enricher.  These 
advantages  it  is  claimed  are  fully  worth  the  extra  cost  of  lime 
purification  over  that  of  oxide  purificaton,  even  when  lime  is 
comparatively,  expensive. 

The  advocates  of  the  use  of  oxide  of  iron  alone  contend 
on  the  other  hand  that  most  of  the  gas  coal  used  in  America 
yields  a  gas  containing  such  a  small  quantity  of  sulphur  com- 
pounds, other  than  sulphuretted  hydrogen,  that  there  is  no 
necessity  for  the  removal  of  any  portion  of  them,  and  that  as 
usually  employed  in  this  country  lime  is  no  more  eflFective  than 
oxide  in  removing  such  compounds  from  gas.  (Water  gas 
contains  even  smaller  amounts  of  these  sulphur  compounds 
than  coal  gas.)  In  contradiction  to  the  statement  that  owing 
to  the  detrimental  effect  of  the  carbon  dioxide,  gas  purified 
with  oxide  will  have  a  lower  illuminating  value  than  the  same 
gas  w^ould  have  had  if  purified  with  lime,  it  is  claimed  that 
careful  comparisons  of  manufacturing  results  have  shown  that 
the  change  from  lime  purification  to  oxide  purification  does  not 
cause  any  reduction  in  the  illuminating  value  of  the  gas.  other 
things  being  equal,  owing  to  the  fact  that,  as  shown  by  analysis, 
the  gas  purified  by  oxide  will  contain  a  larger  percentage  of 
heavy  hydrocarbons  than  similar  gas  purified  by  lime,  and  this 
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extra  amount  of  illuminants  counterbalances  the  detrimental 
effect  of  the  carbon  dioxide. 

It  is  also  claimed  that  there  is  no  noticeable  difference  be- 
tween the  flame  produced  by  burning  a  gas  containing  the  com- 
paratively small  percentage  of  carbon  dioxide  that  would  be 
found  in  a  well  made  gas  purified  by  iron  oxide  and  that  pro- 
duced by  a  gas  entirely  free  from  carbon  dioxide,  the  rate  of 
combustion  and  the  illuminating  value  of  the  gas  being  the 
same  in  both  cases,  and  that,  even  if  the  illuminating  value  of 
gas  purified  by  oxide  should  be  slightly  less  than  it  would  be 
if  the  carbon  dioxide  were  removed  by  lime  purification,  the 
difference  is  so  small  that  in  most  cases  the  cost  of  extra 
enrichment  is  much  less  than  the  extra  cost  of  lime  purification. 

In  other  words,  the  advocates  of  purification  by  iron  oxide 
alone,  claim  that  there  is  practically  no  difference  between  gas 
purified  by  lime  and  that  purified  by  oxide  except  that  possibly 
the  latter  may  show  a  slight  loss  in  illuminating  value,  which 
can  be  made  up  at  a  cost  much  smaller  than  that  of  lime  puri- 
fication. 

The  use  of  a  coal  containing  a  large  percentage  of  sulphur, 
and  the  existence  of  very  stringent  regulations  as  to  the  amount 
of  sulphur  allowed  in  the  gas,  may  make  the  use  of  lime  neces- 
sary for  the  removal  of  the  sulphur  compounds  from  the  gas. 
(Trustees.) 

7.  Describe  an  arrangement  by  which  the  percentage  of  air 
admitted  for  continuous  revivification  of  the  oxide  in  the 
purifying  boxes  can  be  kept  under  control. 

Ans.  An  arrangement  for  delivering  a  regulated  amount 
of  air  for  the  continuous  revivification  of  the  oxide  of  iron  in 
the  purifying  boxes  that  is  simple  and  is  coming  largely  into 
use  consists  of  a  small  positive  blower  driven  by  a  belt  from  a 
shaft  of  the  exhauster  used  in  pumping  the  gas  from  the  re- 
torts in  the  case  of  a  coal  gas  works  and  from  the  relief  holder 
in  a  carburetted  water  gas  works.  The  'respective  capacities 
per  revolution  of  the  exhauster  and  the  bloxyer  being  known, 
the  relation  between  the  speed  of  the  blower  and  that  of  the 
exhauster   for   any   given   percentage  of   air   desired   can    he 
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readily  calculated^  and  the  pulleys  required  to  produce  this  rela- 
tion placed  upon  the  two  shafts.  When  it  is  desired  to  make 
a  change  in  the  percentage  of  air  being  used  it  can  be  done  by 
making  the  proper  change  in  the  size  of  the  pulley  on  the 
blower  shaft.  When  such  an  arrangement  is  first  installed  tlie 
accuracy  obtained  in  the  desired  relation  between  the  amount  of 
gas  passed  by  the  exhauster  and  that  of  air  furnished  by  the 
blower  should  be  checked  by  passing  the  air  through  a  meter 
and  comparing  the  readings  of  this  meter  with  those  of  the 
station  meter,  and  this  check  by  measurement  of  the  air  should 
be  repeated  at  regular  intervals  so  as  to  be  certain  that  the 
desired  percentage  of  air  is  being  furnished.  It  will  not  be 
necessary,  however,  to  take  continuous  measurements,  of  the 
amount  since*  the  arrangement  is  sufficiently  positive  to  be 
relied  upon  for  the  interval  between  checks.  The  air  pipe 
should  be  provided  either  with  a  water  seal  or  a  check  valve, 
which  will  prevent  any  gas  from  escaping  when  the  exhauster 
is  stopped  for  any  reason,  as  when  this  occurs  the  blower  will 
stop  also,  and  if  neither  a  seal  nor  check  valve  is  provided  g^as 
will  blow  back  out  of  the  air  pipe. 

In  a  coal  gas  plant  where  there  is  a  sufficiently  high  vacuum 
at  the  inlet  of  the  exhauster,  the  air  required  can  be  drawn  by 
means  of  this  vacuum  into  the  exhauster  inlet  through  a  safety 
seal  and  a  dry  meter.  When  this  arrangement  is  adopted,  the 
quantity  of  air  that  is  being  drawn  in  should  be  checked  at 
frequent  intervals  by  reading  the  station  meter  and  the  air 
meter  and  comparing  these  readings  to  see  if  the  amount  of  air 
is  the  proper  percentage  of  that  of  gas.  If  the  percentage  is 
not  correct  the  necessary  adjustment  should  be  made  on  the 
stopcock  with  which  the  air  pipe  is  provided.  This  method  re- 
quires less  apparatus  than  the  one  first  described,  but  on  the 
other  hand  it  calls  for  a  greater  amount  of  supervision. 
(Trustees.) 

8.  Upon  what  property  of  illuminating  gas  does  the  amount 
of  light  that  it  will  give  per  cubic  foot  when  used  in  an  incan- 
descent burner  depend  ? 
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Ans.  The  authorities  on  the  subject  differ  in  their  views  as 
to  the  property  of  illuminating  gas  upon  which  depends  the 
amount  of  light  that  it  will  give  per  cubic  foot  when  used  in  an 
incandescent  gas  burner. 

As  a  result  of  work  done  in  connection  with  the  Michigan 
Gas  Association  Scholarship  in  the  University  of  Michigan, 
Messrs.  White,  Russell  and  Traver  concluded  that,  other  con- 
ditions being  the  same,  the  amount  of  light  given  per  cubic 
foot  by  a  gas  when  used  in  an  incandescent  gas  burner  was 
proportional  to  the  calorific  value  and  increased  at  the  rate 
of  one  candle  for  each  increase  of  four  calories,  or  15.87  B.t.u. 
in  the  calorific  value  per  cubic  foot.  In  their  experiments  they 
used  an  ordinary  "C"  Welsbach  burner  and  a  Welsbach  mantle. 
The  amount  of  gas  as  well  as  that  of  the  air  used  with  each 
gas  was  adjusted  so  that  the  maximum  total  amount  of  light 
was  obtained,  as  they  found  that  this  condition  corresponded 
with  the  maximum  efficiency,  that  is,  the  giving  of  the  maxi- 
mum amount  of  light  per  cubic  foot  of  gas  consumed.  The 
gases  experimented  with  ranged  from  blue  water  gas  to 
Pintsch  oil  gas. 

After  making  a  number  of  experiments  with  gases  of  differ- 
ent calorific  values,  the  results  of  which  were  reported  in  1903 
to  the  International  Commission  on  the  Photometry  of  Incan- 
descent Gas  Burners,  M.  Saint-Claire  Deville  also  reached  the 
conclusion  that  the  lighting  effect  produced  by  gas  used  in  in- 
candescent burners  was,  apart  from  differences  in  the  mantle, 
proportional  to  the  calorific  value  of  the  gas. 

On  the  other  hand.  Dr.  H.  Bunte  reported  to  the  Inter- 
national Gas  Congress  held  in  Paris  in  1900  that  he  had  found 
that  gases  differing  widely  in  their  calorific  value  gave  prac- 
tically the  same  results  when  used  in  incandescent  burners.  In 
the  experiments  on  the  result  of  which  the  statement  was  based, 
the  same  burner  was  used  without  any^  adjustment  either  of  air 
or  gas,  and  as  this  burner  was  designed  for  use  with  a  gas  of 
comparatively  low  calorific  value,  it  did  not  give  for  the  gases 
of  higher  calorific  value  the  results  that  can  be  obtained  when 
they  are  burned  under  proper  conditions,  and,  therefore,  the 
conclusion  of  Dr.  Bunte  is  hardly  justified. 
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Prof.  V.  B.  Lewes  holds  that  the  flame  temperature  is  of 
more  imporlance  than  the  calorific  value  of  a  gas  in  determining 
its  efficiency  in  an  incandescent  burner,  since  the  amount  of 
light  thrown  off  by  any  given  incandescent  material  depends 
upon  the  temperature  to  which  it  is  heated.  On  this  basis  the 
amount  of  air  required  for  and  the  amount  and  character  of 
the  products  formed  by  the  combustion  of  the  gas  and  the 
volume  of  the  space  in  which  the  combustion  of  a  unit  voluma 
of  this  gas  is  completed  are  as  important  as  the  calorific  value. 
In  the  lectures  in  which  he  set  forth  these  views  Professor 
Lewes  gives  the  results  of  experiments  showing  a  duty  of  19 
to  20  candles  per  cubic  foot  from  blue  water  gas  when  burned 
in  a  special  form  of  Argand  burner  without  any  pre-admixture 
of  air. 

That  the  temperature  of  the  incandescent  body  has  an  im- 
portant influence  upon  the  amount  of  light  that  it  will  give  out 
is  shown,  among  other  things,  by  exj^eriments  made  by  Messrs. 
White,  Russell  and  Traver,  the  results  of  which  are  given  in  the 
report  mentioned  above,  and  by  the  increased  duty  per  cubic 
foot  of  gas  which  is  obtained  with  the  same  gas  and  the  same 
incandescent  material  by  the  use  of  high  pressure  and  other 
forms  of  "intensified"  incandescent  burners.  These  burners 
diflFer  from  ordinary  incandescent  burners  only  in  bringing 
about  a  better  admixture  of  air  and  gas,  and,  by  so  doing,  re- 
ducing the  volume  of  the  flame  produced  by  the  combustion  of 
any  given  quantity  of  gas.  It  would,  therefore,  seem  as  if  the 
flame  temperature  of  a  gas  would  influence  its  efficiency  when 
used  in  incandescent  burners  and  shcuild  be  taken  into  con- 
sideration as  well  as  the  calorific  value.  There  is,  however,  very 
little  diff^erence  between  the  flame  temperature  of  the  different 
qualities  of  illuminating  gas  as  ordinarily  distributed,  and  the 
gases  with  the  higher  calorific  values  have  also  the  higher 
flame  temperatures.  Moreover,  the  mantle  never  reaches  either 
the  theoretical  or  the  actual  temperature  of  the  flame.  There- 
fore, for  practical  purposes  the  efficiency  of  illuminating  gas 
for  use  in  incandescent  burners  may  be  taken  as  being  pro- 
portional to  its  calorific  value. 
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The  reports  and  lectures  referred  to  above  can  be  found  as 
follows : 

The  Theory  of  the  Incandescent  Mantle,  by  White,  Russell 
and  Traver,  American  Gas  Light  Journal,  Volume  LXXVI, 
page  413. 

Lighting  Power  of  Incandescent  Mantles,  by  Saint-ClairO' 
Deville,  Journal  of  Gas  Lighting,  Volume  LXXXIII,  page  499. 

The  Future  of  Coal  Gas  and  Allied  lUuminants,  Cantor  Lec- 
tures delivered  before  the  Society  of  Arts,  by  V.  B.  Lewes, 
American  Gas  Light  Journal,  Volume  LXXVIII,  page  5. 
(Trustees.) 

9.  Having  taken  charge  of  the  engineering  work  of  a  gas 
company  showing  a  large  amount  of  unaccounted-for  gas,  how 
would  you  proceed  to  determine  how  much  of  this  was  due  to 
actual  loss  from  leaks  in  the  mains  and  services  and  how 
much  was  due  to  other  causes  ? 

Ans.  A  large  amount  of  unaccounted-for  gas  might  be 
due,  apart  from  actual  leakage  from  the  mains  and  services, 
to  inaccurate  registration  of  the  amount  passing  through  the 
station  meter,  to  an  excessive  difference  in  the  temperatures  at 
which  the  gas  is  measured  in  the  station  meter  and  the  con- 
sumers* meters  respectively,  to  leaks  in  the  holders,  or  to  in- 
accurate registration  by  the  consumers*  meters  owing  to  their 
being  in  bad  condition.  If  much  gas  is  used  for  street  lighting, 
the  use  in  the  street  lamps  of  more  gas  than  is  charged  against 
them  may  also  be  an  important  factor  in  increasing  the  amount 
of  unaccounted-for  gas.  It  is,  therefore,  necessary  to  determine 
the  extent  to  which  any  or  all  of  the  above  named  conditions 
exist  before  the  amount  of  gas  lost  by  actual  leakage  from  the 
mains  and  services  can  be  known. 

The  first  step  in  the  investigation  would  be  to  obtain  ac- 
curate knowledge  as  to  the  temperature  at  which  the  gas  is 
being  measured  in  the  station  meter,  and  to  apply  the  correction 
for  volume  necessary  to  obtain  the  measurement  at  the  standard 
temperature  suited  to  the  locality.  If  no  records  are  to  be 
found  of  a  recent  reliable  test  the  station  meter  should  also  be 
tested  for  accuracy  of  registration. 
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In  the  meantime  the  holders  should  be  examined  for  leaks, 
and  any  that  are  found  should  be  stopped  as  far  as  possible. 

The  records  of  the  consumers'  meters  should  also  be  looked 
up,  and  if,  owing  to  the  absence  of  any  regular  system  of 
periodical  testing,  the  majority  are  found  to  have  been  left  un- 
tested for  five  years  or  more,  arrangements  should  be  made  to 
bring  them  in  as  rapidly  as  possible  for  testing  and  for  such  re- 
pairing as  the  testing  shows  to  be  necessary.  At  the  same  time 
a  search  should  be  made  for  any  meters  that  may  be  set  and 
using  gas  without  the  record  of  their  location  showing  on  the 
books  of  the  company.  This,  however,  is  only  necessary  when 
the  records  are  in  such  poor  shape  that  it  seems  probable  that 
meters  may  have  been  set  and  not  entered  on  the  records,  or 
may  have  been  left  out  when  transferring  the  records  from  one 
book  into  another. 

The  character  and  condition  of  the  street  lamp  burners 
should  be  examined  into,  as  well  as  the  pressure  conditions  ob- 
taining in  the  different  sections  of  the  town  during  the  hours 
when  the  lamps  are  lighted.  If  the  lamp  burners  are  supposed 
to  be  using  four  or  five  cubic  feet  per  hour,  and  the  conditions 
are  such  that  they  are  actually  using  eight  to  ten  cubic  feet,  the 
extra  consumption  will  materially  increase  the  amount  of  un- 
accounted-for gas.  This  cause  is  sometimes  sufficient  to 
account  for  an  apparent  loss  of  four  or  five  per  cent,  of  the  gas 
made.  It  can  be  remedied  by  the  use  of  either  governor 
burners  or  checked  burners  suited  to  the  conditions  of  pressure 
under  wfiich  the  gas  is  to  be  burned. 

If  the  loss  of  gas  still  continues  high  after  all  these  possible 
causes  of  a  large  amount  of  unaccounted-for  gas  have  been  in- 
vestigated, and  any  of  them  that  may  have  been  at  work  to 
bring  up  the  amount  have  been  corrected,  it  will  be  necessary 
to  charge  the  loss  to  actual  leaks  from  the  mains  and  services, 
and  their  condition  should  be  examined  into  without  delay. 
(Trustees.) 

10.  Describe  a  method  of  filing  and  reporting  upon  orders 
for  setting  and  removing  meters  which  makes  it  certain  that  all 
such  orders  are  properly  attended  to  and  that  the  changes  of 
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meters  made  in  carrying  them  out  are  properly  recorded.  In- 
clude in  your  answer  the  system  of  checks  necessary  in  order 
that  the  reading  of  all  meters  set  and  removed  may  be  correctly 
made  and  recorded* 

Ans.  The  system  to  be  described  will  be  applicable  to  a 
works  of  the  largest  size.  Portions  of  the  system  may  be  short- 
ened or  altered  without  impairing  its  effectiveness. 

The  orders  to  set,  change,  and  remove  meters  are  issued  by 
the  Commercial  Department,  that  is,  the  department  which 
keeps  the  ledgers,  collects  the  bills,  etc. 

The  reasons  for  such  orders  are  as  follows : 

1.  Set  card,  when  a  consumer  signs  an  application  for  gas. 

2.  Remove  card,  when  a  consumer  ceases  to  use  gas  and 
it  is  the  policy  of  the  company  to  remove  the  meter,  instead  of 
merely  shutting  it  off. 

3.  Change  card,  when  the  meter  in  use  leaks,  registers  in- 
correctly, or  is  in  any  other  way  defective,  or  when  a  change  in 
the  type  or  size  of  the  meter  is  desired.  A  large  number  of  the 
change  cards  would  therefore  of  necessity  be  originated  by  the 
Distribution  Department,  which  attends  to  the  complaints ;  but 
they  should,  in  all  cases,  be  issued  by  the  Commercial  Depart- 
ment for  reasons  which  will  be  explained. 

It  is  absolutely  essential  that  a  completed  meter  card  reach 
the  Commercial  Department  in  order  that  the  index  may  be 
posted  in  the  consumers'  ledger.  To  insure  this,  all  the  cards 
are  issued  by  that  department,  and  a  check  held  against  the 
order  until  its  completion.  To  facilitate  this,  the  cards  are 
printed  in  duplicate  as  per  forms  shown. 

Considering  first  the  Set  Card,  Form  1,  the  Commercial 
Department,  on  receiving  an  application,  folds  the  card  at  the 
middle  line  and  inserts  a  carbon  sheet  between  the  original  and 
duplicate.  The  name  and  address  of  the  consumer  is  then 
written  on,  and  the  original  and  duplicate  stamped  with  the 
same  number,  and  the  two  torn  apart.  The  duplicate  is  fileji 
geographically,  and  the  original  sent  to  the  Distribution  De- 
partment 
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In  order  that  the  last-named  department  may  keep  track  of 
the  set  card  during  the  execution  of  the  work,  the  information 
on  it  is  entered  on  the  history  card,  Form  4,  bearing  the  same 
address  as  the  set  card,  this  history  card  being  one  of  a  complete 
set  of  such  cards  (one  for  each  house,  /.  e.,  each  system  of 
house  piping  for  which  a  meter  has  ever  been  set)  filed  geo- 
graphically. The  entry  would  show  that  a  set  card  had  been 
issued  and  was  in  process  of  completion  for  that  particular 
house. 

The  set  card  would  be  handed  to  a  workman  to  complete, 
and  theoretically  both  the  card  and  the  meter  which  he  would 
draw  from  the  stock  to  set,  should  be  charged  against  him. 
It  has  been  found  in  practice,  however,  that  with  an  efficient 
checking  system,  with  regard  to  the  card,  the  charging  of  the 
card  to  the  man  may  be  omitted.  The  meters,  however,  are 
charged  up  by  number,  index,  and  size  on  a  sheet  which  is  kept 
in  the  office.  On  setting  the  meter,  the  workman  fills  up  the 
blank  spaces  indicated,  giving  the  meter  index  and  the  Com- 
pany's number  (the  size  having  been  determined  and  entered 
in  the  office),  and  signs  his  name*  with  date.  On  returning- 
the  cards  to  the  shop,  the  cards  and  any  unused  meters  re- 
turned must  balance  the  meters  on  the  sheet.  Any  discrepan- 
cies would  be  shown  and  checked  at  once. 

To  check  the  index  of  the  meter  that  has  been  set,  the  set 
card  is  compared  with  the  stock  card  carried  in  the  district 
shops  of  the  Distribution  Department.  This  stock  card  is 
made  out  whenever  a  meter  is  received  in  the  district  shop, 
either  from  a  consumer  by  removal,  or  from  the  meter  repair 
shop  in  a  consignment  of  new  or  repaired  meters.  It  contains 
simply  the  Company's  number,  size  and  index.  To  insure  its 
accuracy,  it  is  checked  in  the  following  manner:  The  consign- 
ment of  meters  from  the  Meter  Repair  Shop  to  the  district 
shop  is  accompanied  by  a  shipping  slip,  containing  the  Com- 
pany's number,  size  and  index.  On  receipt  of  the  meters  the 
stock  card  is  made  from  each  meter  direct.  These  cards  are 
then  compared  with  the  shipping  slip,  and,  as  can  be  readily 
seen,  this  double-checks  the  description  of  the  meter.     This 
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stock  record  is  purely  a  live  file,  that  is,  each  card  represents 
a  meter  in  stock  in  the  district  shop. 

When  a  meter  is  set  the  particular  card  is  lifted  as  described 
above,  and  it  is  perfectly  safe  to  say  that  if  the  description  on 
the  set  card  tallies  with  the  description  on  the  stock  card,  the 
reading  is  correct. 

In  order  that  a  daily  record  and  balance  of  meters  can  be 
kept,  each  meter  set  or  removed  is  entered  in  a  Set  and  Remove 
Book,  which  shows  the  Company's  number,  size  (each  in  its  own 
column),  house  number  and  index.  For  a  meter  set,  this  entry 
could  be  made  from  the  meter  card,  and  the  stock  card  com- 
pared with  the  entry.  For  a  meter  removed,  when  the  meter 
is  brought  in,  the  stock  card  is  made  out  from  the  meter  and 
the  entry  of  the  meter  in  the  Set  and  Remove  Book,  made 
directly  from  the  remove  card.  Comparing  the  stock  card  with 
this  entry  would  then  be  a  thorough  check. 

Having  checked  and  recorded  the  index  and  description, 
the  fact  that  the  set  has  been  completed  is  entered  on  the  his- 
tory card.  Form  4  shows  the  arrangement  of  the  history  card. 
The  arrangement  of  the  meter  record  at  the  top  is  self-ex- 
planatory. Under  "history,"  the  entry  of  the  order  number, 
date  received,  and  "New  Set,"  or  "Change  Water,"  or  "Re- 
move Consumer  Moved,"  to  the  point  "A,"  would  be  made 
when  the  card  is  first  received  by  the  Distribution  Department ; 
the  balance  when  the  card  is  completed.  The  entry  under  the 
O.  K.  column  can  be  made  in  red,  so  that  it  can  be  told  at  a 
glance  whether  all  orders  for  the  particular  house  are  com- 
pleted. The  system  described  for  the  set  card  applies  equally 
to  the  remove  and  to  the  change  card,  the  latter  being  a  com- 
bination of  the  set  and  remove. 

The  full  entry  on  the  history  card  having  been  made,  the 
card  is  returned  to  the  Commercial  Department.  Here  the 
index  is  entered  in  the  ledgers  and  the  card  transmitted  to  the 
Meter  Repair  Shop,  where  the  description  is  entered  on  the 
meter  record  card  described  in  the  answer  to  Question  No.  9 
of  the  Eleventh  Series  of  Questions.  By  keeping  the  num- 
bers of  all  meter  order  cards  consecutive,  the  meter  repair  shop. 
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by  filing  the  cards  numerically,  can  determine  if  there  are  any 
omissions,  and  thus  any  permanent  loss  of  an  order  card  will 
be  known. 

The  duplicate  held  in  the  Commercial  Department  as  a 
check  is  destroyed  upon  the  return  of  the  original  from  the 
Distribution  Department. 

It  will  be  noted  that  Forms  1,  2  and  3  are  printed  on  both 
sides,  the  back  of  the  card  being  used  by  the  fitter  to  make 
reports  when  he  is  unable  to  complete  the  work,  or  to  add  any 
additional  information.  This  will  be  clear  by  referring  to  the 
reverse  side  of  the  change  card,  these  cards  being  filled  out 
complete,  and  also  entered  on  the  history  card.  An  examina* 
tion  and  comparison  will  render  the  scheme  clear. 

The  question  as  to  the  correct  reading  of  a  meter  when  set 
or  removed,  often  arises  after  the  reading  has  been  changed 
either  through  use  or  repair  of  the  meter.  It  is  quite  impor- 
tant in  such  cases,  involving,  as  they  do,  a  difference  of  opinion 
between  the  consumer  and  the  Company,  that  the  latter  has  in 
its  possession  sufficient  evidence  to  assure  the  correctness  of 
the  reading  on  its  own  books.  For  convenience,  the  evidence 
in  each  case  will  be  shown  below,  though  some  of  it  will  be  a 
repetition  of  what  has  been  written  above. 

To  check  the  correctness  of  the  reading  on  a  set  card,  we 
have, 

1.  The  reading  shown  on  the  shipping  slip  from  the  meter 
repair  shop,  or,  if  the  meter  has  been  proved  in  the  districts, 
the  entry  of  the  index  in  the  proving  record  book. 

2.  The  entry  in  the  set  and  remove  book. 

3.  The  entry  on  the  history  card. 

4.  If  the  meter  had  been  previously  in  use  at  another  loca- 
tion, and  removed  and  proved  without  altering  its  index,  the 
removal  record  could  be  referred  to.  The  necessity  of  this 
would  scarcely  ever  arise. 

To  check  a  remove  card,  we  have, 

1.  The  entry  of  the  index  in  the  meter-proving  book. 

2.  The  entry  in  the  set  and  remove  book. 

3.  The  entry  on  the  history  card. 
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4.  The  entry  on  the  shipping  slip  if  the  meter  is  sent  away 
for  repairs  after  removal,  or  the  record  of  the  set,  if  it  did  not 
need  repairing  and  has  been  again  set  before  the  question  of 
error  arises. 

The  change  card  being  a  combination  of  the  set  and  remove, 
the  above  applies  equally  well  to  it.    (Trustees.) 

11.  The  inventor  of  a  patent  process  of  making  gas  claims 
that  it  uses  only  12  lb.  of  bituminous  coal  and  2.4  gallons  of 
Ohio  crude  oil  per  1,000  cubic  feet  of  gas  made,  and  that  the 
gas  has  a  calorific  value  of  502  B.t.u.  per  cubic  foot.  How 
can  it  be  shown  that  the  above  claim  is  impossible  of  realiza- 
tion? 

Ans.  When  wonderful  working  results  are  claimed  for  a 
process  it  is  always  well  to  test  the  possibility  of  securing  these 
results  by  applying  the  principle  of  the  conservation  of  energy 
and  determining  whether  or  not  the  quantity  of  materials  said 
to  be  used  is  capable  of  supplying  the  energy  which  it  is 
claimed  exists  in  the  products.  In  doing  this  it  must  be  borne 
in  mind  that  no  process  for  making  gas  from  solid  or  liquid 
bodies  can  have  a  thermal  efficiency  of  100%,  since  some  heat 
is  required  to  overcome  the  attraction  between  the  molecules 
of  solid  and  liquid  substances  and  convert  them  into  gases,  and 
also  since  it  is  impossible  to  avoid  losses  of  heat  by  radiation 
and  the  sensible  heat  of  the  escaping  waste  products.  The  ther- 
mal efficiencies  of  the  commonly  employed  processes  for  mak- 
ing gas  vary  from  about  50%  to  about  80%. 

In  the  absence  of  any  specific  information  as  to  the  calorific 
values  of  the  coal  and  oil  used,  it  will  be  safe  to  assume  that 
they  are  not  greater  than  14,000  B.t.u.  per  pound  for  the  coal 
and  19,800  B.t.u.  per  pound  for  the  oil.  The  specific  gravity 
of  Ohio  crude  oil  is  about  0.83,  and  therefore  a  gallon  will 
weigh  6.99  lb.  The  weight  of  materials  used  per  1,000  cubic 
feet,  according  to  the  claims  of  the  inventor,  will  thus  be  12  lb. 
of  coal  and  16.78  lb.  of  crude  oil.  The  quantity  of  heat  that 
can  be  produced  from  this  amount  of  coal  and  oil  is  12  X  14,000 
+  16.78  X  19,800  =  168,000  +  332,250  =  500,250    B.t.u.      The 
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calorific  value  claimed  for  the  gas  made  is  therefore  greater  by 
1,750  heat  units  than  the  total  amount  of  heat  in  the  materials 
employed,  and  the  claim  is  manifestly  impossible  of  realiza- 
tion.    (Trustees.) 

First  Series  of  Questions — Section  of  1910— Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  What  is  coal  gas?  What  is  water  gas?  What  is  car- 
buretted  water  gas?  What  is  oil  gas?  What  is  the  average 
composition  of  each  kind  of  gas  ? 

2.  What  are  the  properties  that  must  be  possessed  by  a 
coal  to  fit  it  for  being  used  for  the  manufacture  of  coal  gas  ? 

3.  Name  the  chief  impurities  in  crude  coal  gas  as  it  leaves 
the  retorts,  and  give  the  reasons  why  they  should  be  removed 
from  the  gas  before  it  is  distributed. 

4.  Name  the  useful  by-products  or  residuals  produced  in 
addition  to  the  gas  in  the  manufacture  of  coal  gas.  In  the 
manufacture  of  carburetted  water  gas. 

5.  Name  the  principal  pieces  of  apparatus  necessary  in  a 
coal  gas  works,  and  state  briefly  the  function  of  each. 

6.  Name  the  principal  pieces  of  apparatus  necessary  in  a 
carburetted  water  gas  works,  and  state  briefly  the  function  of 
each. 

7.  What  does  the  ordinary  U  or  syphon  gauge  indicate, 
and  what  is  the  object  of  its  use  in  gas  works? 

8.  How  does  a  suction  pump  "draw"  water?  W^hv  and 
how  does  a  hot  chimney  "draw'*? 

9.  Why  is  it  necessary  to  provide  for  draining  all  mains 
and  pipes  through  which  gas  travels,  and  how  is  this  done? 

10.  What  is  the  commonly  accepted  theory  as  to  the  cause 
of  the  luminosity  of  the  flame  produced  by  burning  illuminat- 
ing gas  m  a  luminous  burner? 

11.  Why  is  the  flame  of  a  Bunsen  or  atmospheric  burner 
non-luminous? 
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12.  What  is  common  lime  and  what  is  the  raw  material 
used  in  its  manufacture  ?  What  is  hydraulic  lime  and  what  is 
the  raw  material  used  in  its  manufacture  ?  What  is  hydraulic 
cement  and  what  is  the  raw  material  used  in  the  manufacture 
of  natural  hydraulic  cement? 

(Answers  to  these  questions  are  due  March  1,  1907.) 


Answers  to   First  Series  of  Questions  —  Section  of 

1910 — Practical  Class  —  Trustees  Gas 

Educational  Fund. 

Answers  to  all  of  these  questions  have  been  published  in 
the  previous  volume  of  the  Proceedings,  and  can  be  found 
there  as  follows : 

No.  1,  Vol.  I.,  page  213. 

No.  2,  Vol.  I.,  page  214. 

No.  3,  Vol.  I.,  page  215. 

No.  4,  Vol.  I.,  page  215. 

No.  5,  Vol.  I.,  page  216. 

No.  6,  Vol.  I.,  page  216. 

No.  7,  Vol.  L,  page  217. 

No.  8,  Vol.  I.,  page  218. 

No.  9,  Vol.  I.,  page  219. 

No.  10,  Vol.  I.,  page  220. 

No.  11,  Vol.  I.,  page  221. 

No,  12,  Vol.  I.,  page  221. 


Fifth  Series  of  Questions — Section  of  1909— Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  What  are  the  respective  advantages  and  disadvantages 
of  anthracite  coal,  gas  coke  and  furnace  coke  when  considered 
with  reference  to  their  use  as  the  fuel  in  the  generator  of  a 
carburetted  water  gas  apparatus  ? 

2.  After  having  heated  up  and  put  into  regular  operation 
a  bench  of  retorts,  full  depth  regenerative  setting,  how  would 
you  proceed  to  adjust  the  chimney  dampers  and  primary  and 
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secondary    air    slides   in   order   to   secure   the    greatest   fuel 
economy  ? 

3.  Give  a  description,  illustrated  with  sketches,  of  one  or 
more  forms  of  scrubbers  used  for  removing  ammonia  from 
coal  gas.  If  you  are  not  familiar  with  coal  gas  apparatus,  de- 
scribe, and  sketch,  the  so-called  scrubber  used  in  connection 
with  a  carburetted  water  gas  plant. 

4.  The  answer  to  Question  No.  4,  Fourth  Series,  states 
that  the  speed  of  an  exhauster  in  a  coal  gas  plant  should  be 
governed  in  such  a  way  as  to  be  increased  when  the  rate  at 
which  gas  is  made  increases,  and  to  be  decreased  when  the  rate 
at  which  gas  is  made  decreases.  Give  a  description,  illustrated 
with  sketches,  of  one  or  more  forms  of  governor  that  will 
automatically  regulate  the  speed  of  an  exhauster  according  to 
these  requirements. 

5.  What  is  meant  by  the  heating  power,  or  calorific  value, 
of  a  substance?  How  is  the  heating  power  of  a  substance  de- 
termined ? 

6.  What  is  the  effect  of  heat  upon  the  volume  of  any  given 
weight  or  quantity  of  gas,  and  what  bearing  has  this  effect 
upon  the  question  of  the  measurement  of  gas  ? 

7.  How  much  pure  ammonia  gas  (NH3)  is  contained  in  a 
gallon  of  ammoniacal  liquor  which  has  a  strength  of  7  oz? 

8.  What  is  the  minimum  size  of  pipe  which  it  is  considered 
advisable  to  use  for  services  for  ordinary  dwelling  houses? 
Give  the  reasons  for  your  answer. 

9.  Flat  flame  burners  are  of  two  kinds,  known  respectively 
as  fishtail  and  batswing  burners.  Give  a  description  of  each 
kind,  and  state  which  will  give  the  greatest  amount  of  light 
from  a  given  illuminating  gas,  the  gas  being  consumed  under 
the  proper  conditions  to  give  the  best  result  in  each  case. 

10.  Give  a  description,  illustrated  with  sketches,  of  one  or 
more  forms  of  circulating  gas  water  heaters  for  use  in  connec- 
tion with  ordinary  kitchen  boilers. 

11.  What  is  meant  by  the  term  "light'*  used  in  designating 
the  size  of  meters?     Is  the  capacity  per  '"light"  the  same  in 
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small  meters,  such  as  3-lights,  as  in  large  meters,  such  as  100- 
lights? 

12.  What  are  the  relative  advantages  of  brick  and  stone 
masonry  for  |)uilding  construction  ? 

(Answers  to  these  questions  are  due  April  1,  1907.) 


Answers  to  Fifth  Series  of  Questions — Section  of 

1909  —  Practical  Class — Trustees  Gas 

Educational  Fund. 

An  answer  to  question  No.  4  has  already  been  published  in 
Vol.  I.  of  the  Proceedings,  and  can  be  found  there  on  page 
155.  An  answer  to  a  question  which  is  the  same  as  question 
No.  7,  except  for  the  figures,  can  be  found  on  page  138  of  Vol. 
I.    The  answers  to  the  other  questions  are  as  follows : 

1.  What  are  the  respective  advantages  and  disadvantages 
of  anthracite  coal,  gas  coke,  and  furnace  coke  when  considered 
with  reference  to  their  use  as  the  fuel  in  the  generator  of  a 
carburetted  water  gas  apparatus?. 

Ans.  Anthracite  coal  will  contain  less  ash  than  gas  coke 
and  will  therefore  make  less  clinker  than  such  coke.  Since  it 
is  much  denser  than  coke  a  given  generator  voltmie  will  hold 
a  greater  weight  of  fuel  when  coal  is  used,  and  this  fuel  will 
neither  heat  up  nor  lose  its  heat  as  rapidly  as  coke.  This  per- 
mits of  longer  "runs'*  and  "blows"  and  so  reduces  the  percen- 
tage borne  by  the  time  required  for  opening  and  closing  the 
valves  in  putting  on  and  taking  off  the  runs,  to  the  total  time 
during  which  the  machine  is  in  operation.  With  coal  there  is 
also  the  further  advantage  that  the  generator  does  not  have  to 
be  opened  as  often  for  charging  as  is  necessary  with  coke. 

On  the  other  hand  the  surface  presented  to  the  action  of  the 
blast  and  steam  is  smaller  with  anthracite  coal  than  it  is  with 
gas  coke,  owing  to  the  porous  nature  of  the  latter.  The  ir- 
regular form  and  roughness  of  the  surface  of  the  individual 
pieces  of  coke  keep  the  fuel  bed  in  a  condition  favorable  for  the 
general  and  intimate  contact  of  both  blast  and  steam  with  the 
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carbon  of  the  fuel.  The  heat  can  therefore  be  gotten  up 
quickly  and  gas  made  at  a  rapid  rate  during  the  shorter  run, 
and  with  quick  workmen  the  increase  of  time  required  for 
handling  the  valves  owing  to  the  shortness  of  the  blows  and 
runs  is  not  of  great  importance.  It  is,  however,  necessary 
when  using  gas  coke  to  be  very  careful  not  to  unduly  prolong 
either  the  blows  or  the  runs,  since,  owing  to  the  rapidity  with 
which  coke  is  consumed,  any  over  blowing  increases  the  fuel 
account  very  greatly,  while  any  extra  length  of  run  increases 
the  amount  of  carbon  dioxide  in  the  gas  very  rapidly,  since 
the  fire  cools  off  quickly. 

In  general  it  is  probably  true  that  fair  results  as  to  the 
quantity  of  fuel  used  per  1,000  cubic  feet  of  gas  and  the  quality 
of  the  gas  made  can  be  secured  more  easily  with  coal  than  with 
gas  coke,  but  that  given  good  management  and  the  necessary 
supervision  to  ensure  the  proper  handling  of  each  kind  of  fuel 
there  is  little,  if  any,  choice  between  the  two  materials. 

Furnace  or  oven  coke,  unless  it  is  made  from  carefully 
washed  coal,  or  from  coal  that  is  originally  free  from  ash,  such 
as  that  used  in  making  Connellsville  coke,  is  apt  to  contain  more 
ash  than  gas  coke  and  to  give  trouble  from  clinker.  It  does 
not  possess  the  density  of  anthracite  coal  nor  is  it  as  porous  as 
gas  coke.  The  48-hour  or  soft  coke  makes  a  better  generator 
fuel  than  does  the  72-hour  or  hard  coke.  Opinions  differ  as  to 
the  relative  merits  of  furnace  coke  and  gas  coke,  some  en- 
gineers preferring  gas  coke,  and  others  furnace  coke  under 
similar  conditions. 

Given  the  proper  handling  of  each,  there  is,  however,  little 
difference  between  the  three  classes  of  fuel,  and  even  slight 
differences  in  prices  or  in  local  conditions  will  be  sufficient  to 
turn  the  scale  in  favor  of  one  or  the  other.     (Trustees.) 

2.  After  haying  heated  up  and  put  into  regular  operation 
a  bench  of  retorts  full  depth  regenerative  setting,  how  would 
you  proceed  to  adjust  the  chimney  dampers  and  primary  and 
secondary  air  slides  in  order  to  secure  the  greatest  fuel 
economy  ? 
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Ans.  When  a  bench  of  retorts  with  a  full  depth  regenera- 
tive setting  has  been  heated  up  to  the  required  heat  and  put  into 
regular  operation  the  proper  conditions  for  economical  running 
are  obtained  as  follows:  The  chimney  dampers  are  pushed  in, 
until,  on  opening  the  charging  door  of  the  furnace  and  throw- 
ing into  the  fire  a  handful  of  coal  dust,  the  resulting  flame 
plays  lazily  back  and  forth  out  of  the  door,  being  neither  drawn 
steadily  in  by  the  draft  nor  forced  out  too  vigorously  by  an 
excess  of  pressure.  If  the  heat  can  be  maintained  with  a  slight 
pressure  on  the  furnace  great  economy  of  fuel  can  be  attained, 
but,  as  a  rule,  heats  cannot  be  kept  up  unless  the  pressure  is 
cut  down  practically  to  zero.  There  should  never  be  a  decided 
"pull"  on  the  furnace  except  on  special  occasions,  when  the 
heat  has  to  be  brought  up  quickly,  without  regard  to  the 
quantity  of  fuel  used.  The  dampers  set,  the  heat  is  brought  to 
the  proper  point  by  increasing  or  decreasing  the  primary  air 
opening,  the  secondary  air  being  kept  properly  proportioned 
to  the  amount  of  carbon  monoxide  produced  by  the  furnace. 
The  proper  amount  of  secondary  air  opening  is  determined  by 
noting  the  disappearance  in  the  take-off  flue,  or  at  any  con- 
venient point  of  observation  in  the  waste  gas  flues  of  the  recu- 
perators where  the  heat  is  not  too  high,  of  the  blue  flame  that 
indicates  the  escape  of  unconsumed  carbon  monoxide  from  the 
combustion  chamber.  If  this  flame  is  present  the  secondary 
air  opening  is  gradually  increased  until  the  flame  disappears, 
waiting  a  sufficient  length  of  time  after  each  slight  increase  of 
opening  for  the  extra  air  to  travel  through  the  bench.  When 
the  flame  is  gone,  the  adjustment  is  right  and  the  secondary 
air  slides  should  be  clamped.  If  no  flame  is  present  and  the 
adjustment  has  not  been  made  for  some  time,  the  secondary 
air  openings  are  decreased  until  the  flame  appears,  and  then 
the  adjustment  is  made  as  above.  As  the  quantity  of  carbon 
monoxide  produced  varies  with  the  condition  of  the  fire  as  to 
the  amount  of  ashes,  depth  of  fuel-bed,  etc.,  the  secondary  air 
supply  cannot  be  kept  exactly  right  for  every  hour  of  the  day, 
and  this  being  so,  enough  is  supplied  to  consume  the  average 
maximum  production  of  carbon  monoxide,  since  the  loss  of 
heat  due  to  the  small  excess  of  secondary  air  present,  when 
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less  carbon  monoxide  is  made,  is  smaller  than  would  be  suf- 
fered by  allowing  an  equal  quantity  of  carbon  monoxide  to 
escape  unconsumed,  the  loss  of  sensible  heat  being  practically 
equal  in  both  cases,  while  with  the  unconsumed  carbon 
monoxide  there  is  the  additional  loss  of  its  heat  producing 
power.  If  there  is  sufficient  recuperating  surface  in  the  bench, 
the  appearance  in  the  recuperators  below  the  point  of  entrance 
of  the  secondary  air  of  any  heat  above  a  dark  red  is  an  almost 
certain  indication  of  an  insufficient  secondary  air  supply,  even 
though  no  flame  can  be  seen,  the  flame  not  being  very  marked 
in  a  highly  heated  space. 

After  tfiis  adjustment  of  the  damper  and  air  slides  is  made, 
they  are  fastened  so  securely  that  it  is  impossible  for  them  to 
be  moved  unintentionally. 

Regenerative  benches  will  not  give  the  best  results,  nor 
the  highest  heats,  unless  the  adjustments  spoken  of  above  are 
properly  made,  and  the  making  of  them  should  not  be  left  en- 
tirely to  the  average  retort  house  fireman,  nor  even  to  the 
average  foreman,  until  he  is  taught  enough  of  the  principles 
of  generator  firing  to  have  some  insight  into  what  he  is  trying 
to  do.  Even  then  regular  investigation  by  the  superintendent 
of  the  conditions  of  damper  opening  and  air  supply  will  tend 
to  keep  down  the  percentage  of  fuel  used. 

If  the  works  is  equipped  with  a  gas  analysis  apparatus  and 
j  an  employee  who  is  enough  of  a  chemist  to  be  able  to  obtain 

accurate  results  with  this  apparatus,  the  supply  of  secondary 
air  can  be  regulated  by  means  of  analyses  of  the  waste  gases 
more  closely  than  by  the  method  described  above.  The  latter 
will,  however,  give  results  that  will  be  as  good  as,  and  prob- 
ably even  better,  than  those  obtained  from  analyses  that  are 
improperly  or  carelessly  made.    (Trustees.) 

3.  Give  a  description,  illustrated  with  sketches,  of  one  or 
more  forms  of  scrubbers  used  for  removing  ammonia  from  coal 
gas.  If  you  are  not  familiar  with  coal  gas  apparatus,  describe, 
and  sketch,  the  so-called  scrubber  used  in  connection  with  a 
carburetted  water  gas  plant. 


I 


i 


Digitized  by  VjOOQIC 


177 

Ans.  The  scrubbers  first  employed  in  the  manufacture  of 
coal  gas  were  of  the  welt-known  tower  type,  which  in  this  coun- 
try is  still  largely  used  in  small  works.  These  scrubbers  con- 
sist of  a  shell  of  wrought  or  cast  iron,  either  square  or  cylindri- 
cal, and  ranging  from  12  ft.  to  60  ft.  in  height,  the  diameter 
being  V*  to  Vs  the  height.  This  shell  is  filled  with  some  ma- 
terial which  is  of  such  a  nature,  and  is  so  placed,  as  to  form 
numerous  narrow  channels,  in  travelling  through  which  the 
gas,  which  enters  at  the  bottom  and  leaves  at  the  top  of  the 
scrubber,  is  forced  to  pass  over  a  large  area  of  surface  wet  by 
water  supplied  in  a  suitable  quantity  and  distributed  over  the 
top  of  the  filling  material  in  such  a  way  that  as  it  trickles  down 
through  this  material  all  of  the  surfaces  presented  to  the  gas 
are  kept  thoroughly  and  uniformly  wet.  The  proper  distribu- 
tion of  the  water  over  the  material  without  the  use  of  so  much 
water  as  to  make  the  resulting  ammoniacal  liquor  very  weak  is 
one  of  the  most  difficult  problems  in  connection  with  tlie  work- 
ing of  tower  scrubbers. 

As  usually  built  in  this  country  at  the  present  time  these 
scrubbers  have  cylindrical  wrought  iron  or  steel  shells,  3  ft.  to 
6  ft.  in  diameter  and  12  ft.  to  20  ft.  high,  and  are  filled  with 
bundles  of  thin  boards  on  edge,  the  boards  being  from  %  in.  to 
y2  in.  thick  and  6  in.  to  9  in.  high  and  the  bundles  being  made  up 
with  Yz  in.  spaces  between  the  boards  and  of  a  length  and 
width  suited  to  the  diameter  of  the  scrubber  to  be  filled.  These 
bundles  are  built  up  tier  by  tier,  each  tier  resting  on,  and  being 
laid  with  the  boards  at  right  angles  to,  those  in  the  tier  below. 
At  proper  intervals  in  the  height  of  the  scrubber,  supports  are 
provided  so  that  space  can  be  kept  between  the  adjacent  tiers 
of  boards  in  order  to  permit  of  a  redistribution  of  the  gas  and 
also  provide  for  the  removal  of  one  set  of  bundles,  if  necessary, 
without  disturbing  the  others.  Various  methods  are  employed 
to  secure  a  uniform  distribution  of  the  water.  One  is  to  force 
the  water  in  a  single  jet  through  a  nozzle  opening  upward  in 
the  centre  of  the  scrubber  and  cause  it  to  strike  against  a  metal 
disc  placed  a  few  inches  above  the  nozzle  and  thus  to  be  broken 
up  into  a  spray  which  falls  very  uniformly  over  the  whole  sur- 
face of  the  top  tier  of  boards.    Another  is  to  allow  the  water  to 
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trickle  through  a  number  of  small  perforations  made  in  pipes, 
which  are  inserted  radially  through  the  sides  of  the  scrubber 
immediately  beneath  the  top  plate.  Provision  is  made  for  the 
easy  removal  of  these  pipes  to  permit  the  examination  of  the 
perforations,  and  their  cleaning  in  case  they  become  clogged. 

In  larger  works  the  tower  scrubber  has  been  almost  super- 
seded by  some  form  of  the  more  modern  rotary  or  mechanical 
scrubber.  One  form  of  rotary  scrubber  is  illustrated  on  the 
accompanying  cuts.  The  shell  is  of  cast  iron,  and  in  shape  is  a 
rectangular  prism  surmounted  by  a  half  cylinder.    It  is  divided 


PloLt*.  ^7*  Z.   Rotorv  Scrult«T 

into  a  number  of  compartments  by  means  of  plates  at  right 
angles  to  its  axis,  one  set  of  these  plates  being  the  full  size  of 
the  cross  section  of  the  shell  and  having  circular  openings,  the 
centres  of  which  are  on  the  axis  of  the  half  cylinder,  while 
those  of  an  alternate  set  extend  from  the  bottom  to  the  top  of 
the  prism  only.  The  shell  is  traversed  lengthwise  by  a  shaft, 
the  axis  of  which  coincides  with  the  axis  of  the  cylindrical  por- 
tion, and  which  is  supported  by  suitable  bearings  on  the  end 
plates  and  on  the  second  set  of  cross  plates  mentioned  above. 
On  the  shaft  are  fastened  annular  bundles  of  w^ooden  slats, 
there  being  one  bundle  for  each  compartment  of  the  shell, 
built  up  so  that  the  gas  can  travel  between  the  slats  from  outer 
to  inner  circumference  of  the  bundles  or  vice  versa,  but  not 
straight  across  the  bundles  parallel  to  the  shaft.  The  central 
openings  of  the  bundles  are  alternately  closed  and  open  in  such 
a  manner  in  conjunction  with  the  arrangement  of  the  cross 
plates  that,  when  the  scrubber  is  filled  with  water  to  the  proper 
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level,  the  gas  is  forced  to  travel  through  the  upper  hajf  of  the 
bundles  from  circumference  to  centre,  and  from  centre  to  cir- 
cumference, alternately,  as  shown  by  the  arrows. 

Means,  consisting  usually  of  a  small  engine  and  the  neces- 
sary train  of  gearing,  are  provided  to  slowly  rotate  the  shaft 
and  attached  bundles.  The  spaces  between,  the  slats  are  very 
narrow  and  thus  the  gas  in  passing  through  the  scrubber  flows 
in  thin  streams  over  surfaces  kept  continually  wet  by  dipping 
into  the  liquor  in  the  lower  part  of  the  shell  as  the  shaft 
rotates.  Water  is  admitted  to  the  end  opposite  to  that  at  which 
the  gas  enters  and  is  carried  by  suitable  overflows  from  one 
compartment  to  another  until  it  finally  leaves  the  scrubber  at 
the  gas  inlet  end.  In  this  way  the  foul  gas  is  caused  to  come 
in  contact  first  with  the  strongest  liquor,  and  then  as  it  passes 
through  the  scrubber  and  its  contents  of  ammonia  decreases, 
with  liquor  of  decreasing  strength  until,  the  ammonia  having 
been  all  extracted,  clean  gas  only  enters  the  last  compartment, 
which  thus  contains  pure  water. 

Since  these  scrubbers  are  made  with  a  comparatively  large 
number  of  compartments  it  is  possible  to  keep  more  than  one 
clean  and  thus  run  no  risk  of  losing  any  ammonia,  and  at  the 
same  time  have  sufficient  scrubbing  capacity  to  use  only  a 
small  quantity  of  water  and  produce  a  correspondingly  strong 
ammoniacal  liquor.    (Trustees.) 

5.  What  is  meant  by  the  heating  power,  or  calorific  value, 
of  a  substance  ?  How  is  the  heating  power  of  a  substance  de- 
termined ? 

Ans.  By  the  calorific  or  heating  value  of  a  fuel  is  meant 
the  total  number  of  heat  units  that  are  developed  by  the  com- 
plete oxidation  of  all  the  combustible  materials  contained  in 
unit  weight  or  imit  volume  of  the  fuel. 

In  the  case  of  gases  the  calorific  value  is  ordinarily  ex- 
pressed in  heat  units  per  cubic  foot.  Thus  hydrogen  has  a 
heating  value  of  326.2  B.t.u.  (British  thermal  units)  per  cubic 
foot.  In  other  words,  the  heat  developed  by  the  complete 
oxidation  or  burning  of  one  cubic  foot  of  hydrogen  to  water 
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is  equal  to  that  necessary  to  raise  326.2  lb.  of  water  V  F. 
from  its  temperature  of  greatest  density,  39.1*  F. 

In  the  case  of  liquids  and  solids  the  heating  value  is  ex- 
pressed in  heat  units  per  pound.  Thus  carbon  has  a  heating 
value  of  14,544  B.t.u.  per  pound  when  burned  completely  to 
carbon  dioxide  (COj). 

In  the  case  of  hydrogen  and  substances  which  contain 
hydrogen  as  one  of  their  constituents,  a  distinction  must  be 
made  between  the  gross  or  total  heating  power  and  the  net  or 
available  heating  power.  The  complete  combustion  of  such 
substances  produces  water,  which,  while  it  is  liquid  at  ordinary 
atmospheric  temperatures,  is  a  vapor  at  the  temperatures  at 
which  the  products  of  combustion  escape  under  the  ordinar}' 
conditions  of  the  combustion  of  gases.  To  convert  a  pound  of 
water  from  the  liquid  state  to  that  of  vapor  at  212°  F.  966  heat 
units  are  required.  Since  each  pound  of  hydrogen  bums  to 
9  lb.  of  water  there  will  be  a  difference  for  each  pound  of 
hydrogen  contained  in  the  combustible  gas  of  9  X  966  =  8,694 
heat  units  plus  the  number  of  heat  units  given  out  by  9  lb.  of 
water  in  cooling  from  a  temperature  of  212**  F.  to  that  at 
which  the  condensed  water  leaves  the  apparatus  between  the 
total  heat  of  combustion  as  estimated  by  a  calorimeter,  in  which 
the  water  is  condensed  to  the  liquid  form  and  the  heat  required 
to  vaporize  it  set  free  and  measured,  and  the  net  heat  or  heat 
available,  when,  as  in  ordinary  combustion,  the  water  escapes 
in  the  form  of  vapor.  If  the  temperature  of  the  products  of 
combustion  is  reduced  to  60**  F.  by  the  calorimeter,  the  amount 
of  heat  given  off  by  the  water  produced  from  1  lb.  of  hydrogen 
will  be  approximately  (212—60)  X  9  =  152  X  9  =  1,368  heat 
units,  and  the  difference  between  the  gross  and  the  net  heating 
value  of  1  lb.  of  hydrogen  will  be  8,694+1,368=  10,062  heat 
units.  If,  however,  the  total  heating  power  of  hydrogen,  as 
determined  by  the  calorimeter,  is  62,100  heat  units,  the  net 
heating  power,  when  the  water  escapes  in  the  form  of  vapor  at 
212°  F.,  will  be  62,100—10,062  =  52,038  heat  units,  and  the 
net  heating  value  per  cubic  foot  will  be  275  heat  units.  In  the 
same  way,  knowing  the  percentage  of  hydrogen  contained  in 
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any  substance,  the  net  heating  value  can  be  obtained  by  mak- 
ing the  proper  deduction  from  the  gross  value. 

The  calorific  value  of  an  elementary  substance  such  as  car- 
bon or  hydrogen  can  be  obtained  only  by  experiment.  In 
making  such  determinations,  an  instrument  called  the  calori- 
meter is  used.  This  is  so  arranged  that  the  heat  produced  by 
the  combustion  of  a  known  weight,  or  volume,  of  the  sub- 
stance is  imparted  without  any  Toss  to  a  known  weight  of  water. 
By  observing  the  temperature  of  the  water  both  before  and 
after  the  combustion  has  taken  place,  the  extent  to  which  the 
water  has  been  heated  is  determined  and  the  heat  absorbed  by 
the  water,  which  is  necessarily  that  produced  by  the  combus- 
tion, can  then  be  easily  calculated.  The  instrument  must  be 
so  designed  and  handled  that  no  loss  of  heat  takes  place,  or 
at  least  so  that  any  heat  that  is  not  accounted  for  is  an  inap- 
preciable percentage  of  the  total. 

In  the  case  of  a  compound  substance  the  calorific  value  can 
either  be  obtained  by  experiment  or,  with  more  or  less  accuracy, 
by  calculation.  When  the  substance  is  a  gas  and  an  accurate 
analysis  is  available  the  calorific  value  can  be  obtained  very 
accurately  from  the  calorific  values  of  its  combustible  constitu- 
ents and  the  percentage  in  which  each  is  present.  When  the 
substance  is  in  the  solid  or  the  liquid  state  any  determination 
of  the  calorific  value  made  by  calculation  is  approximate  only, 
since  so  far  it  has  been  found  impossible  to  determine  exactly 
the  effect  produced  upon  the  calorific  value  of  a  gas  by  the 
entrance  of  this,  gas  into  a  compound  which  exists  as  a  solid, 
or  a  liquid.  Various  formulas  have  been  worked  out  for  the 
calculation  of  the  calorific  values  of  different  kinds  of  coal,  for 
instance,  from  their  chemical  composition;  but  these  formulas, 
while  they  may  fit  the  particular  samples  of  coal  used  in  the 
experiments  from  which  tfiey  are  worked  out,  do  not  give 
accurate  results  when  applied  to  other  samples.  It  is  therefore 
more  accurate  to  determine  the  calorific  value  of  compound 
substances  in  a  solid  state  or  a  liquid  state  by  calorimeter  tests 
than  by  calculation.  This  is  also  true  of  gaseous  substances 
when,  as  is  usual  in  the  case  of  illuminating  gas,  the  exact 
composition  is  not  shown  by  the  analysis,  there  being  grouped 
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together  in  one  item  several  substances  giving  similar  chemical 
reactions  but  possessing  widely  differing  calorific  values. 
(Trustees.) 

6.  What  is  the  effect  of  heat  upon  the  volume  of  any  given 
weight  or  quantity  of  gas,  and  what  bearing  has  this  effect 
upon  the  question  of  the  measurement  of  gas  ? 

Ans.  The  volume  of  a  given  weight  oif  gas,  that  is,  the 
space  occupied  by  the  quantity  of  gas  possessing  this  weight,  is 
increased  when  the  temperature  of  the  gas  increases,  and  is 
decreased  when  the  temperature  decreases.  It  has  been  found 
by  careful  and  accurate  measurement  that  the  exact  amount  of 
this  increase  or  decrease  is  V273  part  of  the  volume  of  the  gas 
at  0°  C.  for  each  change  of  1**  C.  in  the  temperature.    This  is 

1  1 

equivalent  to  an  increase  of = (or  as  it  is 

273X1.8  491.4 

usually  taken  V492  )  part  of  the  volume  at  32°  F.  for  each 
change  of  T  F.  in  the  temperature  of  the  gas.  The  rule  is 
sometimes  given  approximately  as  being,  that  the  volume  in- 
creases 1%  of  the  original  volume  for  each  increase  of  5°  F. 
in  the  temperature,  the  original  volume  being  measured  at  the 
temperature,  whatever  it  may  be,  that  it  may  happen  to  possess. 
But  for  accurate  work  it  is  necessary  to  remember  that  the 
increase  in  volume  for  an  increase  in  temperature  of  1°  F.  is 
1 

not  the part  of  the  volume  at  any  temperature,  but  only 

491.4 

that  part  of  the  volume  at  32°  F.  It  must  also  be  borne  in 
mind  that  this  rule  applies  only  to  dry  gas,  that  is,  gas  perfectly 
free  from  moisture. 

Since  according  to  the  above  law  the  same  weight  or  quan- 
tity of  gas  possesses  very  different  volumes  at  different  tem- 
peratures, it  follows  that  in  order  to  obtain  proper  comparisons 
between  amounts  of  gas  measured  under  different  conditions 
of  temperature,  it  is  necessary  to  know  the  temperature  at 
which  the  gas  is  measured  in  each  case.    Thus,  if  the  tempera- 
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ture  of  the  gas  as  it  passes  through  the  station  meter  of  a  gas 
works  varies  considerably,  either  with  the  seasons  or  from  any 
other  cause,  the  working  results  will  apparently  be  poorer 
when  the  temperature  at  the  meter  is  low  than  they  will  when 
this  temperature  is  high,  though  actually  the  reverse  might  be 
the  case.  Therefore,  in  order  to  obtain  accurate  figures  for 
comparison  it  is  necessary  that  the  average  temperature  of  the 
gas  at  the  station  meter  be  determined  from  the  temperatures 
obtained  by  frequent  observation,  and  that  the  volume  of  the 
gas  as  measured  at  these  temperatures  be  reduced  to  the 
corresponding  volume  at  a  standard  temperature,  which  is 
usually  taken  as  60**,  and  the  working  results  calculated  from 
this  corrected  volume.  This  correction  of  volume  for  tem- 
perature is  also  necessary  if  accurate  information  is  to  be 
obtained  as  to  the  actual  amount  of  gas  lost  by  leakage  in  the 
distributing  system,  since,  if  the  temperature  at  the  station 
meter  is  high  and  that  at  the  consumers'  meters  low  and  no 
correction  is  made,  the  amount  of  gas  unaccounted  for  will  be 
much  higher  than  the  actual  loss  by  leakage.     (Trustees.) 

8.  What  is  the  minimum  size  of  pipe  which  it  is  considered 
advisable  to  use  for  services  for  ordinary  dwelling  houses? 
Give  the  reasons  for  your  answer. 

Ans.  It  is  not  considered  good  practice  to  use  any  pipe 
smaller  than  1  in.  for  the  services  for  ordinary  dwelling  houses 
which  are  within  40  feet  of  the  street  main,  nor  pipe  smaller 
than  lyi  in.  when  the  house  is  more  than  40  feet  from  the 
main,  and  some  engineers  never  use  any  pipe  smaller  than 
1%  in.  even  for  shorter  services. 

The  extra  cost  of  tlie  larger  pipe  is  not  a  large  percentage 
of  the  total  cost  of  the  service,  while  the  use  of  such  pipe  pro- 
vides for  a  possible  increase  in  the  amount  of  gas  required,  a 
provision  which  is  especially  necessary  at  the  present  time  in 
view  of  the  great  development  now  going  on  in  the  sales  of  gas 
for  fuel  purposes.  The  use  of  the  larger  size  of  pipe  also 
prevents  trouble  from  any  slight  settlement  of  the  service  or 
from  partial  stoppages  due  to  any  other  causes.  A  small 
amount  of   water,  naphthalene   or   other   deposit  that   wtmld 
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hardly  be  noticed  in  a  1^4  in-  pipe  would  seriously  affect  the 
flow  of  gas  through  a  ^-in.  pipe,  and  the  extra  first  cost  of 
the  larger  pipe  is  thus  often  offset  by  the  saving  effected  by 
having  fewer  stopped  services  to  deal  with.  The  extra  thick- 
ness of  the  larger  pipe  also  gives  it  a  longer  life,  especially  if 
the  pipe  used  for  services  is  not  coated  before  being  laid.  This 
longer  life  reduces  the  cost  of  service  repairs.  As  will  be  seen 
by  reference  to  the  pipe  cards  the  difference  in  thickness  be- 
tween J^-in.  and  lj4-in.  pipe  is  24%  of  the  thickness  of  the 
smaller  pipe. 

The  use  of  the  larger  pipe  thus  provides  against  the  neces- 
sity for  enlarging  the  service  when  a  gas  range  or  water 
heater  is  installed  and  also  reduces  the  cost  of  maintenance 
and  renewals.     (Trustees.) 

9.  Flat  flame  burners  are  of  two  kinds,  known  respectively 
as  fishtail  and  batswing  burners.  Give  a  description  of  each 
kind,  and  state  which  will  give  the  greater  amount  of  light 
from  a  given  illuminating  gas,  the  gas  being  consumed  under 
the  proper  conditions  to  give  the  best  result  in  each  case. 

Ans.  Fishtail  and  batswing  burners  differ  in  the  form  of 
the  tip  and  of  the  orifices  in  the  tip  from  which  the  gas  issues. 

In  the  fishtail  burner  the  top  of  the  tip  is  usually  concave, 
though  in  the  poorer  forms  the  tip  has  a  flat  top.  The  gas 
issues  from  the  tip  through  two  circular  orifices  set  opposite 
each  other.  The  axes  of  these  orifices  are  set  at  an  angle  with 
each  other  so  that  the  jets  of  gas  meet  and  by  the  force  of  their 
impact  are  spread  out  into  a  sheet  of  flame  in  a  plane  midway 
between  the  orifices  and  at  right  angles  to  the  line  drawn 
through  their  centres.  The  shape  of  the  flame  produced  by  a 
fishtail  burner  is  affected  by  the  angle  between  the  axes  of  the 
orifices  through  the  tip,  a  very  acute  angle,  producing  a  long 
and  narrow  flame  which  is  widened  and  shortened  as  the  angle 
is  made  more  and  more  obtuse.  The  determination  of  the  angle 
at  which  the  greatest  illuminating  power  per  cubic  foot  of  gas 
is  produced  is  an  important  point  in  the  design  of  a  fishtail 
burner,  as  is  also  that  of  the  proper  size  of  orifice,  since  to 
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secure  the  maximum  results  it  is  necessary  to  use  different 
angles  and  sizes  of  orifice  with  different  qualities  of  gas. 

The  tip  of  the  batswing  burner  has  a  dome-shape  top,  vary- 
ing from  a  hemisphere,  or  even  a  shape  approximately  }i  of 
a  sphere,  to  a  very  flat  dome.  The  gas  issues  through  a  single 
orifice,  which  is  a  long  nanrow  slit  cut  through  the  top  of  the 
dome  to  its  lower  edge  and  at  right  angles  to  its  base.  The  g^s 
issues  from  this  slit  in  a  sheet,  the  thickness  of  which  is  varied 
to  suit  the  quality  of  the  gas  to  be  consumed,  being  thin  for 
rich  gases  and  thick  for  poor  gases.  There  is  little  difference 
at  present  betw^een  the  shape  of  the  flame  produced  by  the 
fishtail  and  batswing  burners  respectively,  although  as  they 
were  first  designed  the  fishtail  burner  gave  a  long  narrow 
forked  flame  and  the  batswing  a  short  broad  flame,  whence  the 
names. 

Since  it  is  necessary  that  the  two  circular  jets  in  which  the 
gas  issues  from  a  fishtail  burner  should  come  together  with 
considerable  velocity  if  the  gas  is  to  be  well  spread  out  and  a 
good  flame  produced,  this  form  of  burner  requires  a  higher 
pressure  at  the  tip  than  is  needed  with  a  batswing  burner  and 
consequently  the  latter,  as  a  rule,  yields  more  light  per  cubic 
foot  of  gas  than  does  the  former  when  both  are  being  worked 
under  the  proper  conditions  for  the  attainment  of  the  best 
results.  The  fishtail  burner  is,  however,  much  less  apt  to  stop 
up  than  the  batswing,  and  for  this  reason  is  given  the  prefer- 
ence by  most  gas  companies,  if  any  trouble  is  experienced  from 
burner  stoppages.     (Trustees.) 

10.  Give  a  description,  illustrated  with  sketches,  of  one  or 
more  forms  of  circulating  gas  water  heaters  for  use  in  con- 
nection with  ordinary  kitchen  boilers. 

Ans.  One  form  of  gas  water  heater  for  use  in  connection 
with  a  kitchen  boiler  is  made  in  the  shape  of  a  cylinder,  from 
7  in.  to  10  in.  in  diameter  and  27  in.  to  30  in.  high,  which  is 
suspended  by  the  side  of  the  boiler  by  means  of  the  water  pipes. 
(With  the  larger  sizes  the  cold  water  pipe  is  extended  down 
to  the  floor  to  give  greater  strength,  but  this  is  not  necessary 
with  the  smaller  sizes.)  # 
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A  cylindrical  casing  made  of  two  concentric  jackets  of 
sheet  steel,  lined  with  asbestos  and  separated  by  an  annular 
air  space,  encloses  the  burner  and  the  water  pipes  and  chamber. 
This  casing  is  partially  closed  at  the  bottom  by  the  burner  and 
is  covered  at  the  top,  the  flue  opening  being  in  the  centre  of 
the  cover. 

The  burner  is  an  atmospheric  ring  burner  capable  of  con- 
suming from  30  to  60  cu.  ft.  of  gas  per  hour,  according  to  the 
size  of  the  heater. 

The  cold  water  pipe  comes  in  from  the  bottom  through 
the  centre  of  the  burner,  and  passing  to  the  top  of  the  cylinder 
is  screwed  into  the  cold  water  compartment  of  a  double  water 
chamber.  Into  the  lower  side  of  this  compartment  a  number 
of  small  tubes  are  screwed,  being  placed  at  equal  distances 
apart  around  the  circumference  of  a  circle.  Each  tube  is  open 
at  the  lower  end  and  is  enclosed  in  a  pipe  (^  in.  to  1  in.  in 
diameter)  capped  at  its  lower  end  and  having  the  other  end 
screwed  into  the  bottom  of  the  hot  water  compartment  of  the 
water  chamber.  A  pipe  leads  from  the  side  of  this  compart- 
ment to  the  top  of  the  boiler. 

The  cold  water  entering  by  the  central  pipe  passes  up  to 
the  cold  water  compartment  of  the  water  chamber,  then  down 
through  the  small  tubes  nearly  to  the  bottom  of  the  cylinder 
and  then  up  through  the  annular  spaces  between  the  tubes  and 
the  pipes  enclosing  them  to  the  hot  water  compartment  of  the 
water  chamber,  whence  it  flows  through  the  delivery  pipe  to 
the  top  of  the  boiler. 

The  hot  products  of  combustion  pass  up  the  interior  of  the 
cylinder  entirely  surrounding  the  water  pipes,  which  are  thus 
exposed  to  the  full  effect  of  the  heat  produced  by  the  com- 
bustion of  the  gas,  and  going  around  the  water  chamber  pass 
out  to  the  chimney.  As  the  water  flows  in  thin  streams  through 
the  annular  spaces  in  the  pipes  it  is  quickly  heated,  and  this 
form  of  heater  is  both  effective  and  economical. 

Care  must  be  taken  to  keep  t^e  flame  from  impinging  on 
the  lower  ends  of  the  water  pipes,  since  if  it  does  the  combus- 
tion of  the  gas  is  checked  and  rendered  incomplete  and  gas 
will  be  wasted.    (Trustees.) 
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11.  What  is  meant  by  the  term  "light"  used  in  designating 
the  size  of  meters?  Is  the  capacity  per  "light"  the  same  in 
small  meters,  such  as  3-lights,  as  in  large  meters,  such  as  100- 
lights  ? 

Ans.  The  term  "light"  used  in  designating  the  size  of  gas 
meters  is  a  conventional  term  which  is  supposed  to  indicate 
the  number  of  lights  or  burners  the  consumption  of  which  the 
meter  is  capable  of  supplying.  It  does  not,  however,  afford  an 
exact  indication  of  the  amount  of  gas  which  may  be  passed 
through  the  meter  without  overloading  it,  since  its  value  ex- 
pressed in  the  quantity  of  gas  that  may  be  delivered  varies 
very  much  with  the  size  of  the  meter.  Thus  a  3-light  meter 
can  easily  supply  50  cubic  feet  per  hour,  so  that  in  this  case  the 
value  of  a  light  is  nearly  17  cubic  feet  per  hour.  A  100-light 
meter  should  riot  be  called  upon  to  pass  more  than  600  cubic 
feet  per  hour,  which  makes  the  value  of  the  light  for  this  size 
of  meter  only  6  cubic  feet  per  hour.  The  value  of  a  light  is 
therefore  not  the  same  in  small  meters  as  in  large  meters. 
(Trustees.) 

12.  What  are  the  relative  advantages  of  brick  and  stone 
masonry  for  building  construction? 

Ans.  "Brick-work  is  superior  to  stone  masonry  in  several 
respects,  as  follows:  1.  In  many  localities  brick  is  cheaper 
than  stone,  since  the  former  can  be  made  near  by,  while  the 
latter  must  be  shipped.  2.  As  brick  can  be  laid  by  less  skillful 
masons  than  stone,  it  costs  less  to  lay  it.  3.  Brick  is  more 
easily  handled  than  stone,  and  can  be  laid  without  any  hoisting 
apparatus.  4.  Brick  requires  less  fitting  at  corners  and  open- 
ings. 5.  Brick  masonry  is  less  liable  to  great  weakness 
through  inaccurate  dressing  or  bedding.  6.  Brick-work  resists 
fire  better  than  limestone,  granite  or  marble,  sandstone  being 
the  only  variety  of  stone  that  can  compare  with  brick  in  this 
respect.  7.  Good  brick  stands  the  effect  of  weathering  and  of 
the  acids  in  the  atmosphere  better  than  sandstones,  and  in 
durability  even  approaches  some  of  the  harder  stones.  8.  All 
masonry  fails  when  the  mortar  in  its  joints  disintegfrates  or  be^ 
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conies  dislodged;  therefore,  brick  masonry  will  endure  the 
vicissitudes  of  the  weather  as  well  as  stone  masonry,  or  even 
better,  since  the  former  usually  has  thinner  joints. 

"Brick-work  is  not  as  strong  as  ashlar  masonry,  but  costs 
less;  while  it  is  stronger  and  costs  more  than  ordinary  rub- 
ble/'    (Baker's  Masonry  Construction.) 

The  best  grades  of  stone  have  greater  compressive  strength 
and  durability  than  brick  and  are  better  for  massive  work,  such 
as  heavy  abutments  and  piers  for  bridges  and  large  founda- 
tions. In  comparatively  thin  walls,  however,  a  better  bond  can 
be  obtained  with  brick  than  with  stone  and  in  such  work  the 
use  of  stone  has  been  almost  entirely  abandoned  in  favor  of 
brick  except  when  the  stone  is  employed  for  the  purpose  of 
ornament.  In  the  class  of  buildings  needed  about  gas  works 
brick  masonry  is  given  the  preference  to  stone  masonry  for 
the  reasons  stated  in  the  quotation  given  above,  except  in  places 
where  good  stone  can  be  obtained  either  on,  or  very  close  to, 
the  site  of  the  works.     (Trustees.) 


Ninth  Series  of  Questions — Section  of  1908 — Practical 
Class — Trustees   Gas   Educational    Fund. 

1.  What  material  would  you  put  on  the  threads,  or  on  the 
faces  of  flanges,  when  making  up  the  joints  in  pipe  lines  to  be 
used  for  crude  oil,  naphtha  or  gas  oil? 

2.  Give  a  description,  illustrated  with  sketches  showing  a 
vertical  cross  section,  a  vertical  longitudinal  section  and  a  hori- 
zontal longitudinal  section  showing  the  nostrils  in  the  furnace 
arch,  the  secondary  air  openings  into  the  combustion  chamber, 
and  the  openings  through  which  the  hot  waste  gases  pass  into 
the  recuperators,  of  a  setting  of  six  retorts  heated  by  a  gen- 
erator furnace  and  equipped  with  recuperators.  Neither  fur- 
nace nor  recuperators  need  be  illustrated  except  to  the  extent 
required  to  show  the  above-mentioned  openings. 

3.  Describe,  with  sketches,  the  proper  manner  in  which  to 
make  the  feed-water  and  blow-off  connections  for  steam  boil- 
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ers,  and  state  the  faults  that  are  to  be  guarded  against  in  mak- 
ing such  connections. 

4.  Is  it  possible  to  have  a  single  automatic  overflow  to  re- 
move both  tar  and  liquor  from  the  hydraulic  main  and  at  the 
same  time  maintain  a  liquor  seal  of  constant  depth  on -the  dip 
pipes?  Illustrate  the  reasoning  by  which  you  arrive  at  your 
answer  by  a  sketch  showing  a  cross  sectjon  of  the  main  and 
of  such  an  overflow. 

5.  Boilers  are  often  rated  as  being  of  so  many  horse-power. 
What  is  the  meaning  of  the  term  "horse-power"  when  uspd  in 
this  connection?  What  is  the  meaning  of  the  same  term  when 
applied  to  steam  engines? 

6.  What  ,horse-power  is  required  for  the  actual  work  of 
pumping  the  gas  by  an  exhauster  handling  24,000  cubic  feet 
of  gas  per  hour  with  an  inlet  pressure  of  Vio  in.  and  an  outlet 
pressure  of  13  in.? 

7.  What  is  a  vapor  ?  What  is  the  difference  between  a  true 
gas  and  a  vapor? 

8.  What  is  the  maximum  amount  of  gas  containing  2.15  per 
cent,  of  carbon  dioxide,  CO2,  that  can  theoretically  be  purified 
by  a  bushel  of  unslaked  lime  containing  88  per  cent,  of  calcic 
oxide,  CaO,  assuming  that  the  weight  of  a  bushel  is  80  lb.  and 
that  carbon  dioxide  only  is  to  be  removed  from  the  gas  by  the 
lime  ?    Give  all  your  calculations. 

9.  How  would  you  calculate  the  maximum  temperature  that 
can  be  produced  by  burning  any  given  sample  of  gas,  the  oxy- 
gen for  combustion  being  derived  from  the  atmosphere? 

10.  Describe  some  method  of  making  iron  oxide  to  be  used 
for  the  removal  of  sulphuretted  hydrogen  from  gas  during*  its 
purification. 

11.  What  is  the  Principle  of  the  Conservation  of  Energy? 

12.  What  tests  would  you  apply  to  a  fire  brick  to  determine 
its  quality? 

(Answers  to  these  questions  are  due  May  1,  1907.) 
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Answers  to  Ninth  Series  of  Questions — Section  of  1908 
— Practical  Class — Trustees  Gas  Educational  Fund. 

Answers  to  questions  Nos.  10  and  11  have  been  published 
in  the  previous  volume  of  the  Proceedings,  and  can  be  found 
there  as  follows : 

No.  10,  Vol.  I.,  page  248. 

No.  11,  Vol.  I.,  page  204. 

The  answers  to  the  other  questions  are  as  follows : 

1.  What  material  would  you  put  on  the  threads,  or  on  the 
faces  of  flanges,  when  making  up  the  joints  in  pipe  lines  to 
be  used  for  crude  oil,  naphtha  or  gas  oil  ? 

Ans.  The  Superintendent  of  a  large  carburetted  water  gas 
plant  gives  the  following  answer  as  the  result  of  experience  in 
running  and  maintaining  oil  lines  at  the  works  under  his 
charge : 

"Use  common  brown  soap  on  the  threads  of  pipe  lines,  to 
be  used  for  crude  oil,  naphtha  or  gas  oil;  first  making  sure 
that  the  threads  are  clean  and  full  depth  and  that  the  oil  used 
in  cutting  these  threads  is  burnt,  or  otherwise  thoroughly 
cleaned  off,  before  applying  the  soap.  For  the  faces  of  flanges 
use  a  close  grained  fibrous  cardboard  for  the  small  sizes,  and 
either  cardboard  or  a  metallic  gasket  for  the  larger  sizes;  the 
latter  preferred.  The  cardboard  should  not  be  more  than  Vir 
of  an  inch  thick  for  any  size  of  flange,  and  if  a  metallic  gasket 
is  used,  it  is  best  made  of  an  outer  ring  of  copper  and  an  inner 
ring  of  lead." 

Thick  shellac  varnish  is  also  used  on  pipe  threads  for  oil 
lines  and  works  well  on  lines  carrying  cold  naphtha.  Litharge 
mixed  with  glycerine  is  also  used,  but  this  becomes  too  brittle 
as  it  hardens  to  make  a  good  job. 

The  one  thing  to  be  avoided  is  the  use  of  any  material 
mixed  with  linseed  oil,  since  the  petroleum  oil  rapidly  attacks 
any  such  material,  and  joints  made  with  it  soon  leak.  (Trus- 
tees.) 
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2.  Give  a  description,  illustrated  with  sketches,  showing  a 
vertical  cross  section,  a  vertical  longitudinal  section  and  a  hori- 
zontal longitudinal  section,  showing  the  nostrils  in  the  furnace 
arch,  the  secondary  air  openings  into  the  combustion  chamber, 
and  the  openings  through  which  the  hot  waste  gases  pass  into 
the  recuperators,  of  a,  setting  of  six  retorts  heated  by  a  genera- 

Benclg  of   6   Rctorta.  F\egeYiaratlv«.   Settirvg . 
VeriicoL   LoT^vtuSLl-TvoL  Seck'tow. 


tor  furnace  and  (equipped  with  recuperators.  Neither  furnace 
nor  recuperators  need  be  illustrated  except  to  the  extent  re- 
quired to  show  the  above  mentioned  openings. 

Ans.  The  regenerative  setting  of  six  retorts,  which  is  il- 
lustrated  by   the   accompanying   sections,    is   designed    to   be 
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built  in  an  arch  8  ft.  4  in.  wide  and  to  contain  retorts,  the  inside 
measurements  of  which  are  15  in.  X  26  in.  X  9  ft. 

As  will  be  seen  from  the  cross  section,  the  combustion 
chamber  is  made  wide  and  high,  being  14  in.  wide  and  3  ft.  6 
in.  from  the  top  of  the  furnace  arch  to  the  bottom  of  the  first 

Ber\cV^  of  6   Retorta.    F\e generative   Settcix^. 
HovvLon^rol    Lon^vtu.B.K>\aL  Sectton.   QXot>^  lune 
/\  B     on  -t^^e  Vertical  Cros«  Section 


arch  of  the  setting  which  crosses  the  combustion  chamber. 
The  producer  gas  enters  this  chamber  by  five  openings,  or 
nostrils,  marked  N,  spaced  equal  distances  apart  from  front  to 
back  along  the  centre  line  of  the  bench.  The  secondary  air  is 
admitted  through  the  openings  marked  S.A.  There  are  five 
of  these  on  each  side  of  the  combustion  chamber,  level  with  the 
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top  of  the  furnace  arch,  each  nostril  having  a  secondary  air 
opening  opposite  it  on  each  side,  so  that  two  streams  of  second- 
ary air  are  directed  against  each  stream  of  producer  gas. 

The  setting  is  built  in  one  single  chamber,  the  combustion 
taking  place  and  the  hot  gases  passing  up  around  the  retorts 
along  the  full  depth  of  the  bench.  To  secure  effective  heating 
of  the  bottom  of  the  bottom  retorts,  small  passages,  which  lead 
out  of  comparatively  large  openings  left  under  the  bottom  re- 
torts, as  shown  on  the  sections,  carry  some  of  the  hot  gases 
directly  from  the  lower  part  of  the  combustion  chamber  to  the 
outside  flues.  The  bulk  of  the  products  of  the  secondary 
combustion,  however,  pass  upwards  and  around  the  retorts,  a 
portion  passing  out  between  the  top  of  the  bottom  retort  and 
the  bottom  of  the  middle  retort,  another  portion  passing  out 
between  the  middle  retort  and  the  top  retort,  and  the  remainder 
going  to  the  top  of  the  setting  and  passing  over  the  top  of  the 
top  retort  on  each  side.  In  whatever  way  the  gases  reach  the 
space  between  the  retorts  and  the  outside  wall  on  each  side, 
they  are  drawn  down  through  this  space  to  the  bottom  of  the 
setting  and  pass  down  into  the  recuperators  through  five  open- 
ings. These  openings,  marked  W.  G.  on  the  sections,  are 
spaced  like  the  nostril  openings,  fequal  distances  apart  from 
front  to  back  of  the  bench,  and  by  them  an  even  distribution  of 
the  waste  gases  through  the  whole  depth  of  the  recuperators 
is  secured. 

The  setting  is  a  skeleton  one,  no  more  bricks  and  blocks 
being  used  than  are  necessary  to  support  the  retorts  and  pre- 
vent the  heat  from  passing  out  the  front  of  the  bench.  For 
the  latter  purpose  the  front  wall  is  made  13  in.  thick.  The  re- 
torts are  supported  at  the  front  by  this  front  wall,  at  the  back 
by  a  wall  9  in.  thick,  and  at  four  points  between  these  walls 
by  blocks  made  of  the  proper  shape  to  fit  the  outside  of  the 
retorts  and  form  supporting  arches,  which  carry  the  retorts 
and  relieve  the  lower  ones  of  the  weight  of  those  above  them. 
The  blocks  supporting  the  inside  lower  corners  of  the  bottom 
retorts  are  made  continuous  for  the  whole  length  of  the  re- 
torts so  as  to  protect  them  from  the  great  heat  existing  in  this 
part  of  the  setting  and  from  the  cutting  action  of  the  flame. 
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and  shield  tiles  ^re  also  provided  for  the  inside  lower  corners 
of  the  middle  retorts  for  the  same  object.  At  all  other  points 
the  retorts  are  exposed  to  full  contact  with  the  products  of 
combustion  except  where  they  are  built  in  the  front  and  back 
walls,  or  where  they  rest  upon  and  are  covered  by  the  narrow 
supporting  blocks.  Since  these  blocks  are  only  5  in.  or  6  in. 
wide  it  will  be  seen  that  much  the  largest  portion  of  the  sur- 
face of  the  retorts  is  exposed  to  the  direct  action  of  the  heat. 

The  blocks  and  bricks  forming  the  walls  of  the  combustion 
chamber  should  be  made  of  extra  quality  material  in  order  to 
stand  the  heat  to  which  they  are  exposed.  The  blocks  above 
the  top  of  the  bottom  retorts  on  the  inside  of  these  retorts  and 
all  the  blocks  on  the  outside  of  the  retorts  may  be  made  of 
any  good  first  quality  material.     (Trustees.) 

3.  Describe,  with  sketches,  the  proper  manner  in  which  to 
make  the  feed-water  and  blow-oflf  connections  for  steam  boilers, 
and  state  the  faults  that  are  to  be  guarded  against  in  making 
such  connections. 

Ans.  The  manner  of  making  the  feed-water  and  blow-oflF 
connections  to  boilers  necessarily  varies  with  the  type  of  boiler 
employed.  Since  horizontal  return  tubular  boilers  are  used 
more  extensively  in  gas  works  than  any  other  type,  this  answer 
will  be  confined  to  the  manner  in  which  these  connections 
should  be  made  for  boilers  of  this  type. 

Two  important  points  to  be  observed  in  the  arrangement  of 
the  feed-water  pipe  in  any  case  are  that  the  comparatively  cold 
feed-water  should  not  be  delivered  directly  against  any  portion 
of  the  shell  of  the  boiler,  especially  if  such  portion  is  exposed 
to  the  fire,  or  to  contact  with  the  products  of  combustion,  and 
that  the  outlet  of  the  pipe  should  be  so  located  with  reference 
to  the  w^ater-line,  that  as  little  as  possible  of  the  water  would 
be  siphoned  out  of  the  boiler  in  case  of  any  accident  to  the 
feed-pipe  accompanied  by  failure  of  the  check  valve  to  work. 

Even  if  the  feed-water  is  heated,  it  is  much  colder  than 
the  shell,  and  if  it  is  allowed  to  impinge  directly  upon  the  shell, 
the  metal  is  severely  strained  by  the  local  cooling  to  which  it 
is  subjected  while  hot  at  all  other  points.    It  is,  therefore,  very 
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poor  practice  to  introduce  the  water  directly  at  the  bottom  of 
the  boiler,  or  when  it  is  introduced  at  a  higher  point,  to  have 
it  delivered  in  a  direction  that  carries  it  directly  against  the 
bottom  of  the  shell.  These,  however,  are  very  common  faults 
in  connection  with  feed-water  pipes.  A  good  feed-water  con- 
nection is  shown  on  the  cut.  The  pipe  is  brought  up  on  one 
side  of  the  boiler  at  the  front  (the  check  and  stop  valves  being 
placed  in  the  order  named  at  a  convenient  height  on  the  vertical 
run)  to  a  point  one  or  two  inches  below  the  low-water  line, 
and  then  run  horizontally  parallel  to  the  face  of  the  boiler 
through  the  front  smoke-box  to  a  point  about  6  in.  from  the 
side ;  then  turned  and  run  back  through  the  front  and  parallel 
to  the  side  of  the  boiler  to  about  a  foot  from  the  back  end; 
then  again  turned,  still  being  kept  horizontal,  and  carried  at 
right  angles  across  the  boiler  to  a  point  about  6  in.  from  the 
shell  on  the  other  side  where  it  ends  in  an  elbow  with  the  open 
end  down.  When  the  pipe  is  run  in  this  way,  the  feed-water 
has  an  opportunity  to  become  heated  by  passing  through  it 
and  is  delivered  at  a  point  where  the  water  in  the  boiler  is 
coolest  and  where  there  is  apt  to  be  a  downward  current.  As 
the  feed-water,  even  when  admitted  in  this  way,  is  cooler  than 
the  water  in  the  boiler,  it  has  a  tendency  to  fall  and  its  admis- 
sion at  the  point  named  helps  to  secure  a  better  circulation  in 
the  boiler. 

This  arrangement  cannot  be  used  with  water  containing 
much  bi-carbonate  of  lime,  since  the  deposit  formed  when 
water  of  this  description  is  heated,  would  soon  fill  up  the 
long  internal  pipe.  In  such  cases,  it  is  advisable  to  use  a  pipe 
only  a  few  inches  long,  opening  into  an  open  trough  or  a  pipe 
of  larger  diameter  with  the  top  cut  away ;  this  pipe  extending 
the  full  length  of  the  boiler.  Such  an  arrangement  distributes 
the  water  well  and  reduces  to  a  minimum  the  danger  of  feed- 
pipe stoppages. 

The  feed-pipe  to  every  boiler  should  be  provided  with  a 
check  valve  set  close  to  the  boiler  and  in  such  a  position  that 
the  valve  opens  vertically  so  that  its  weight  assists  the  pres- 
sure of  the  boiler  in  closing  it.  A  stop  valve  should  be  between 
the  check  valve  and  the  boiler  so  that  the  check  valve  can  be 
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repaired,  if  necessary,  without  running  the  water  out  of  the 
boiler. 

The  blow-off  pipe  is  connected  to  the  bottom  of  the  boiler 
at  the  back  end.  It  should  be  made  of  iron  and  not  of  brass  or 
copper,  since  the  latter  metals  are  eaten  away  by  the  action 
of  the  hot  gases  to  which  a  portion  ^  of  the  blow-off  pipe  is 
necessarily  exposed.  The  part  of  the  pipe  so  exposed  should 
be  covered  with  some  non-conducting  material,  asbestos  rope 
wound  round  the  pipe  being  often  used.  Only  straight  way 
valves  or  stop  cocks  should  be  employed  for  shut-offs,  and  the 
openings  in  them  should  be  at  least  the  full  size  of  the  pipe. 
A  tortuous  passage,  such  as  is  found  in  globe  valves,  affords 
an  opportunity  for  the  trapping  of  loose  pieces  of  scale  against 
which  more  pieces  collect  until  the  pipe  is  completely  choked 
up.  With  a  straight  way  opening  of  the  full  size  of  the  pipe, 
this  cannot  happen.  Gate  valves  are  open  to  the  objection  that 
scale  can  accumulate  in  the  depression  into  which  the  bottom 
of  the  valve  fits  when  it  is  closed  and  thus  prevent  the  valve 
from  closing  tight.  In  spite  of  its  tendency  to  stick,  a  full 
opening  stop-cock  forms  the  best  shut-off  for  a  blow-off  pipe, 
but  it  must  be  opened  full  every  time  the  blow-off  is  used,  and 
care  must  be  taken  to  shut  it  slowly  to  avoid  subjecting  the 
pipe  to  the  great  increase  of  pressure  produced  when  the  flow 
of  water  is  stopped  abruptly  by  the  sudden  shutting  of  the 
stop-cock,  since  this  pressure  will  sooner  or  later  cause  a  burst 
either  in  the  pipe  or  in  the  fittings  through  the  strain  which 
it  throws  upon  them.  A  tee  should  be  inserted  in  the  blow-off 
pipe  just  behind  the  cock  so  that  its  tightness  when  closed  can 
be  determined  by  taking  the  plug  out  of  the  side  outlet  of  the 
tee  and  observing  whether  any  water  is  trickling  through  the 
pipe.  A  tight  joint  should  be  made  between  the  end  of  the 
blow-off  pipe  and  the  drain  into  which  it  is  led  to  prevent  the 
hot  Water  splashing  back  on  the  boiler  attendant.  The  blow- 
off  pipe  should  be  of  good  size,  at  least  2  in.  in  diameter. 
(Trustees.) 

4.  Is  it  possible  to  have  a  single  automatic  overflow  to 
remove  both  tar^and  liquor  from  the  hydraulic  main  and  at 
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the  same  time  maintain  a  liquor  seal  of  constant  depth  on 
the  dip  pipes  ?  Illustrate  the  reasoning  by  which  you  arrive  at 
your  answer  by  a  sketch  showing  a  cross  section  of  the  main 
and  of  such  an  overflow. 

Ans.  Owing  to  the  difference  between  the  specific  gravities 
of  tar  and  ammoniacal  liquor  it  is  not  possible  to  have  a  single 
automatic  overflow  for  the  removal  of  both  tar  and  liquor 
from  the  hydraulic  main  and  at  the  same  time  maintain  a  seal 
of  constant  depth  on  the  dip  pipes.  Such  an  overflow  must 
connect  to  the  bottom  of  the  main,  since  otherwise  some  tar 
will  be  allowed  to  stay  in  the  main  indefinitely  and  gradually 
stiffen  up  until  it  can  only  be  removed  by  scrapers.  The  ac- 
companying cut  shows  cross  sections  of  a  hydraulic  main  with 
a  single  overflow  opening  out  of  the  bottom  and  serves  to 
illustrate  the  description  of  its  action  which  follows. 

The  main  being  filled  with  liquor  at  the  start  the  condi- 
tions are  as  shown  in  figure  No.  1,  the  liquor  in  the  two  legs 
of  the  syphon  formed  by  the  main  and  overflow  standing  at 
the  same  level,  and  the  dip  pipes  being  under  the  proper  seal. 
But  when  the  main  is  in  operation  tar  soon  accumulates  and 
settles  to  the  bottom,  and  then  nothing  but  tar  can  enter  the 
overflow  and  pass  over  to  its  outside  leg,  as  shown  on  figure 
No.  2.  In  this  outside  leg  there  is  then  a  column  of  tar  only, 
while  the  balancing  column  in  the  other  leg  is  composed  partly 
of  tar  and  partly  of  liquor.  The  liquor  being  lighter  than 
the  tar  this  column  of  tar  and  liquor  cannot  support  a  column 
of  tar  of  equal  height,  and  before  the  tar  in  the  outside  leg  of 
the  syphon  can  rise  to  the  level  of  the  overflow  and  run  off, 
the  liquor  in  the  main  must  rise  above  this  level  by  an  amount 
which  depends  upon  the  length  of  the  outside  leg  and  the 
proportion  of  the  height  of  the  inside  leg  which  is  occupied 
by  the  liquor.  The  seal  on  the  dip  pipes  will  thus  be  made 
greater  than  it  should  be,  as  shown  on  figure  No.  2. 

Since  as  long  as  there  is  any  tar  in  the  main  there  will  be 
nothing  but  tar  in  the  outer  leg  of  the  overflow  and  nothing 
but  tar  will  run  off  from  the  main,  all  the  liquor  that  is 
formed  accumulates,  until  finally  as  the  tar  runs  off,  the  main 
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contains,  as  shown  in  figure  No.  3,  nothing  but  liquor  standing 
at  a  level  which  is  sufficiently  high  to  more  than  balance  the 
tar  in  the  outer  leg  and  drive  it  out  of  the  overflow.  When 
this  happens  there  will  be  liquor  on  both  sides  of  the  syphon, 
and  therefore  the  heights  of  the  two  columns  will  equalize 
themselves  by  the  rapid  flowing  out  of  the  liqtior  from  the 
main  until  the  level  has  been  brought  back  to  the  normal  water 
line,  at  which  it  will  stand  until  enough  tar  accumulates  to 
again  cut  oflF  the  liquor  from  the  overflow  and  fill  the  outer 
leg,  causing  a  repetition  of  the  sequence  of  events  previously 
described. 

It  is,  therefore,  evident  that  with  such  an  arrangement  of 
overflow,  the  water  line  in  the  main  is  continually  var>^ing  and 
the  depth  of  the  seal  on  the  dip  pipes  is  anything  but  constant. 
To  secure  a  seal  of  constant  depth  and  at  the  same  time  re- 
move both  tar  and  liquor  automatically  it  is  necessary  to  adopt 
an  arrangement  of  double  overflows.     (Trustees.) 

5.  Boilers  are  often  rated  as  being  of  so  many  horse-power. 
What  is  the  meaning  of  the  term  "horse-power**  when  used 
in  this  connection?  What  is  the  meaning  of  the  same  term 
when  applied  to  steam  engines? 

Ans.  The  term  "horse-power**  as  applied  to  the  rating  of 
boilers  is  used  in  two  different  ways:  either  as  an  absolute 
unit,  by  which  to  measure  the  rate  at  which  the  boiler  will 
work,  or  as  an  approximate  measure  of  the  capacity  of  the 
boiler,  to  be  applied  in  buying,  selling  or  describing  it  for 
trade  purposes. 

The  trade  or  commercial  horse-power  is  determined  accord- 
ing to  certain  arbitrary  assumptions  from  the  dimensions  of 
the  boiler,  the  extent  of  the  heating  surface  being  usually  em- 
ployed for  this  rating  on  a  basis  of  12  square  feet  of  such 
surface  for  each  horse-power.  Thus,  a  boiler  having  a  heating 
surface  of  1,200  square  feet  would  be  ordinarily  rated  as  being 
of  100  horse-power.  The  practice  in  this  respect  is,  however, 
not  uniform  and  it  is  necessary  when  comparing  different 
ratings  of  boiler  capacity,  especially  in  passing  upon  proposals 
for  the  supply  of  new  boilers,  to  know  upon  what  rule  each 
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rating  is  based.  A  rough-and-ready  rule  for  approximating 
the  commercial  horse-power  of  either  tubular  or  water  tube 
boilers  has  been  given  by  the  Engineering  News  as  follows: 
Multiply  the  number  of  tubes  by  their  length  in  feet  and  the 
product  so  obtained  by  the  diameter  of  the  tube  in  inches,  then 
divide  the  final  product  by  50,  and  the  quotient  so  obtained  will 
be  the  horse-power  of  the  boiler.  The  commercial  horse- 
power is  alsb  sometimes  determined  from  the  grate  surface, 
^'3  of  a  square  foot  being  allowed  per  horse-power. 

When  used  in  engineering  work  for  an  accurate  measure  of 
the  rate  at  which  a  boiler  will  do  work  the  term  "horse-power" 
has  been  defined  by  a  committee  of  the  American  Society  of 
Mechanical  Engineers  as  meaning  "an  evaporation  of  30  lb.  of 
waiter  per  hour  from  a  feed-water  temperature  of  100*  F. 
into  steam  at  70  lb.  gauge  pressure,  which  shall  be  considered 
equal  to  34>4  units  of  evaporation,  that  is,  to  Mj/i  lb.  of 
water  evaporated  from  a  feed-water  temperature  of  212**  F. 
into  steam  at  the  same  temperature.  A  boiler  should  only  be 
rated  at  the  power  which  it  is  capable  of  developing  with  easy 
firing,  moderate  draft  and  ordinary  fuel  while  exhibiting  good 
economy,  and  should  be  capable  of  developing  at  least  Vs 
more  than  its  rated  power  to  meet  emergencies." 

When  applied  to  steam  engines,  the  term  "horse-power"  is 
used  to  indicate  the  rate  at  which  mechanical  work  is  done,  and 
denotes  the  performance  of  work  at  the  rate  of  550  foot 
pounds  per  second,  or  33,000  foot  pounds  per  minute.  A  foot 
pound  of  work  is  the  work  done  in  raising  the  weight  of  1  lb. 
through  a  height  of  one  foot,  or  of  overcoming  a  resistance 
of  1  lb.  through  a  distance  of  1  ft.,  or  of  overcoming  any 
smaller  or  larger  resistance  through  a  correspondingly  greater 
or  less  space  per  minute.     (Trustees.) 

6.  What  horse-power  is  required  for  the  actual  work  of 
pumping  the  gas  by  an  exhauster  handling  24,000  cubic  feet 
of  gas  per  hour  with  an  inlet  pressure  of  ^/i©  in.  and  an 
outlet  pressure  of  13  in.  ? 

Ans.  The  term  "horse-power"  as  used  to  indicate  the  rate 
at  which  mechanical  work  is  done  denotes  the  performance  of 
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33,000  foot  pounds  of  work  per  minute,  that  is,  the  raising 
of  a  weight  of  33,000  lb.  through  .a  height  of  one  foot,  or  the 
overcoming  of  a  resistance  of  33,000  lb.  through  a  space  of 
one  foot,  or  of  any  smaller  resistance  through  a  correspond- 
ingly greater  space  per  minute.  The  horse-power  required  to 
pump  gas  can  therefore  be  calculated  by  dividing  the  product 
of  .the  resistance  overcome  and  the  space  through  which  it  is 
overcome  in  a  minute,  by  33,000,  the  resistance  being  measured 
in  pounds  per  square  foot  and  the  space  in  feet.  The  resistance 
is  determined  by  the  net  pressure  against  which  the  exhauster 
is  working,  that  is,  by  the  difference  between  the  pressure  at 
the  outlet  and  that  at  the  inlet  of  the  exhauster.  The  space 
can  be  taken  as  the  number  of  cubic  feet  of  gas  pumped  in  a 
minute  without  any  reference  to  the  actual  velocity  with  which 
the  gas  passes  through  the  outlet  pipe,  since  with  a  given  out- 
let pressure  the  total  resistance  against  which  the  exhauster 
is  working  varies  directly  as  the  area  of  the  outlet  pipe,  while 
the  velocity  of  the  gas,  or  the  space  passed  through  in  the  unit 
of  time  varies,  when  the  same  quantity  is  pumped  per  minute, 
inversely  as  the  area  of  this  outlet  pipe,  and  therefore  the 
product  of  the  total  resistance  and  the  space  passed  through 
will  always  be  equal  to  the  product  obtained  by  multiplying 
the  resistance  per  square  foot  by  the  number  of  cubic  feet  of 
gas  pumped  in  the  unit  of  time.  The  pressure  is  usually  given 
in  terms  of  the  height,  in  inches,  of  the  column  of  water  which 
it  will  balance,  and  to  convert  this  to  pounds  per  square  foot 
it  is  necessary  to  multiply  it  by  the  weight  of  a  column  of  water 
one  square  foot  in  area  and  one  inch  high.  A  cubic  foot  of 
water  weighs  62.5  lb.,  so  a  column  of  water  12  in.  high  exerts 
a  pressure  of  62.5  lb.  per  square  foot,  and  a  column  1  in.  high 
will  exert  a  pressure  of  62.5  -^  12  =  5.2  lb.  per  square  foot. 

The  horse-power  required  for  the  actual  work  of  pumping 
the  gas  can  therefore  be  determined  by  multiplying  the  number 
of  cubic  feet  pumped  per  minute  by  the  product  obtained  by 
multiplying  the  net  pressure  in  inches  of  water  by  5.2  (which 
gives  the  pressure  in  pounds  per  square  foot  against  which 
the  exhauster  is  working)  and  dividing  the  final  product  by 
33,000.    Putting  this  rule  into  the  shape  of  a  formula  we  have: 
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VH  X  5.2 

H.  P.  = ,  in  which 

33,000 

V  =  number  of  cubic  feet  of  gas  pumped  per  minute,  and 
H  =  the  difference  between  the  outlet  and  inlet  pressures  in 

inches  of  water. 

In  the  present  problem 
24000 

V  = =  400,  and 

60 
H  =  13  in.  —  0.3  in.  =  12.7  in.  so 

33000  33000        33000  ' 

therefore  the  horse-power  required  for  pumping  the  gas,  with- 
out taking  into  consideration  the  friction  of  the  exhauster,  or 
any  other  losses  of  power  in  the  machinery,  is  0.8005  horse- 
I'ower. 

From  the  information  obtained  by  a  series  of  tests  made  on 
exhausters  pumping  gas  into  outlying  holders,  in  which  tests 
the  amount  of  gas  pumped,  the  pressure  against  which  it  was 
pumped  and  the  horse-power  developed  in  the  engines  doing 
the  work  were  all  determined,  Mr.  Geo.  J.  Roberts  works  out 
the  following  formula  to  be  used  in  determining  the  total  horse- 
power required  in  any  given  case  when  the  gas  is  to  be  handled 
with  an  exhauster  of  the  Wilbraham  type. 

H.P.  =  0.00511  XHXV,  in  which 

H  =  the  net  pressure  in  inches  pumped  against,  and . 

V  =  thousands  of  cubic  feet  pumped  per  hour. 
Substituting  the  values  of  H  and  V  in  the  present  problem 

we  have  i 

H.P.  =  0.00511  X  12.7  X  24  =  1.56. 

So  that  the  total  horse-power  required  according  to  this 
formula  is  nearly  double  that  required  for  pumping  the  gas. 
Or,  in  other  words,  the  efficiency  of  the  engine  and  exhauster 
when  working  at  this  rate  is  only  about  50%.    (Trustees.) 

7.  What  is  a  vapor?  What  is  the  difference  between  a  true 
gas  and  a  vapor? 
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Ans.  Vapor,  in  physics,  is  the  gaseous  form  which  a  solid 
or  a  liquid  substance  assumes  when  sufficiently  heated.  (Cen- 
tury Dictionary.) 

As  usually  employed  vapor  denotes  the  gaseous  form  of  a 
substance  which  under  ordinary  conditions  of  pressure  and 
temperature  exists  in  a  solid  or  liquid  form.  Thus,  in  com- 
mon language,  a  difference  is  recognized  between  vapors  and 
so-called  true  gases,  since  the  latter  are  substances  which 
exist  normally  in  a  gaseous  state  and  can  only  be  liquefied  by 
being  subjected  to  great  pressure  or  intense  cold,  or  both. 
There  is,  however,  no  real  physical  difference  between  these 
two  classes  of  gaseous  forms,  as  it  has  been  found  possible  to 
liquefy  all  gases  and  thus  bring  them  before  liquefaction  into 
a  condition  exactly  the  same  as  that  of  vapors  at  ordinary 
temperatures  and  pressures. 

What  is  called  a  vapor  is  a  substance  in  gaseous  form  near 
the  point  of  saturation,  that  is,  near  the  point  at  which  any 
further  increase  of  pressure  or  decrease  of  temperature  will 
cause  a  portion  of  the  substance  to  condense  into  the  liquid 
or  the  solid  state,  while  what  is  called  a  true  gas  is  a  substance 
in  gaseous  form,  far  removed  from  its  points  of  saturation, 
and  therefore  capable  of  being  compressed  and  cooled  without 
the  occurrence  of  any  condensation. 

The  difference  between  a  "vapor"  and  a  "true  gas"  is  thus 
merely  comparative,  being  the  same  that  exists  to  a  lesser 
degree  between  saturated  steam  and  superheated  steam,  and, 
strictly  speaking,  no  known  substance  can  be  termed  a  true 
gas,  since  none  with  which  we  are  acquainted  is  sufficiently 
removed  from  the  point  of  saturation  to  obey  perfectly  the 
laws  of  expansion  and  contraction  under  changes  of  pressure 
and  temperature  that  would  apply  to  absolutely  perfect  gases 
according  to  the  molecular  theory  of  matter,  though  the  g^ases 
which  are  farthest  removed  from  the  point  of  saturation  and 
therefore  the  hardest  to  liquefy,  such  as  hydrogen,  conform 
very  closely  to  these  laws.     (Trustees.) 

8.  What  is  the  maximum  amount  of  gas  containing  2.15 
per  cent,  of  carbon  dioxide,  COj,  that  can  theoretically  be 
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purified  by  a  bushel  of  unslaked  lime  containing  88%  calcic 
oxide,  CaO,  assuming  that  the  weight  of  a  bushel  is  80  lb.  and 
that  carbon  dioxide  only  is  to  be  removed  from  the  gas  by  the 
lime?    Give  all  your  calculations. 

Ans.  As  the  bushel  of  lime  weighs  80  lb.  and  contains  88% 
of  CaO  it  will  contain  70.4  lb.  of  CaO.  When  the  lime  is 
slaked,  hydrate  is  formed  according  to  the  reaction. 

Lime.  •     Water.  Calcic  hydrate. 

CaO  +  H,0  =  Ca(HO), 

Since  the  atomic  weight  of  calcium  (Ca)  is  40,  that  of  oxygen 
lO)  16  and  that  of  hydrogen  (H)  1,  the  respective  weights 
are  (40  +  16)  +  (2  +  16)  =  [40  +  (17  X  2)],  or  56 
-f  18  =  74.  That  is  56  lb.  of  CaO  will  make  74  lb.  of  Ca(H0)2 

74 

and  70.4  lb.  of  CaO  will  make  70.4  X =  70.4  X  1.321  = 

56 
93.00  lb.  of  Ca(HO)2. 

The  equation  of  the  reaction  between  Ca(HO)2  and  COj  is: 
Ca(HO)2  4-  CO2  =  CaCOs  +  H2  O,  the  weights  being  [40  + 
(17  X  2)]  +  [12  +  (16  X  2)]  =  [40  +  12  +  (16  X  3)] 
+  [(1   X  2)  +  16]  or  74  +  44  --  100  +  18. 

We  are  only  concerned  with  the  first  half  of  the  equation, 
from  which  we  see  that  74  lb.  of  Ca(H0)2  will  combine  with 
44  lb.  of  CO2.    Therefore  93.00  lb.  of  Ca(HG)2  will  combine 
44 

with  93.00  X  =  55.30  lb.  of  CO^.     CO^  dry  at  60** 

74 
Fahrenheit  and  30  in.  barometer   weighs  1  lb.  for  each  8.595 
cubic  feet,  so  55.30  lb.  will  be  55.30  X  8.595  =  475.30  cubic 
feet.    The  gas  in  question  contains  2.15%  of  COj,  or  21.5  cubic 

475.30 

feet  per  1,000  cubic  feet.    =  22.107  and  22,107  cubic 

21.5 
feet  is  the  maximum  amount  of  gas  containing  2.15%  of  CO, 
that  can  be  purified  by  a  bushel  of  unslaked  lime  weighing 
80  lb.  and  containing  88%  of  CaO.  Of  course,  even  this  result 
could  not  be  reached  in  practice;  as  it  is  never  possible  to 
entirely  saturate  all  the  calcic  hydrate  with  carbon  dioxide 
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under  working  conditions,  even  assuming  that  all  the  other 
impurities  that  would  combme  with  Ca(HO)2  are  removed  by 
other  means.    (Trustees.) 

9.  How  would  you  calculate  the  maximimi  temperature 
that  can  be  produced  by  burning  any  given  sample  of  gas,  the 
oxygen  for  combustion  being  derived  from  the  atmosphere? 

Ans.  The  highest  temperature  that  can  theoretically  be 
obtained  by  burning  a  gas  in  air  is  the  temperature  that  will 
be  reached  when  no  heat  is  lost  in  any  way,  all  the  heat  de- 
veloped being  employed  to  heat  up  the  products  of  combustion 
and  the  nitrogen  accompanying  the  oxygen  drawn  from  the 
air  for  this  combustion.  These  conditions  are,  of  course,  never 
obtained  in  practice,  but,  as  it  is  very  hard  to  measure  accur- 
ately the  losses  that  occur  in  practice,  the  maximum  theoretical 
temperatures  are  used  to  furnish  a  basis  for  comparisons  be- 
tween diflferent  gases,  it  being  assumed  that  the  relations 
between  the  temperatures  actually  obtained  will  be  very  nearly 
the  same  as  those  existing  between  the  theoretical  tempera- 
tures, although  the  absolute  temperatures  will  be  very  different 
in  the  two  cases. 

This  maximum  theoretical  temperature  evidently  depends 
upon, the  quantity  of  heat  developed  by  the  combustion  of  a 
unit  weight  of  the  gas  and  upon  the  quantity  of  heat  required 
to  raise,  by  one  degree,  the  temperature  of  the  products  re- 
sulting from  the  combustion  of  this  unit  weight  and  the 
quotient  obtained  by  dividing  the  quantity  of  heat  produced 
by  the  quantity  required  to  raise  the  temperature  of  the 
products  of  combustion  one  degree  will  give  the  highest  temper- 
ature that  can  be  reached  by  burning  the  given  gas.  The  quan- 
tity of  heat  produced  is  given  by  the  calorific  value  of  the  gas. 
The  amount  of  heat  required  to  raise  the  temperature  of  the 
products  of  combustion  one  degree  can  be  calculated  by  mul- 
tiplying the  weight  of  each  product  that  is  produced  by  its 
specific  heat,  the  nitrogen  mixed  with  the  oxygen  in  the  air 
and  drawn  into  the  flame  with  it  being  inchided.  It  is  there- 
fore necessary  to  determine  what  substances  are  produced  by 
the  combustion  of  the  gas  and  the  weight  of  each  of  these 
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substances  that  is  obtained  from  a  unit  weight  of  the  gas,  to 
multiply  the  determined  weight  of  each  substance  by  its  specific 
heat  and  to  add  together  the  numbers  obtained  by  these 
multiplications,  the  sum  forming  the  divisor  of  the  fraction. 

The  maximum  temperature  that  can  be  produced  by  burn- 
ing a  gas  in  air  can  therefore  be  determined  by  dividing  tlie 
calorific  value  of  the  gas,  per  pound,  by  the  sum  of  the  num- 
bers obtained  by  multiplying  the  weight  of  each  of  the  products 
of  combustion  produced  from  1  lb.  of  gas  by  its  proper  specific 
heat,  the  nitrogen  mixed  in  the  air  with  the  oxygen  required 
for  combustion  being  considered  as  one  of  the  products  of  the 
combustion. 

It  has  been  found  that  the  specific  heats  of  gases  increase 
quite  rapidly  with  increase  in  temperature  so  that  the  use  of 
constant  values  for  the  specific  heats  in  problems  involving 
widely  differing  temperatures  does  not  give  accurate  results. 
In  connection  with  a  lecture  delivered  before  the  American 
Gas  Light  Association  in  1903  (Proceedings,  Vol.  XX.,  Pages 
2%-299  inclusive),  Mr.  Alfred  H.  White  gave  tables  showing 
the  specific  heats  of  the  various  products  of  combustion  for 
temperatures  varying  by  100°  C.  from  100'  C.  to  2500'  C. 
Copies  of  these  tables  with  the  temperatures  converted  into 
degrees  Fahrenheit  are  given  below.  Inaccuracies  in  the 
experimental  data  on  which  these  tables  are  based  render  it 
useless  to  attempt  to  interpolate  more  closely  than  90**. 

In  using  these  tables  it  is  necessary  to  assume  a  tempera- 
ture and  then  use  in  the  calculation  the  specific  heats  cor- 
responding to  this  assumed  temperature.  If  the  calculated 
temperature  does  not  agree  closely  with  the  assumed  one  it 
is  necessary  to  assume  another  temperature  and  do  the  work 
over  again,  continuing  this  process  until  a  close  agreement  is 
obtained  between  the  assumed  and  the  calculated  temperatures. 

To  illustrate  by  a  simple  example,  the  maximum  tempera- 
ture that  can  be  produced  by  the  combustion  of  carbon  mon- 
oxide, CO,  may  be  determined  as  follows: 

1  lb.  of  CO  requires  for  its  combustion  to  carbon  dioxide 
CO,,  0.571  lb.  of  oxygen,  which  will  have  mixed  with  it  in  the 
air  0.571  X  3.31  =  1.89  lb.  of  nitrogen,  Nj,  and  the  products 
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Table  of  Mean  Specific  Heats  Expressed  in  B.t.u.  per 

Pound. 
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of  the  combustion  of  1  lb.  of  CO  will  therefore  be  1.571  lb.  of 
CO,  and  1.89  lb.  of  N,.  The  calorific  value  of  CO  is  4383 
B.t.u.  per  pound.  Assuming  a  flame  temperature  of  3632* 
the  specific  heats  of  CO,  and  N,  are  respectively  0.368  and 
0.327  and  the  equation  for  the  maximum  temperature  in  de- 

4383 

grees   Fahrenheit  is,  T  = = 

1.571X0.368+1.89X0.327 

4383 
=  3665**   F.     Adding  60**   to  this  flame   temperature 

1.196 

would  be  3725**.  The  difference  between  the  assumed  and  the 
calculated  is  too  great,  so  it  is  necessary  to  make  another 
calculation. 

Assimiing  3812*  as  the  temperature,  the  specific  heats  of 
COj  and  Nj  are  found  to  be  0.377  and  0.331  respectively  and 

4383 

the  maximum  temperature  is,  T  = 

1.571X0.377+  1.89X0.331 
4383 

:  3599**  F.    Adding  60**  to  this  the  flame  tempera- 


U18 

ture  would  be  3659*,  and  again  the  difference  between  the 
assumed  and  the  calculated  is  too  great.  But  in  this  case  the 
assumed  temperature  is  larger  than  the  calculated,  while  in  the 
first  calculation  the  reverse  was  true,  therefore  it  is  necessary 
to  interpolate  between  these  two  assumed  temperatures  because 
the  table  does  not  give  intermediate  temperatures. 

Taking  the  temperature  midway  between  the  two  already 
used,  which  is  90*  greater  than  the  first  temperature  assumed 
and  90*  less  than  the  second,  and  is  as  close  as  the  table  can 
be  used,  the  specific  heats  of  COa  and  N,  at  3722*  are  re- 
spectively 0.3725  and  0.329,  and  the  maximum  flame  tempera- 
ture in  d^rees  Fahrenheit  is 

r 4383 _^383__....o  p 

1.571  X  0.3725  +  1.89  X  0.329       1.207      ^^ 
Adding  60*  to  this  the  flame  temperature  would  be  3691*. 
This  is  as  near  to  the  assumed  as  it  is  possible  to  figure  from 
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the  table  and  can  therefore  be  taken  as  the  theoretical  flame 
temperature  of  carbon  monoxide  gas.     (Trustees.) 

12.  What  tests  would  you  apply  to  a  fire  brick  to  determine 
its  quality? 

Ans.  The  qualities  desired  in  a  fire  brick  are:  infusibility, 
strength,  regularity  of  shape,  uniformity  of  composition  and 
facility  of  cutting,  and  the  tests  to  be  applied  to  a  fire  brick 
should  be  such  as  will  determine  to  what  extent  it  possesses 
these  qualities. 

The  degree  of  infusibility  can  be  determined,  to  a  certain 
extent,  by  an  analysis  of  the  material  of  which  the  brick  is 
composed.  If  this  analysis  shows  the  presence  of  about  60% 
of  silica,  less  than  6%  of  sesqui-oxide  of  iron  and  not  more 
than  2%  to  3%  as  a  total  of  lime,  magnesia  and  the  hydrates 
of  potassium  and  sodium,  the  brick  probably  possesses  a  high 
degree  of  infusibility.  If  the  analysis  shows  more  than  6%  of 
sesqui-oxide  of  iron  or  2%  to  3%  of  the  lime,  magnesia,  etc., 
the  brick  should  be  rejected.  But  exposure  of  the  brick  to  the 
action  of  heat  under  the  conditions  to  which  it  will  be  sub- 
jected when  used  furnishes  the  best  test  for  infusibility.  In 
coal  gas  works  the  test  can  be  made  by  placing  the  brick  in 
the  combustion  chamber  of  a  regenerative  bench.  If,  wnen 
the  brick  is  removed  after, being  exposed  for  a  week  or  ten 
days  to  the  heat  of  the  combustion  chamber,  the  edges  and 
comers  are  found  to  be  sharp,  and  the  surfaces  show  no  signs 
of  incipient  fusion,  the  brick  may  be  passed  as  a  first-rate 
quality,  as  far  as  infusibility  is  concerned.  In  water  gas  plants 
the  space  at  the  bottom  of  the  superheater,  in  which,  the  second- 
ary combustion  occurs,  furnishes  a  good  place  for  a  test. 

If  the  material  of  which  the  brick  is  made  is  well  com- 
pressed during  manufacture  and  the  brick  is  hard  burned  there 
is  no  question  as  to  its  strength  when  cold.  The  degree  to 
which  compression  has  been  carried  is  indicated  by  the  weight 
of  the  brick,  and  a  fire  brick  of  the  regulation  size,  9  in.X4j4 
in.  X  2?  8  iru,  should  weigh  from  7y^  lb.  to  7^^  lb.  A  well 
burnt  brick  usually  shows  a  reddish  tinge.  A  well  compressed 
and  well  burnt  brick  will  give  a  ringing  sound  when  struck 
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with  a  hammer.  It  is  especially  important  that  the  bricks 
which  are  to  be  used  for  lining  the  furnaces  of  retort  benches, 
or  for  lining  water  gas  generators,  should  be  hard,  since  they 
are  subjected  to  a  great  deal  of  abrasion  from  the  fuel  and  the 
clinkering  bars,  so  that  for  this  work  hardness  and  strength 
are  of  more  importance  than  infusibility.  In  the  combustion 
chamber,  on  the  contrary,  infusibility  is  the  most  important 
quality,  since  the  material  used  there  is  not  exposed  to  any 
wear  and  tear  except  that  arising  from  the  effect  of  the  heat. 
It  may  thus  frequently  happen  that  the  same  brick  is  not  suit- 
able for  use  both  in  the  furnace  and  the  combustion  chamber. 

An  examination  of  the  exterior  of  the  brick  is  all  that  is 
necessary  to  determine  whether  or  not  it  possesses  regularity 
of  shap^. 

Uniformity  of  composition  can  be  tested  by  breaking  the 
brick  and  examining  the  surface  of  the  fracture.  This  should 
present  a  compact  and  uniform  appearance,  though  not  neces- 
sarily a  close  and  fine  texture.  In  fact,  some  authorities  con- 
sider a  coarse  texture  to  be  preferable.  Uniformity  of  com- 
position is  also  indicated  by  the  giving  out  of  a  clear  ringing 
sound  when  the  brick  is  struck  a  sharp  blow  with  a  hammer. 

Facility  of  cutting  is  important  only  as  reducing  the  cost 
of  labor  and  the  amount  of  waste  during  the  operation  of  laying 
the  brick,  and  \nhile  desirable  if  it  can  be  secured  without 
sacrificing  the  more  important  qualities,  it  cannot  be  considered 
an  equivalent  for  any  one  of  them.     (Trustees.) 


Second  Series  of  Questions — Section  of  1910 — Practical 
Class — ^Trustees  Gas  Educational   FXjnd. 

1.  Give  the  meaning  of  the  terms  "run  of  mine,"  "^-inch," 
and  "lj4-inch"  as  applied  to  bituminous  coal,  and  state,  with 
your  reasons  for  the  statement,  which  class  of  coal  gives  the 
best  carbonizing  results. 

2.  Name  the  principal  shapes  of  cross-section  that  have  been 
adopted  for  clay  gas  retorts  and  give  a  sketch  of  the  cross- 
section  which  you  think  the  best.     Show  on  the  sketch  the 
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principal  dimensions  of  the  cross-section  and  the  thickness  of 
the  retort  walls.    Give  the  reasons  for  your  choice. 

3.  Describe,  somewhat  in  detail,  the  starting  of  a  fire  in, 
and  the  heating  up  to  a  working  heat  of  a  carburetted  water 
gas  apparatus  of  the  generator  superheater  type,  and  the  put- 
ting on,  making  and  taking  off  of  the  first  run. 

4.  The  weight  of  a  cubic  foot  of  dry  air  at  60*  F.  and  30-in. 
barometric  pressure  is  0.076357  lb.  The  specific  gravity  of 
each  of  the  gases  named  below  is  set  opposite  its  name.  Cal- 
culate the  weight  of  a  cubic  foot  of  each  gas  at  60**  F.  and 
30-in.  pressure. 

Methane  or  Marsh  Gas     C  H*  0-55408 

Ethylene  or  defiant  Gas  C2  H4  0.96964 

Ethane  Ca  He  I.O389 

Carbon  Monoxide  C  O  0.96964 

Carbon  Dioxide  C  Ch  1.5237 

Oxygen  O2  I.IO8I6 

Nitrogen  Nj  O.96964 

Hydrogen  H2  0.06926 

5.  A  stand  pipe  100  ft.  high  is  filled  with  a  gas  which  is 
lighter  than  air.  The  pipe  is  rigidly  aqd  hermetically  sealed  so 
that  there  is  no  communication  between  the  air  outside  and  the 
gas  inside.  Will  the  absolute  pressure  of  the  gas  be  the  same 
at  the  top  and  at  the  bottom  of  the  pipe?  If  the  pressure  is 
not  the  same,  at  which  point  will  it  be  greater  ?  Give  the  rea- 
sons for  your  answers. 

6.  What  is  meant  by  the  atomic  or  combining  weight  of 
a  substance?    What  use  is  made  of  this  weight? 

7.  What  is  the  unit  used  in  Great  Britain  and  America  for 
measuring  and  expressing  the  illuminating  value  of  gas,  and 
what  is  the  value  of  this  unit? 

8.  What  considerations  determine  the  depth  at  which  street 
mains  should  be  laid,  there  being  no  question  of  interference 
with  any  other  pipe  systems? 

9.  Describe,  with  a  sketch  showing  all  the  dimensions  of 
drip  and  cover  and  the  arrangement  of  the  pumping  pipe,  a 
6-in.  line  drip. 
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10.  Under  what  conditions  must  gas  be  burnt  in  luminous 
flame  burners  to  secure  the  greatest  possible  yield  of  light? 

11.  Why  are  Bunsen  or  Atmospheric  burners  used  in  gas 
cooking  stoves  and  incandescent  gas  lights?  Why  are  they 
not  used  in  the  ordinary  cylindrical  gas  heating  stoves  and  gas 
radiators  ? 

12.  What  is  Rosendale  or  Utica  cement,  how  is  it  made, 
and  what  tests  should  be  applied  to  any  given  sample  to  deter- 
mine its  quality? 

(Answers  to  these  Questions  are  due  June  1,  1907.) 


Answers  to  Second  Series  of  Questions — Section  of  1910 
— Practical  Class — Trustees  Gas  Educational  Fuxd. 

Answers  to  questions  Nos.  1,  10  and  11  have  been  published 
in  the  previous  volume  of  the  Proceedings,  and  can  be  found 
there  as  follows: 

No.  1,  Vol.  I.,  page  225. 

No.  10,  Vol.  I.,  page  276. 

No.  11,  Vol.  I.,  page  279. 

The  answers  to  the  other  questions  are  as  follows : 

2.  Name  the  principal  shapes  of  cross-section  that  have 
been  adopted  for  clay  gas  retorts  and  give  a  sketch  of  the  cross- 
section  which  you  think  the  best.  Show  on  the  sketch  the 
principal  dimensions  of  the  cross-section  and  the  thickness  of 
the  retort  walls.    Give  the  reasons  for  your  choice. 

Ans.  According  to  King's  Treatise,  clay  gas  retorts  have 
been  made  with  the  following  cross-sections:  Square,  square 

with  rounded  corners,  round,  oval  and  Q  shaped.  The  last 
three  shapes  have  been  the  most  used,  and  in  recent  years 
round  retorts  have  almost  entirely  disappeared,  leaving  only 
the  oval  and  Q    shapes  in  general  use. 

There  is  little  to  choose  between  these  two  shapes.  In  both 
the  coal  can  be  placed  in  the  retort  in  a  comparatively  thin 
layer  of  uniform  depth  over  its  entire  width,  permittinor  of 
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inches  at  the  front  end,  for  the  purpose  of  giving  the  strength 
needed  for  carrying  the  weight  of  the  mouthpiece.  In  one 
large  coal  gas  works  in  this  country  the  retorts  are  made  with 
walls  only  2j/$  inches  thick. 

The  dimensions  of  the  cross-section  should  be  governed  by 
the  amount  of  the  coal  that  is  to  be  charged,  and  this  depends 
on  the  heat  that  can  be  secured  in  the  setting.  It  is  bad  prac- 
tice to  use  in  a  setting  that  will  not  carbonize  over  250  lb.  of 
coal  per  charge  the  same  size  retort  that  is  used  in  a  setting 
that  will  carbonize  350  lb.  of  coal  per  charge,  lasting  an  equal 
length  of  time.  In  recuperative  benches  in  which  heavy 
charges  can  be  used  the  cross-section  is  usually  taken  as  either 
15  in.  X  26  in.  or  16  in.  X  26  in.  At  one  large  works,  however, 
retorts  of  the  latter  size  have  been  replaced  recently  by  16  in. 
X  24  in.  retorts  and  the  change  has  resulted  in  the  obtaining 
of  better  results.     (Trustees.) 

3.  Describe,  somewhat  in  detail,  the  starting  of  a  fire  in, 
and  the  heating  up  to  a  working  heat  of  a  carburetted  water- 
gas  apparatus  of  the  generator-superheater  type ;  and  the  put- 
ting on,  making  and  taking  off  of  the  first  run. 

Ans.  It  is  assumed  that  the  apparatus  has  previously  been 
in  use  and  therefore  does  not  require  to  be  dried  out,  and  also 
that  during  the  time  it  has  been  out  of  use  all  necessary  re- 
pairs have  been  made,  so  that  all  of  the  valves  and  piping  are 
in  good  condition.  Just  before  making  the  fire  the  pressure 
gauges  and  seals  should  be  filled  with  water,  and  water  should 
be  started  running  through  the  water-cooled  valve,  if  the  ap- 
paratus is  fitted  for  the  reversal  of  steam.  If  the  condenser 
is  already  full  of  water,  no  water  need  be  turned  on  it,  nor 
need  any  be  turned  on  the  scrubber  until  the  set  has  been  heated 
up  and  is  ready  to  make  gas.  The  superheater  stack  valve 
should  be  open,  and  the  upper  valve  of  the  steam  reversal  at- 
tachment should  also  be  open. 

A  layer  of  coarse  ashes  or  clinkers  from  6  in.  to  12  in.  deep 
should  be  spread  over  the  grate  bars  to  protect  them  from  the 
overheating  and  warping  that  would  take  place  during  the 
long  blow  if  the  fire  were  built  directly  upon  them.     (If  4his 
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is  properly  and  carefully  done  there  will  be  no  danger  of  the 
bars  becoming  overheated,  but  in  any  case  the  bottom  door  of 
the  generator  should  be  opened  after  the  blast  has  been  on  for, 
say,  fifteen  to  twenty  minutes,  and  if  the  fire  is  found  to  be 
too  hot  on  the  bars  a  little  steam  should  be  turned  on  with  the 
blast  to  cool  the  lower  part  of  the  fire,  and  so  protect  the 
bars  from  injury.)  The  stoppers  should  be  placed  in  the  stoke 
holes  and  the  stoke  hole  doors  closed,  the  ashpit  doors  being 
left  open.  If  the  water-gas  apparatus  is  used  in  combination 
with  a  coal-gas  plant  the  fire  can  be  started  by  putting  into 
the  generator,  on  top  of  the  layer  of  clinkers,  several  barrows 
of  hot  coke,  followed  by  a  quantity  of  cold  coke,  or  coal,  suf- 
ficient to  fill  the  generator  half  full.  If  no  hot  coke  is  avail- 
able the  fire  must  be  started  with  wood,  enough  being  used  to 
insure  the  ignition  of  the  coal  or  coke,  which  may  either  be  put 
on  before  the  wood  is  lighted,  or  else  put  on  after  the  wood 
fire  has  gotten  well  under  way.  If  the  first  method  is  employed 
the  coal  is  put  on  the  wood  to  a  depth  of  one  to  two  feet,  and 
the  wood  is  ignited  from  below,  the  charging  lid  of  the  genera- 
tor being  left  open  until  the  wood  is  burning  freely,  when  it  is 
closed,  and  the  products  of  combustion  are  drawn  through  the 
carburetter  and  superheater.  In  this  case  old  oil-soaked  waste 
can  be  used  as  a  kindling  underneath  the  wood.  If  the  coal 
is  put  on  after  the  wood  has  been  lighted  no  kindling  is  needed, 
since  the  fire  can  be  started  by  throwing  a  couple  of  shovels 
of  hot  coal,  taken  from  the  boiler  fire,  on  top  of  the  wood. 
When  the  wood  is  burning  briskly  the  coal  can  be  charged  to 
the  proper  depth  and  the  charging  lid  closed. 

In  either  case,  when  the  wood  has  burnt  out,  leaving  the 
coal  well  ignited,  the  generator  lid  should  be  opened,  a  torch 
being  used  as  in  regular  running  to  avoid  an  explosion,  the 
generator  half  filled  with  coal,  the  lid  closed  and  screwed  down, 
the  ashpit  doors  closed  and  sealed  up,  and  the  generator  blast 
valve  opened,  the  blower  having  been  previously  started.  After 
blasting  for  a  sufficient  length  of  time  (say  20  to  30  minutes) 
to  have  the  coal  and  upper  part  of  the  generator  well  heated 
and  liavc  the  blast  gas  passing  into  the  carburetter  hot,  the 
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carburetter  blast  valve  can  be  opened  slightly,  using  an  iron 
rod  with  its  end  heated  to  a  bright  red  and  put  through  the 
sight  hole  to  ignite  the  gas  as  it  meets  the  air.  If  the  gas  is 
hot  enough,  it  will,  when  once  ignited,  continue  to  bum  after 
the  rod  is  withdrawn,  and  a  blue  flame  will  be  visible  through 
the  sight  hole,  but  if  the  gas  is  too  cold  the  flame  will  go  out 
when  the  rod  is  removed,  and  the  blast  must  be  shut  off,  to  be 
turned  on  again  later  and  a  second  attempt  at  ignition  made. 

When  the  carburetter  shows  a  fair  heat,  as  it  will  in  about 
thirty  minutes  after  th^  blast  has  been  turned  on  to  it,  the 
superheater  blast  can  be  turned  on,  the  ignition  of  the  gas 
being  effected  by  a  rod  heated  at  the  end  and  inserted  through 
the  lower  sight  hole,  the  presence  or  absence  of  a  blue  flame 
after  the  rod  is  withdrawn  indicating,  as  in  the  case  of  the 
carburetter,  whether  the  blast  can  be  left  on  or  must  be  turned 
off  until  a  higher  temperature  is  reached. 

The  superheater  having  been  successfully  lighted,  the  blast- 
ing is  continued  until  the  carburetter  and  superheater  are 
heated  up  to  nearly  the  right  temperature  for  gas  making,  the 
blast  being  so  adjusted  that  all  the  combustible  portion  of  the 
blast  gas  is  consumed  without  having  any  excess  of  air  on  the 
superheater,  and  the  generator  being  coaled  when  necessary. 
The  total  time  required  to  bring  the  apparatus  to  this  point 
after  the  blast  is  first  turned  on  will  be  from  Ij^  to  2  hours. 
When  it  is  reached  the  blast  should  be  shut  off,  the  generator 
filled  with  coal  and  the  blasting  resumed  for  from  five  to  ten 
minutes  more,  to  get  the  heats  to  the  gas-making  point. 

When  this  is  reached  the  blast  valves  are  shut,  beginning 
at  the  superheater  and  finishing  at  the  generator,  the  steam 
is  turned  on,  the  stack  valve  closed,  and  finally,  the  oil  pump 
started  and  the  oil  admitted  to  the  carburetter.  Before  turn- 
ing on  the  oil  for  this  first  run  the  pressure  gauges  should  be 
looked  at  to  see  if  the  proper  pressure  is  shown,  and  so  make 
certain  that  everything  is  tight  and  that  there  are  no  large  leaks 
that  need  to  be  stopped  before  gas  making  can  be  carried  on. 
During  the  run  the  rate  at  which  the  oil  is  being  fed  into  the 
apparatus  must  be  watched  and  so  regulated  that  the  desired 
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quantity  is  used.  One  minute  before  the  end  of  the  run  the  oil 
should  be  shut  off  in  order  to  avoid  loss  of  oil  gas  when  the  run 
is  taken  off.  At  the  end  of  the  time  allowed  for  the  run  the 
steam  is  shut  off,  the  stack  valve  opened,  the  blast  turned 
on  the  generator,  carburetter  and  superheater,  in  the  order 
named,  and  the  apparatus  heated  up  for  another  run. 
(Trustees.) 

4.  The  weight  of  a  cubic  foot  of  dry  air  at  60°  F.  and  30 
in.  barometric  pressure  is  0.076357  lb.  The  specific  gravity  of 
each  of  the  gases  named  below  is  set  opposite  its  name.  Cal- 
culate the  weight  of  a  cubic  foot  of  each  gas  at  60**  F.  and 
30  in.  pressure. 


Methane  or  Marsh 

Gas 

CH4 

0.55408 

Ethylene  or  Olefiant  Gas 

C2H, 

0.96964 

Ethane 

C2H6 

1.0389 

Carbon  Monoxide 

CO 

0.96964 

Carbon  Dioxide 

CO» 

1-5237 

Oxygen 

0. 

1.10816 

Nitrogen 

N, 

0.96964 

Hydrogen 

H, 

O.O6926 

Ans.  Since  the  specific  gravity  of  a  gas  is  the  ijatio  be- 
tween the  weight  of  any  given  volume  of  the  gas  and  that 
of  the  same  volume  of  air  measured  at  the  same  temperature 
and  pressure,  or  in  other  words,  is  the  quotient  obtained  by 
dividing  the  weight  of  a  given  volume  of  the  gas  by  the  weight 
of  an  equal  volume  of  air,  the  weight  of  a  cubic  foot  of  any 
gas  can  be  found,  the  specific  gravity  of  the  gas  and  the 
weight  of  a  cubic  foot  of  air  being  known,  by  multiplying 
the  weight  of  this  volume  of  air  by  the  specific  gravity  of 
the  gas. 

Thus  the  weight  of  a  cubic  foot  of  Marsh  Gas,  CH4,  is 
found  by  multiplying  0.076357  (the  weight  of  a  cubic  foot 
of  air)  by  0.55408  (the  specific  gravity  of  marsh  gas),  and  is 
equal  to  0.042308  lb.  All  the  weights  given  below  are  ob- 
tained in  a  similar  manner. 
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Methane  or  Marsh 

Gas 

CH4 

O.O423O8 

lb. 

Ethylene  or  defiant  Gas 

C2H4 

0.074039 

Ethane 

CH, 

0.079327 

Carbon  Monoxide 

CO 

0.074039 

Carbon  Dioxide 

CO, 

0.11634 

Oxygen 

0, 

0.084616 

Nitrogen 

N, 

0.074039 

Hydrogen 

H, 

0.005288 

5.  A  stand  pipe  100  feet  high  is  filled  with  a  gas  which  is 
lighter  than  air.  The  pipe  is  rigidly  and  hermetically  sealed 
so  that  there  is  no  communication  between  the  air  outside 
and  the  gas  inside.  Will  the  absolute  pressure  of  the  gas 
be  the  same  at  the  top  and  at  the  bottom  of  the  pipe?  If 
the  pressure  is  not  the  same,  at  which  point  will  it  be  greater? 
Give  the  reasons  for  your  answer. 

Ans.  The  only  forces  affecting  the  pressure  in  a  pipe 
filled  with  gas  and  hermetically  sealed,  are  the  attraction  of 
gravity  and  the  pressure  of  the  gas  itself;  that  is,  the  force 
with  which  it  presses  against  the  sides  of  the  pipe.  According 
to  the- molecular  theory  of  the  composition  of  matter,  this 
pressure,  which  is  exerted  against  the  sides  of  the  containing 
vessel  by  a  gas  is  due  to  the  incessant  striking  against  these 
sides  of  molecules,  each  of  which  is  trying  to  get  as  far  away 
as  possible  from  the  others.  In  the  absence  of  any  disturbing 
force  this  pressure  is  exerted  equally  in  all  directions,  since 
all  the  molecules  move  with  the  same  velocity  and  have  the 
same  weight,  and  consequently  possess  the  same  energy,  and 
as  many  travel  up  as  travel  down  or  sideways;  and  if  the 
gas  was  imponderable,  that  is,  had  absolutely  no  weight,  the 
pressure  would  be  the  same  at  all  points  in  the  height  of  the 
pipe.  But  each  molecule  has  some  weight  and  therefore  tends, 
under  the  influence  of  the  attraction  of  gravity,  to  move  down- 
ward. This  tendency  to  move  downward  decreases  the 
velocity  of  the  molecules  moving  upward,  while  it  increases 
that  of  those  moving  downward,  and  since  the  force  with 
which  the  molecules  strike  against  the  sides  of  the  pipe  or 
against  each  other  depends  on  the  velocity  with  which  they 
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move  the  molecules  moving  upward  do  not  strike  as  hard, 
and  therefore  do  not  exert  as  much  force  or  pressure  as  those 
moving  downward.  The  difference  thus  produced  between 
the  upward  and  the  downward  pressure  is  in  every  case  equal 
to  the  weight  of  the  molecules.  As,  owing  to  its  weight,  each 
molecule  from  the  top  down  transmits  a  greater  downward 
pressure  than  it  receives  from  the  molecules  above  it,  the 
effect  is  cumulative,  and  the  total  pressure  at  the  bottom  ()f 
the  pipe  will  be  greater  than  that  at  the  top  by  an  amount 
equal  to  the  weight  of  the  gas  in  the  pipe,  and  the  pressure 
per  unit  of  area  will  be  greater  at  the  bottom  than  it  is  at 
the  top  by  an  amount  equal  to  the  weight  of  a  column  of  the 
gas  of  unit  area  and  of  the  height  of  the  pipe. 

The  same  reasoning  applies  to  the  air  in  the  earth's  atmos- 
phere, the  pressure  of  which  is  greatest  at  the  sea  level  and 
diminishes  with  the  height  above  this  level  by  an  amount  equal 
to  the  weight  of  a  column  of  air  of  unit  area  and  a  height 
equal  to  the  elevation  of  any  given  point  above  this  level. 
(Trustees.) 

6.  What  is  meant  by  the  atomic  or  combining  weight  of  a 
substance?  What  use  is  made  of  this  weight? 

Ans.  The  atomic  or  combining  weight  of  a  substance  is 
the  ratio  between  the  weight  of  an  atom  of  the  substance  and 
that  of  an  atom  of  hydrogen,  the  weight  of  the  hydrogen  atom 
being  taken  as  unity,  since  it  is  the  lightest  of  all  known  atoms. 
The  atomic  weights  of  the  various  elements  do  not,  therefore, 
represent  any  absolute  weights,  but  merely  the  number  of  times 
that  the  atoms  of  the  respective  elements  are  heavier  than  the 
atom  of  hydrogen. 

Atomic  weights  are  useful  in  calculating  the  proportionate 
weights  in  which  various  substances  enter  into  combination  with 
each  other,  or  into  any  chemical  reaction.  Since  all  chemical 
compounds  are  formed  by  the  combination  of  atoms  or  multi- 
ples of  atoms  of  the  various  elements,  the  weights  of  the  dif- 
ferent elements  in  any  compound  must  always  be  propor- 
tional to  their  atomic  weights,  and  therefore  knowing  the 
atomic    or    proportionate    weights    of    the    atoms    of    the 
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various  elements  in  any  compound,  the  proportionate 
weights  of  each  of  the  elements  contained  in  the  compound, 
and  of  the  compound  itself,  can  be  determined  as  soon  as  the 
formula  of  the  compound,  that  is,  the  number  of  atoms  of 
each  element  contained  in  it,  is  known.  The  same  thing  is 
true  of  the  molecular  weights  of  compound  substances,  since 
such  substances  always  enter  into  chemical  reactions  in  weights 
proportional  to  their  molecular  weights. 

As  an  instance  of  the  use  of  atomic  weights,  the  forma- 
tion of  Carbon  Dioxide  (CO^  may  be  taken.  This  gas  is 
formed  in  the  combustion  bf  Carbon  (C)  by  the  union  of 
Carbon  and  Oxygen  (Oj).  The  equation  of  the  reaction 
between  the  two  substances  is  C  +  O2  =  COj,  that  is,  one 
molecule  of  Carbon,  consisting  of  one  atom,  unites  with  one 
molecule  of  Oxygen,  consisting  of  two  atoms,  to  form  one 
molecule  of  Carbon  Dioxide,  consisting  of  one  atom  of  Carbon 
and  two  of  Oxygen.  The  atomic  weight  of  carbon  is  12  and 
that  of  oxygen  16,  so  the  proportion  by  weight  in  which  they 
unite  is  12  of  carbon  to  32  of  oxygen.  That  is,  12  lb.  of 
carbdn  unite  with  32  lb.  of  oxygen  to  form  44  lb.  of  carbon 
dioxide,  and,  whatever  the  weight  of  carbon,  the  weight  of 
oxygen  required  for  its  combustion  and  the  weight  of  carbon 
dioxide  produced  can  be  easily  found  from  the  above  propor- 
tions. 

In  the  same  way  the  proportional  weights  in  which  any 
substances  enter  into  chemical  combination  are  determined 
from  their  atomic  or  molecular  weights.     (Trustees.) 

7.  What  is  the  unit  used  in  Great  Britain  and  America  for 
measuring  and  expressing  the  illuminating  value  of  gas,  and 
what  is  the  value  of  this  unit? 

Ans.  The  tmit  used  in  Great  Britain  and  America  for 
measuring  and  expressing  the  illuminating  value  of  gas  is  the 
"candle-power."  The  literal  meaning  of  "candle-power,"  as  a 
measure  of  illuminating  value,  is  the  amount  of  light  given  by 
thfe  flame  of  a  candle.  It  is,  however,  evident  that  the  flames 
of  different  candles  give  different  amounts  of  light,  and  there- 
fore, to  obtain  an^amount  of  light  that  shall  be  as  nearly  as 
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possible  a  definite  and  unvarying  quantity  and  fit  to  be  used 
as  a  unit  of  measurement,  it  is  necessary  that  the  candles  em- 
ployed should  be  made  and  burned  in  accordance  with  certain 
rules.    Candles  so  made  and  used  are  called  standard  candles. 

It  is  also  evident  that  after  having  obtained  a  standard 
candle,  before  any  deductions  can  be  made  as  to  the  compara- 
tive candle-powers  of  different  gases  as  obtained  by  separate 
observations,  it  is  necessary  that  the  rates  at  which,  and  the 
burners  in  which  the  gas  is  consumed  must  be  uniform,  since 
the  same  gas  consumed  at  different  rates  in  one  burnei ,  or  at 
the  same  rate  in  different  burners,  will  give  different  amounts 
of  light.  Therefore,  the  term  "candle  power"  implies  the  use  of 
a  standard  candle  burning  at  a  definite  rate  and  of  a  standard 
burner  and  rate  of  consumption  for  the  gas. 

The  standard  candle  is  a  sperm  candle  of  six  to  the  pound 
and  is  burnt  at  a  rate  of  120  grains  of  sperm  per  hour.  For  a 
long  time  these  general  requirements  were  the  only  ones  that 
had  to  be  met,  but  wide  variations  in  the  amount  of  light  given 
by  different  candles,  all  of  which  fulfilled  the  above  require- 
ments, led  the  London  Gas  Referees  to  adopt  regulations  for 
securing  uniformity  in  standard  candles,  which  prescribe  the 
method  and  materials  to  be  used  in  the  manufacture  of  the 
wicks  and  the  melting  point  of  the  spermaceti  that  are  to  be 
employed  in  making  such  candles.  In  the  absence  of  any  regu- 
lation on  the  subject  in  this  country  it  is  well  to  see  that  the 
candles  used  fulfil  as  nearly  as  possible  the  requirements  of 
the  Gas  Referees.  These  requirements  are  given  in  full  in  But- 
terfield's  "Chemistry  of  Gas  Manufacture,"  First  Edition,  pages 
249  and  252. 

The  standard  rate  of  consumption  for  the  gas  is  5  cubic 
feet  per  hour.  The  form  of  burner  used  as  the  standard  varies 
with  the  locality  and  the  nature  and  quality  of  the  gas  to  be 
tested.  In  England,  for  the  testing  of  coal  gas  of  from  14  to 
16  candle-power,  the  burner  originally  prescribed  by  law  for 
use  as  the  standard  hunter  was  a  special  form  of  Argand 
burner  known  as  Sugg's  London  Argand  No.  1.  In  1906  a 
new  standard  burner  known  as  the  Metropolitan  Argand  No. 
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2,  or  the  Carpenter  burner,  was  adopted  as  the  standard  for 
London  and  is  being  rapidly  adopted  all  over  Great  Britain. 
For  cannci  gas  of  from  20  to  26  candle-power  a  flat  flame 
burner  is  commonly  prescribed  as  the  standard.  In  this  coun- 
try the  Xo.  7  Bray  Slit  L'nion  burner  has  been  ver>'  generally 
adopted  as  the  standard  bunier,  especially  where  the  gas  to  be 
tested  is  either  a  carburetted  water  ga?  or  a  mixture  of  this 
gas  with  coal  gas.  The  London  Argand  is  also  used  in  many 
instances  for  coal  gas.  The  New  York  Commission  of  Gas  and 
Electricity  has  recently  made  regulations  for  the  testing  of  gas 
in  New  York  State,  which  provide  that  the  tests  of  illuminating 
power  shall  be  made  with  either  a  new  style  of  F  Argand 
burner,  old  style  D  Argand  burner  or  Xo.  7  Slit  Union  Bray 
burner,  as  may  be  best  suited  to  the  gas  tested.  It  is  always 
necessary  to  note  what  burner  has  been  employed  as  a  standard 
in  each  case  before  any  comparison  can  be  made  between  the 
reported  candle-powers  of  the  gases  supplied  in  different 
localities. 

From  what  precedes  it  is  seen  that  when  it  is  said  that  a  gas 
is  of  a  certain  candle-power  the  idea  intended  to  be  conveyed 
is  that  the  gas  will,  when  burned  in  a  standard  burner  at  the 
rate  of  5  cubic  feet  per  hour,  produce  a  flame  which  gives  a 
light  equal  to  that  given  by  a  certain  number  of  standard 
candles,  each  consuming  120  grains  of  sperm  per  hour. 
(Trustees.) 

8.  What  considerations  determine  the  depth  at  which  street 
mains  should  be  laid,  there  being  no  question  of  interference 
with  any  other  pipe  systems  ? 

Ans.  The  principal  considerations  that  determine  the  depth 
at  which  street  mains  should  be  laid  are  their  protection  from 
damage  by  the  traffic  passing  over  them  and  from  the  influence 
of  the  changes  in  the  temperature  of  the  atmosphere. 

In  Canada  and  the  greater  portion  of  the  United  States  the 
depth  at  which  mains  are  laid  is  governed  by  the  latter  con- 
sideration, since  the  depth  required  for  protection  from  frost  is 
greater  than  that  required  for  protection  from  the  traffic  car- 
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ried  on  along  the  roadway  above  the  pipes.  The  customary 
rule  IS  to  keep  the  top  of  the  mains  just  below  the  normal  frost 
line.  In  the  vicinity  of  New  York  City  this  requires  the  mains 
to  be  laid  with  three  feet  of  cover,  while  in  Canada  and  the 
Northern  and  Northwestern  parts  of  the  United  States,  in 
which  the  winters  are  very  severe,  the  depth  may  reach  six  feet. 
In  the  Southern  States,  where  the  winters  are  mild,  the 
changes  in  temperature  are  of  minor  importance  and  the  mains 
need  not  be  laid  any  deeper  than  is  necessary  to  protect  them 
from  the  traffic  passing  over  them.  For  this  purpose  a  depth 
of  24  in.  is  sufficient,  except  in  business  streets  where  the  traffic 
is  apt  to  be  heavy,  in  which  case  2  ft.  6  in.  of  cover  should  be 
given. 

When  the  temperature  and  traffic  conditions  are  such  as  to 
permit  of  the  mains  being  laid  comparatively  near  the  surface, 
the  character  of  the  pavements,  either  already  existing  or 
which  will  probably  be  laid  in  the  future,  must  be  taken  into 
consideration  and  the  mains  laid  deep  enough  to  obviate  any 
danger  of  the  service  pipes  being  interfered  with  during  the 
laying  or  repairing  of  the  pavement. 

Other  pipe  systems  and  subsoil  structures  also  affect  the 
problem  at  times,  but,  as  stated  in  the  question,  these  were  to 
be  left  out  of  consideration  for  the  purposes  of  this  answer. 

Nothing  is  gained  by  going  below  the  depth  determined  as 
above,  and  the  deeper  the  mains  the  greater  is  the  expense 
incurred  both  in  their  installation  and  their  maintenance.  It  is 
therefore  advisable  not  to  go  any  lower  than  is  necessary. 
(Trustees.) 

9.  Describe,  with  a  sketch  showing  all  the  dimensions  of 
drip  and  cover  and  the  arrangement  of  the  pumping  pipe,  a  6- 
inch  line  drip. 

Ans.  A  line  drip  is  a  cylindrical  vessel  made  of  cast  iron. 
It  has  a  solid  bottom  and  is  closed  at  the  top  by  a  removable 
cover  which  is  usually  fastened  in  place  with  a  lead  joint,  the 
lead  being  run  and  caulked  into  a  joint  space  between  the  cover 
and  the  drip.     Hubs  or  bells  of  the  proper  size  are  cast  on 
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Opposite  each  otiier  near  the  top,  and  by  means  of  these  the  drip 
is  inserted  into  the  pipe  Hne  at  the  low  points  and  forms  part 
of  the  Hne,  the  gas  passing  through  its  upper  part  wliile  the 
condensation  falls  to  the  bottom. 

The  condensation  is  pumped  from  the  drip  by  a  vertical 
wrought  iron  pipe,  }i  in,  or  1  in.  in  diameter,  screwed  through 
a  1^  in.  X  1  in.  or  a  1>4  in.  X  ^  in.  bushing  which  is  screwed 
into  the  cover.  The  lower  end  of  the  pipe  is  serrated  and  al- 
most touches  the  bottom  of  the  drip,  and  there  is  screwed  on 
the  end  projecting  above  the  cover  another  piece  of  such  a 
length  that  the  upper  end  is  just  below  the  level  of  the  road- 
way, in  which  is  set  a  drip-box  which  protects  the  pipe  and  at 
the  same  time  renders  it  accessible.  When  the  drip  is  to  be 
pumped,  the  cap,  by  which  the  upper  end  is  closed,  is  removed 
and  a  drip  pump  screwed  on.  Sometimes  the  pumping  pipe 
instead  of  being  carried  up  vertically  to  the  surface  is  run 
under  the  surface  to  the  curb  and  then  brought  to  the  top. 

The  cut  shows  a  section  of  a  6-inch  drip  made  according  to 
the  standards  adopted  by  the  American  Gas  Light  Association. 
(Trustees.) 

12.  What  is  Rosendale  or  Utica  cement,  how  is  it  made, 
and  what  tests  should  be  applied  to  any  given  sample  to  de- 
termine its  quality  ? 

Ans.  Rosendale  or  Utica  cement,  also  called  natural  cement, 
is  made  from  limestones  composed  of  carbdhate  of  lime,  car- 
bonate of  magnesia  and  clay.  The  limestone  is  burned  in  a 
kiln  and  then  ground  to  a  fine  powder.  "Any  magnesian  lime- 
stone containing  as  high  as  60  per  cent,  of  carbonate  of  mag- 
nesia may  be  presumed  to  be  capable  of  yielding  hydraulic 
cement  of  greater  or  less  value,  if  properly  burned,  no  matter 
whether  clay  be  present  or  not." 

Cement  should  be  tested  for  fineness,  liability  to  cracking 
and  tensile  strength. 

"Fineness.  90  to  93  per  cent,  of  the  cement  should  pass 
through  a  sieve  of  2,500  meshes  per  square  inch.  Other  quali- 
ties being  equal,  the  finer  a  cement  is  ground  the  greater  is  its 
value. 
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"Checking  or  Cracking.  The  test  for  checking  or  cracking 
is  an  important  one,  and  though  simple,  should  never  be 
omitted.    It  is  as  follows : 

"Make  two  cakes  of  neat  cement  2  or  3  in.  in  diameter, 
about  Yi  in.  thick,  with  thin  edges.  Note  the  time  in  minutes 
that  these  c^kes,  when  mixed  with  the  water  to  the  consistency 
of  a  stiff,  plastic  mortar,  take  to  set  hard  enough  to  stand  the 
wire  test  recommended  by  Gen.  Gillmore,  ^/i2-  inch  diameter 
wire  loaded  with  one- fourth  of  a  pound,  and  V24-  inch  loaded 
with  1  pound.  One  of  these  cakes,  when  hard  enough,  should 
be  put  in  water  and  examined  from  day  to  day  to  see  if  it 
becomes  contorted  or  if  cracks  show  themselves  at  the  edges, 
such  contortions  or  cracks  indicating  that  the  cement  is  unfit 
for  use  at  that  time.  In  some  cases  the  tendency  to  crack,  if 
caused  by  the  presence  of  too  much  unslaked  lime,  will  dis- 
appear with  age.  The  remaining  cake  should  be  kept  in  the  air 
and  its  color  observed,  which,  for  a  good  cement,  should  be 
uniform  throughout  (yellowish  blotches  indicating  a  poor  qual- 
ity), the  natural  cements  being  light  or  dark  according  to  the 
character  of  the  rock  of  which  they  are  made.  The  color  of  the 
cements  when  left  in  the  air  indicates  the  quality  much  better 
than  when  they  are  put  in  water. 

"Tensile  strength.  The  tests  should  be  applied  to  the 
cement  as  offered  for  sale.  The  following  table  gives  the 
average  minimum  tensile  strength  per  square  inch  which  some 
good  cements  have  attained. 

Average  Tensile  Strength  in  Pounds  per  Square  Inch. 

age  of  mortar  when  tested.  rosendale. 

clear  cement.  min.      max. 

1  day — 1  hour,  or  until   set,  in  air. 

the  remainder  of  time  in  water  40  80 

1  week — 1  day  in  air,  the  remainder 

of  time  in  water 60         100 

4  weeks — 1  day  in  air,  the  remain- 
der of  time  in  water 100         150 

1   year — 1   day  in  air,  the  remain- 
der tjf  I. me  in  water 3OO         400 
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ONE  PART  CEMENT  AND  ONE  PART  SAND. 

1  week  — 1  day  in  air,  the  remainder 

of  the  time  in  water )0  50 

4  weeks — 1  day  in  air,  the  remain- 
der of  the  time  in  water  ...  50  80 
1  year — 1  day  in  air,  the  remain- 
der of  the  time  in  water  .   .   .           200         3OO 

"If  satisfactory  results  are  obtained  with  a  full  dose  of  sand, 
the  trials  need  go  no  further.  If  not,  the  coarser  particles 
should  be  excluded  by  using  a  No.  100  sieve,  in  order  to  de- 
termine approximately  the  grade  the  cement  would  take  if 
ground  fine,  for  fineness  is  always  attainable,  while  inherent 
merit  may  not  be. 

"Weight.  For  any  particular  cement  the  weight  varies 
with  the  degree  of  heat  in  burning,  the  degree  of  fineness  in 
grinding,  and  the  density  of  packing.  Other  things  being  the 
same,  the  harder-burned  varieties  are  the  heavier.  The  finer  a 
cement  is  ground  the  more  bulky  it  becomes,  and  consequently 
the  less  it  weighs.  Hence,  the  light  weight  may  be  caused  by 
laudable  fine  grinding  or  by  objectionable  under-burning. 

"The  weight  per  unit  of  volume  is  usually  determined  by 
sifting  the  cement  into  a  measure  as  lightly  as  possible,  and 
striking  the  top  level  with  a  straight  edge.  In  careful  work  the 
height  of  fall  is  specified.  The  weight  per  cubic  foot  is  neither 
exactly  constant  nor  can  it  be  determined  precisely,  and  for  the 
practical  purpose  of  the  user  is  of  very  little  service  in  deter- 
mining the  value  of  a  cement.  However,  it  is  often  specified 
as  one  of  the  requirements  to  be  fulfilled. 

"The  weight  of  Rosendale  cement,  determined  by  sifting 
the  cement  with  a  fall  of  three  feet  into  a  box  having  a  capacity 
of  one-tentli  of  a  cubic  foot,  is  49  to  56  lb.  per  cubic  foot.  The 
difference  in  weight  for  any  particular  kind  is  mainly  due  to  a 
difference  in  fineness. 

"Ulster  Co.  Rosendale  cement  weighs  300  lb.  per  barrel  net; 
Akron,  Milwaukee,  Utica  and  Louisville  Rosendales  weigh 
265  lb.  per  barrel  net."     (Baker,  Masonry  Construction.) 
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feu  Series  of    Questions — Section  of  1909 — Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  Name  and  describe  the  three  grades  of  oil  which  are 
commonly  used  as  the  carburetting  material  in  the  manufacture 
rfcarburetted  water  gas.' 

2.  Describe  the  operation  of  a  direct  fire  furnace  used  for 
heating  coal  gas  retorts,  paying  especial  attention  to  the  way 
in  which  the  fire  should  be  handled  to  secure  the  most  economi- 
cal results. 

3.  Give  a  description,  illustrated  with  sketches,  cA  one 
length  of  hydraulic  main  for  benches  of  six  retorts,  including 
the  dip  pipes,  overflow  or  overflows,  arrangements  for  cleaning 
out  heavy  tar  or  pitch,  and  the  considerations  that  determine 
the  area  of  the  surface  of  liquor  in  the  main  outside  of  the  dip 
pipes, 

4.  Describe  one,  or  more,  of  the  various  methods  of  con- 
stniction  that  are  employed  to  reduce  to  a  minimum  the  dam- 
age resulting  from  an  explosion  in  the  blast  pipe  of  a  water 
^>  apparatus,  and  explain  how  they  act. 

5.  Give  in  British  thermal  units  the  heating  power  of  a 
pound  and  of  a  cubic  foot  of  each  of  the  following  gases : 

Carbon  C 

Hydrogen H^ 

Methane  or  Marsh  Gas CH4 

Ethylene  or  defiant  Gas C.H^ 

Carbon  Monoxide CO 

Acetylene  C2H2 

Benzene  C.jHg 

Ethane    C,H, 

6.  Give  the  formula  by  which  the  volume,  measured  at  any 
pressure  and  temperature,  of  a  gas  saturated  with  moisture  can 
be  corrected  to  the  standard  conditions  of  a  temperature  of  60' 
F.  and  a  pressure  of  30  in.  of  mercury,  and  explain  the  niimner 
in  which  this  formula  is  derived. 


Digitized  by  VjOOQIC 


232 

7.  What  are  the  different  methods  employed  to  determine 
the  quantity  of  ammonia  contained  in  ammoniacal  liquor,  and 
consequently  the  value  of  the  liquor,  and  which  gives  the  most 
accurate  results? 

8.  In  making  meter  connections  the  swivel  of  the  meter 
union  is  by  some  inserted  in  the  end  of  the  lead  pipe,  the  axes 
of  pipe  and  swivel  coinciding,  while  by  others  it  is  inserted  in 
an  opening  made  in  the  side  of  the  pipe  with  its  axis  at  right 
angles  to  that  of  the  pipe.  State,  with  the  reasons  for  your 
answer,  which  method  you  consider  best. 

9.  What  are  the  different  standard  sizes  of  consumers* 
meters,  and  how  many  cubic  feet  of  gas  will  each  size  of  meter 
supply  per  hour  ? 

10.  Describe  an  Argand  gas  burner  and  state  how  it  com- 
pares in  efficiency  from  a  light-giving  standpoint  with  flat 
flame  burners. 

11.  What  are  the  relative  carrying  capacities  for  gas  of  a 
3  in.  main,  a  4  in.  main,  and  a  6  in.  main,  the  conditions  as  to 
length  of  main,  pressure  lost  by  friction  and  specific  gravity 
of  the  gas  being  the  same  in  each  case? 

12.  What  are  the  characteristics  of  a  good  building  brick, 
and  how  can  a  brick  be  tested  to  determine  whether  or  not  it 
possesses  these  characteristics? 

(Answers  to  these  questions  are  due  July  1,  1907.) 
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Answers  to  Sixth  Series  of  Questions — Section  of  1909 
—Practical  Class. — Trustees  Gas  Educational  Fund. 

Answers  to  questions  Nos.  1  and  5  have  been  published  in 
the  previous  volume  of  the  Proceedings,  and  can  be  found  there 
as  follows : 

No.  1,  Vol.  I.,  page  82. 
No.  5,  Vol.  I.,  page  296. 

The  answers  to  the  other  questions  are  as  follows : 
2.  Describe  the  operation  of  a  direct  fire  furnace  used  for 
heating  coal  gas  retorts,  paying  especial  attention  to  the  way 
in  which  the  fire  should  be  handled  to  secure  the  most  economi- 
cal results. 

Ans.  When  a  direct  fire  furnace  is  employed  for  heating 
coal  gas  retorts  the  carbon  of  the  fuel  is  burned  to  carbon 
flioxide  (COo)  in  one  operation,  which  is  practically  completed 
in  the  fuel  bed,  and  the  retorts  are  heated  principally  by  the 
sensible  heat  possessed  by  the  products  of  combustion  passing 
off  from  the  fuel  bed.     It  is  therefore  necessary  to  so  handle 
the  furnace  as  to  produce  the  highest  possible  temperature  in 
the  fire  itself.     In  fact,  the  fire  should  be  handled  very  much 
the  same  as  a  boiler  fire.    The  bed  of  fuel  should  not  be  made 
too  deep,  a  depth  of  from  15  inches  to  18  inches  giving  the 
best  results.    Fresh  fuel  should  be  added  at  frequent  intervals, 
about  once  every  hour,  in  order  to  maintain  this  depth  constant 
and  keep  the  fire  from  burning  down  too  low.    The  grate  bars 
should  be  shaken  lightly  from  time  to  time  so  as  to  keep  the 
bottom  of  the  fire  bright.     The  condition  of  this  part  t)f  the 
fire  can  be  determined  by  observing  the  reflection  shown  on  the 
^ater  in  the  ash  pan.    About  12  hours  after  the  fire  has  been 
cYmkered  a  slice  bar  should  be  run  along  the  grate  bars  and 
the  clinker  that  has  formed  there  should  be  thoroughly  broken 
^P.   Clinkering  must  be  thoroughly  done  every  24  hours.     It 
IS  impossible  to  use  secondary  grate  bars  when  cleaning  a  fur- 
nace of  this  kind,  and  so  after  pushing  as  much  of  the  fuel  as 
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possible  up  on  the  slope  of  the  back  wall  the  rest  is  dropped 
into  the  ash  pan  by  drawing  away  the  grate  bars,  the  clinker 
is  cut  away  from  the  side  and  back  walls  and  removed  from  the 
furnace,  the  grate  bars  replaced,  the  fuel  on  the  back  wall 
drawn  down  and  spread  over  the  bars  and  fresh  fuel  charged 
into  the  furnace.  The  wear  and  tear  on  the  furnace  walls  can 
be  reduced  by  leaving  an  inch  or  so  of  clinker  on  them  at  all 
times,  never  attempting  to  take  it  off  down  to  the  brick. 

To  secure  economy  of  fuel  it  is  necessary  to  prevent  any 
air  from  being  drawn  into  the  setting  through  cracks  in  the 
brickwork  and  openings  around  the  frame  of  the  charging  door, 
and  to  be  careful  not  to  have  an  excessive  draft.  A  direct  fire 
furnace  requires  more  draft  to  maintain  the  heat  in  the  bench 
than  does  the  generator  furnace,  but  an  excessive  draft  is  bad 
in  both  cases.  Tlie  appearance  of  flame  at  the  top  of  the  chim- 
ney flues  indicates  the  existence  of  too  much  draft,  and  when 
it  is  noticed  the  dampers  should  be  pushed  in. 

All  flues  should  be  carefully  cleaned  out  at  least  once  a 
month  in  order  to  prevent  any  stoppages  in  them  that  would 
interfere  with  the  keeping  up  of  the  heat,  such  stoppages  being 
very  frequently  the  cause  of  low  heats  when  everything  is 
apparently  in  good  order.    (T^rustees.) 

3.  Give  a  description  illustrated  with  sketches  of  one  length 
of  hydraulic  main  for  benches  of  six  retorts,  including  the  dip 
pipes,  overflow  or  overflows,  arrangements  for  cleaning  out 
heavy  tar  or  pitch,  and  the  considerations  that  determine  the 
area  of  the  surface  of  liquor  in  the  main  outside  of  the  dip  pipes. 

Ans.  The  hydraulic  main  for  a  bench  of  coal  gas  retorts 
should  be  made  of  wrought  iron.  The  cross  section  shown  on 
the  accompanying  cut  is  one  of  several  that  are  in  use.  The 
length  of  a  section  would  be  just  a  little  shorter  than  the  dis- 
tance between  centres  of  the  division  walls  on  each  side  of  the 
bench,  and  its  width  would  be  such  as  to  give  the  necessary 
area  of  surface  of  liquor  outside  the  dip  pipes,  the  manner  in 
which  the  area  is  determined  being  explained  later. 
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Circular  holes  are  cut  at  the  proper  places  in  the  top  plate 
for  the  insertion  of  the  dip  pipes.  These  pipes  must  all  be  made 
exactly  the  same  length  from  bottom  of  flange  to  lower  end  of 
pipe  so  that  these  ends  will  all  be  the  same  distance  below  the 
top  plate,  and  will  therefore  all  be  sealed  to  the  same  depth 
when  the  main  is  set  level. 

The  plate  A  serves  to  seal  the  space  between  it  and  the  back 
plate  B  from  the  body  of  the  main  and  thus  permits  the  open- 
ing at  any  time  of  the  cleaning  lids,  of  which  there  are  at  least 
two  to  each  length  of  main,  for  the  drawing  out  of  heavy  tar 
which  is  too  thick  to  run  off  through  the  tar  pipe,  without 
interfering  in  any  way  with  the  process  of  gas  making.  The 
same  end  may  also  be  attained  by  making  the  body  of  the  main 
U-shaped  and  attaching  to  it,  on  the  back,  cleaning  pockets, 
the  openings  in  the  side  of  the  main  being  made  with  their  top 
edges  below  the  water  line  to  seal  off  the  pockets  from  the 
main  so  that  cleaning  can  be  done  at  any  time  without  interfer- 
ing with  gas  making.  The  side  of  the  main  or  of  the  pocket, 
as  the  case  may  be,  along  which  the  tar  is  to  be  drawn  should 
be  given  a  gradual  slope  in  order  to  make  it  easier  to  draw  out 
the  heavy  tar. 

The  overflows  are  arranged  in  various  ways.  Sometimes 
a  single  overflow  opening  from  the  bottom  of  the  main  is  used 
to  draw  off  both  the  tar  and  the  ammoniacal  liquor  deposited 
in  the  main ;  in  other  instances  only  the  liquor  is  drawn  off  by 
an  overflow,  the  tar  being  run  off  at  intervals  through  a  drain 
pipe,  while  still  another  arrangement  is  to  have  two  separate 
overflows,  one  for  the  liquor  and  the  other  for  the  tar.  This 
last  is  the  best  arrangement,  the  objection  to  the  single  overflow 
for  both  tar  and  liquor  being  that  it  does  not  maintain  a  uniform 
seal  on  the  dip  pipes,  while  running  off  the  tar  at  intervals 
entails  a  certain  amount  of  labor  that  is  avoided  by  the  double 
overflow,  so  long  as  the  tar  is  kept  thin  enough  to  run  out  of 
itself.  Such  an  arrangement  is  shown  on  the  cut.  In  every 
case  the  overflows  should  be  made  adjustable  as  to  height  so 
that  the  seal  can  be  varied  to  suit  different  requirements.  The 
adjustability  is  usually  obtained  by  the  use  of  nipples  with  long 
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threads  which  can  be  screwed  up  or  down  inside  of  a  suitable 
fitting.  For  the  liquor  overflow  a  IJ/^-inch  pipe  screwing  into 
a  bushing  set  in  one  outlet  of  a  3-inch  cross  may  be  used. 
Special  weir  valves  are  also  made  for  this  purpose.  When  the 
overflow  opens  out  of  the  main  below  the  water  level,  as  is 
often  the  case,  a  connection  must  be  made  between  the  gas 
space  in  the  main  and  the  space  above  the  liquor  in  the  portion 
of  the  overflow  outside  of  the  main,  so  that  the  pressure  on 
the  surface  of  the  liquid  in  the  main  and  that  on  the  liquid  in 
the  overflow  shall  always  be  the  same.  Otherwise  the  main 
might  be  partially  emptied  of  its  liquid  contents  if  a  heavy 
pressure  was  thrown  upon  it  by  the  stoppage  of  the  exhauster 
or  in  any  other  way. 

Each  section  of  the  hydraulic  main  must  also  be  provided 
with  a  gas  take-off  of  suitable  size  which  connects  it  with  tlie 
foul  main. 

The  area  of  surface  of  the  liquor  outside  the  dip  pipes  is 
determined  from  the  following  considerations.  It  is  necessary 
that  the  dip  pipes  should  remain  sealed  when  the  retorts  are 
open  and  the  surface  of  the  liquor  in  the  dip  pipes  is  subjected 
to  atmospheric  pressure,  even  when  the  pressure  in  the  main 
is  at  the  highest  point  it  is  likely  to  attain  under  the  conditions 
existing  in  any  given  works.  The  unsealing  of  the  dip  pipes, 
when  the  water  is  at  the  proper  level,  can  only  be  brought 
about  by  the  forcing  up  into  them  of  a  volume  of  water  equal 
to  the  area  of  the  liquor  in  the  main  outside  of  the  pipes  multi- 
plied by  the  distance  from  the  normal  surface  of  the  liquor  to 
the  lower  edges  of  the  dip  pipes,  that  is,  of  a  volume  equal  to 
the  surface  area  of  the  liquor  multiplied  by  the  normal  depth 
of  seal.  If  the  depth  of  seal  is  taken  as  1  inch,  and  the  great- 
est pressure  that  is  likely  to  be  thrown  on  the  main  as  10  inches, 
it  will  be  necessary  to  have  the  area  in  the  main'  outside  of  the 
dip  pipes  a  little  more  than  ten  times  as  large  as  the  area  inside 
of  the  pipes,  since  if  it  were  less  than  this  all  the  liqueur  outside 
the  pipes  above  their  lower  edges  would  be  forced  up  into  them 
and  they  would  thus  be  unsealed,  before  the  height  of  liquor  in 
them  was  sufficient  to  balance  the  pressure  in  the  main.    The 
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rule  may  be  stated  in  general  terms  as  being  that  the  area  out- 
side the  dip  pipes  must  always  be  at  least  as  many  times  greater 
than  the  area  inside  the  pipes  as  the  quotient  obtained  by  divid- 
ing the  greatest  pressure  likely  to  exist  in  the  main,  by  the 
normal  depth  of  seal  that  it  is  the  intention  to  carry.  When  the 
main  is  so  designed  there  is  no  danger  of  gas  passing  back  out 
of  the  dip  pipes  as  long  as  the  water  is  kept  at  the  proper 
height  in  the  main.     (Trustees.) 

4.  Describe  one,  or  more,  of  the  various  methods  of  con- 
struction that  are  employed  to  reduce  to  a  minimum  the  damage 
resulting  from  an  explosion  in  the  blast  pipe  of  a  water  gas 
apparatus,  and  explain  how  they  act. 

Ans.  One  method  for  reducing  to  a  minimum  the  damage 
resulting  from  an  explosion  in  the  blast  pipe  of  a  water  gas 
apparatus  is  to  place  at  different  points  on  the  blast  pipes  relief 
valves  which  are  loaded  so  that,  while  they  remain  tightly 
closed  so  long  as  the  pressure  in  the  blast  pipe  is  at  or  below 
normal,  they  will  be  raised  as  soon  as  the  pressure  exceeds  the 
normal.  It  is  usual  to  place  one  of  these  relief  valves  on  each 
of  the  elbows  nearest  to  the  valves  governing  the  admission 
of  the  blast  to  the  various  parts  of  the  apparatus.  If  an  explo- 
sive mixture  of  air  and  ^as  is  formed  in  the  blast  pipe  during 
the  run  and  exploded  when  the  blow  is  put  on,  these  valves 
are  at  once  opened  by  the  increase  in  pressure  and  afford  a 
relief  which,  if  the  explosion  is  not  too  violent,  will  prevent 
injury  to  the  blast  pipe  or  blowers. 

The  same  effect  may  be  secured  by  having  one  section  of 
blast  pipe  made  very  light  so  that  it  will  give  way  and  relieve 
the  pressure  before  any  damage  is  done  to  the  stronger  por- 
tions of  the  pipe.  Duplicates  of  this  light  section  are  kept  in 
stock  and  can  be  put  in  place  very  quickly  so  that  gas  making 
can  be  resumed  in  a  short  time  after  the  explosion. 

A  third  method  is  to  put  at  every  place  at  which  the  blast 
pipe  changes  its  direction  a  tee  with  its  free  end  pointing  in 
the  direction  that  would  be  followed  by  the  explosive  wave 
traveling  back  from  the  apparatus  toward  the  blowers.     The 
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end  of  each  tee  is  flanged  and  closed  by  a  blind  flange  of  tin 
bolted  on  with  very  light  bolts.  In  case  of  an  explosion  these 
thin,  flanges  are  blown  off  before  the  pressure  rises  to  a  point 
high  enough  to  damage  the  pipe,  Especially  as  they  receive  the 
full  force  of  the  wave  as  it  travels  along. 

Another  device  which  prevents  the  wave  from  traveling  past 
a  definite  point  in  the  blast  pipe  is  called  an  explosion  valve. 
It  consists  of  a  box  set  in  and  forming  part  of  the  blast  pipe. 
This  box  is  divided  into  two  compartments  by  a  partition  at 
right  angles  to  the  axis  of  the  blast  pipe,  and  having  in  it  a 
number  of  long,  narrow  horizontal  openings,  the  spaces  between 
the  openings  being  faced  on  the  side  away  from  the  blowers. 
Flaps  made  from  leather  or  rubber  belting  backed  with  iron  to 
give  them  weight  and  stiffness,  are  fastened  by  their  upper 
edges  on  the  side  of  the  partition  toward  the  apparatus  in  the 
spaces  between  the  openings,  so  that  each  flap  hangs  in  front  of 
and  covers  an  opening. 

A  pipe  at  least  as  large  as  the  blast  pipe  leads  from  the  top 
of  the  compartment  nearest  the  apparatus  to  a  convenient  height 
above  the  ground,  and  its  open  flanged  end  is  covered  with  a 
blind  flange  made  of  tin  and  bolted  on  by  small  stove  bolts. 
As  long  as  air  is  being  driven  through  the  pipe  the  flaps  are 
kept  off  the  partition  plate  and  the  air  passes  through  freely, 
but  when  an  explosion  takes  place,  beginning,  as  it  always 
does,  at  the  apparatus,  the  wave  traveling  back  along  the  pipe 
throws  the  flaps  against  the  partition  and  closes  off  any  com- 
munication with  the  part  of  the  box  on  the  blower  side.  At 
the  same  time  the  tin  flange  is  blown  off  the  top  of  the  riser 
pipe  and  the  pressure  relieved.  Such  a  valve  furnishes  an  abso- 
lute protection  against  injury  to  the  blowers.  It  should  be 
located,  if  possible,  just  outside  the  generatoi:  house,  but  can 
be  put  inside  of  this  house  if  necessary. 

Various  devices  are  employed  to  avoid  explosions  by  pre- 
venting gas  from  accumulating  in  the  blast  pipe,  but  these  do 
not  come  within  the  scope  of  the  question.     (Trustees.) 

6.  Give  the  formula  by  which  the  volume,  measured  at 
any  pressure  and  temperature,  of  a  gas  saturated  with  moisture 
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can  be  corrected  to  the  standard  conditions  of  a  temperature  of 
60**  F.  and  a  pressure  of  30  in.  of  mercury,  and  explain  the 
manner  in  which  the  formula  is  derived. 

Ans.  The  formula  by  which  the  volume,  measured  at  any 
pressure  and  temperature,  of  a  gas  saturated  with  moisture 
can  be  corrected  to  the  standard  conditions  of  a  temperature  of 

17.64(h-a)v 

60**  F.  and  a  pressure  of  30  in.  of  mercury  is  V  = 

(460+  t) 

in  which  V  =  the  corrected  volume  at  60**  and  30  in.,  v  =  the 
volume  observed  at  a  temperature  of  t°  and  a  pressure  of  h  in. 
of  mercury  and  a  =  the  tension  of  aqueous  vapor  at  a  tempera- 
ture of  t**. 

This  formula  may  be  expressed  in  words  as  follows:  The 
corrected  volume  of  a  gas  saturated  with  water  vapor  at  the 
standard  conditions  of  60°  F.  and  30  in.  barometric  pressure  is 
equal  to  the  observed  volume  multiplied  by  17.64  times  the  dif- 
ference between  the  observed  barometric  pressure  and  the  ten- 
sion of  water  vapor  at  the  observed  temperature,  and  divided 
by  the  sum  of  460  and  the  observed  temperature  in  Fahrenheit 
degrees.  The  tension  of  water  vapor  for  the  observed  tem- 
perature must  be  found  from  the  table  giving  the  tensions  for 
the  different  temperatures. 

The  formula  .is  derived  in  the  following  manner : 
Representing  the  volume  at  60°  F.  and  30  in.  pressure  by 
V  and  that  of  the  same  mass  of  gas  at  any  other  temperature  t 
and  any  other  pressure  h,  by  v,  we  can  from  the  laws  govern- 
ing the  change  of  volume  of  gases  under  the  influence  of 
changes  in  temperature  and  pressure  derive  the  required  for- 
mula for  dry  gases.  Since  the  volume  varies  inversely  as  the 
pressure,  the  product  obtained  by  multiplying  the  volume  at  any 
pressure  by  that  pressure  is  equal  to  the  product  obtained  by 
multiplying  the  volume  of  the  same  mass  of  gas  at  any  other 
pressure  by  the  corresponding  pressure  and  we  have, 

h 

30V  =  hvorV  = v. 

30 
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Ciases  expand  or  contract  V492  part  of  their  volume  at  32® 
F.  for  each  change  in  temperature  of  V  F.,  hence  the  effect 
of  temperature  is  shown  by  the  equation  V(460  +  t)  =  520  v, 
since  t  is  the  number  of  degrees  above  0,  and,  therefore, 
460  + 1  is  equal  to  492,  the  number  of  parts  at  32**  F.,  plus  one 
volume  for  each  degree  increase  in  temperature  above  32°  F., 
while  520  is  the  number  of  parts  to  which  492  parts  at  32°  will 
have  expanded  when  the  temperature  is  raised  to  60°.     From 

520v 

this  we  obtain  the  equation,  V  = .     Combining  these 

460  +  t 

V  X  h  X  520 
two  equations  we  have  for    dry    gases  V  = , 

30  (460  +  t) 
that  is,  the  volume  corrected  to  the  standard  conditions  of  60° 
F.  and  a  pressure  of  30  in.  of  mercury  is  equal  to  the  observed 
volume  multiplied  by  the  observed  pressure  in  inches  of  mer- 
cury multiplied  by  520  and  divided  by  30  times  the  sum  of  460 
and  the  observed  temperature. 

The  correction  for  moisture  depends  on  the  fact  that  a  gas 
saturated  with  water  vapor,  as  will  be  a  ga?  in  contact  with  and 
over  water,  will  under  the  same  conditions  of  temperature  and 
pressure  always  contain  the  same  quantity  of  water  vapor. 
This  vapor  exerts  a  certain  pressure  which  increases  with  the 
temperature,  and  is  proportional  to  the  amount  of  vapor  pres- 
ent. The  pressure  so  exerted  has  been  determined  in  inches  of 
mercury  for  each  degree  of  temperature.  To  correct  for  the 
presence  of  moisture  in  a  gas  saturated  with  water  vapor  it  is 
necessary  to  deduct  the  pressure  due  to  the  tension  of  this 
vapor  from  the  observed  barometric  pressure,  since  this  baro- 
metric pressure  is  resisted  partly  by  the  pressure  of  the  water 
vapor  and  partly  by  that  of  the  gas,  and  therefore  the  pres- 
sure exerted  on  the  gas  will  be  really  only  the  difference 
between  the  barometeric  pressure  and  the  pressure  due  to  the 
tension  of  the  water  vapor.  Calling  this  tension  of  water  vapor 
a,  and  taking  its  value  at  the  temperature  of  60°  (.518)  to 
deduct  from  the  standard  barometric  pressure  of  30  in.,  we 
have  for  the  formula  for  reducing  the  volume  of  gas  saturated 
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with  water  vapor  observed  at  any  temperature  and  pressure  to 
that  of  gas  saturated  with  water  vapor  at  60*  and  30  in., 


V  = 


(h-a)X  520  X  V  (h-a)  X  520  X  v 


(30— .518)  X  (460  +  t)       29.482    (460  4-  t) 

or  dividing  both  numerator  and  denominator  of  the  fraction 
by  29.482 

17.64  (h- a)  V 

V  = 

460 +  t  (Trustees.) 

7.  What  are  the  different  methods  employed  to  determine 
the  quantity  of  ammonia  contained  in  ammoniacal  liquor  and 
consequently  the  value  of  the  liquor,  and  which  gives  the  most 
accurate  results? 

Ans.  The  most  common  and  at  the  same  time  the  least 
accurate  method  of  determining  the  quantity  of  ammonia  con- 
tained in  any  given  sample  of  ammoniacal  liquor,  is  to  ascer- 
tain the  specific  gravity  of  the  liquor  by  means  of  Twaddel's 
hydrometer,  and  then  calculate  the  content  of  ammonia  on  the 
assumption  that  each  degree  Twaddel  is  equivalent  to  a 
strength  of  two  ounces.  This  method  is  only  approximately 
correct  at  best,  and  is  far  from  accurate  if  the  liquor  contains 
any  uncombined  ammonia,  since  the  greater  the  amount  of  such 
ammonia  contained  in  the  liquor  the  lower  will  be  its  specific 
gravity,  and  consequently  the  lower  its  value  as  indicated  by  the 
hydrometer. 

A  second  method  which  is  also  more  or  less  inaccurate,  ac- 
cording to  the  composition  of  the  liquor,  is  to  add  sulphuric  acid 
to  a  measured  quantity  of  the  liquor  until  the  ammonia  is  just 
neutralized,  the  strength  of  the  acid  and  the  quantity  of  liquor 
being  so  chosen  that  the  results  are  the  same  as  if  pure  acid 
and  a  gallon  of  liquor  had  been  taken,  and,  the  quantity  of  acid 
used  being  accurately  measured,  calculate  the  amount  of  am- 
monia neutralized  from  this  quantity.  The  source  of  error  in 
this  method  is  found  in  the  fact  that  the  "fixed"  ammonia  salts 
dissolved  in  the  liquor  are  not  aflFected  by  the  sulphuric  acid. 
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therefore,  no  acid  is  used  in  neutralizing  the  ammonia  con- 
tained in  these  salts,  and  this  ammonia  is  not  included  in  the 
amount  credited  to  the  liquor.  In  fact,  according  to  Mr.  H.  L. 
Greville,  in  a  series  of  tests  made  by  him,  an  average  of  22.5 
per  cent,  of  the  ammonia  present  in  the  liquors  was  not  indi- 
cated by  this  method  of  testing. 

The  most  accurate  method  of  determining  the  true  value  of 
ammoniacal  liquor  is  that  which  is  known  as  the  Wills  or  dis- 
tillation test.  In  this  a  measured  quantity  of  the  liquor  is 
mixed  with  a  caustic  alkali,  usually  soda,  and  then  exposed  to 
a  strong  heat  for  one  or  two  hours.  The  soda  combines  with 
the  acids  of  the  ammonia  salts  in  the  liquor,  setting  free  all 
the  ammonia  contained  in  the  liquor.  This  ammonia  passes 
oflf  in  the  gaseous  state  and  is  absorbed  in  a  solution  of  sul- 
phuric acid,  the  amount  of  acid  neutralized  being  accurately 
determined.  As  in  the  saturation  test,  the  quantity  of  liquor 
and  the  strength  of  the  acid  used  in  the  test  are  so  chosen  that 
the  results  can  be  read  off  in  terms  of  ounces  of  ammonia  per 
gallon  of  liquor.  This  test  gives  an  exact  determination  of  the 
amount  of  ammonia  contained  in  a  liquor,  and  is  the  one  which 
should  be  employed  in  all  cases  in  which  it  is  necessary  to 
determine  the  value  of  a  liquor  as  between  buyer  and  seller. 
(Trustees.) 

8.  In  making  meter  connections  the  swivel  of  the  meter 
union  is  by  some  inserted  in  the  end  of  the  lead  pipe,  the  axes 
of  the  pipe  and  swivel  coinciding,  while  by  otherS  it  is  inserted 
in  an  opening  made  in  the  side  of  the  pipe  with  its  axis  at  right 
angles  to  that  of  the  pipe.  State,  with  the  reasons  for  your 
answer,  which  method  you  consider  best. 

Ans.  It  is  better  to  insert  the  swivel  in  the  end  of  the  lead 
pipe  making  what  may  be  called  a  straight  connection,  rather 
than  to  insert  it  in  the  opening  cut  in  the  side  of  the'  pipe 
making  a  "shoe  connection,"  as  it  is  sometimes  called. 

The  straight  connection  is  much  stronger  than  the  "shoe 
connection.''  This  follows  from  their  respective  methods  of 
construction.    The  swivel  when  inserted  in  the  end  is  fastened 
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to  the  pipe  and  held  by  it 'along  a  much  greater  length  than 
when  it  is  inserted  through  the  side,  consequently  it  is  held 
more  firmly  and  is  able  to  stand  a  greater  strain  without 
breaking  the  joint  and  causing  a  leak. 

The  swivel  being  simply  a  continuation  of  the  pipe  the 
straight  connection  affords  a  freer  passage  for  the  gas.  Unless 
the  "shoe  connection"  is  very  carefully  made  the  swivel  is  apt 
to  be  pushed  so  far  into  the  pipe  that  it  seriously  obstructs  the 
passage  of  the  gas  even  when  it  is  not  intentionally  pushed 
far  in  to  secure  greater  strength.  If  the  hole  in  the  pipe  is  not 
cut  to  the  proper  size  and  shape  there  is  also  danger  of  solder 
rtmning  down  into  the  pipe  and  partially  blocking  it.  The 
tight  fit  between  the  pipe  and  the  swivel  in  the  straight  con- 
nection prevents  any  such  running  down  of  solder  into  the 
pipe.  Any  obstruction,  whether  caused  by  the  swivel  6r  by 
solder,  has  a  tendency  to  give  rise  to  a  deposit  of  naphthalene 
in  the  connection.  Even  if  perfectly  made  the  shoe  connection 
causes  the  gas  to  change  the  direction  of  its  travel  very 
abruptly,  and  thus  throws  more  pressure  than  the  straight 
connection  in  which  the  change  in  direction  is  never  more 
sudden  than  that  caused  by  the  use  of  an  ell. 

The  straight  connection  requires  the  use  of  less  labor  and 
material  in  the  making  than  does  the  shoe  connection,  since 
it  is  not  only  easier  to  expand  the  end  of  the  pipe  for  the 
insertion  of  the  swivel  than  it  is  to  cut  a  hole  out  of  its  side, 
but  in  the  shpe  connection  the  end  of  the  pipe  mu^t  also  be 
closed  up  and  soldered  together  to  ensure  its  tightness. 

One  claim  that  is  made  for  the  shoe  connection  is  that  it 
is  very  convenient  when  meters  have  to  be  set  close  to  the 
ceiling,  but  even  in  such  cases  it  is  possible  to  make  the  con- 
nection in  other  ways  that  are  stronger  and  more  workman- 
like, and  there  is  therefore  no  real  reason  in  favor  of  this  form 
of  connection.     (Trustees.) 

9.  What  are  the  different  standard  sizes  of  consumers' 
meters,  and  how  many  cubic  feet  of  gas  will  each  size  of  meter 
supply  per  hour  ? 
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Ans.    The  standard  sides  of  consumers'  meters  are 

.    3  light  60  light 

5      *'  80  ** 

10      '*  100  *' 

20      "  150  •* 

30       "  200  " 

45       "  250      " 
300  light 

The  volume  of  gas  that  will  pass  through  a  meter  in  a 
given  length  of  time  depends,  among  other  things,  upon  the 
pressure  lost  in  the  meter,  that  is  the  diflference  between  the 
pressure  of  the  gas  at  the  inlet  and  the  pressure  at  the  outlet. 
There  is  no  general  agreement  as  to  the  amount  of  pressure 
that  it  is  permissible  to  allow  the  meter  to  absorb.  Mr.  C.  W. 
Hinman,  in  a  paper  on  the  "Measurement  of  Gas,"  read  before 
the  New  England  Association  of  Gas  Engineers,  says  that 
when  the  meter  is  measuring  gas  to  be  used  for  illuminating 
purposes  a  loss  of  Vio  in.  is  as  large  as  should  be  permitted, 
since  any  larger  loss  would  cause  a  fluctuation  in  the  pressure 
at  the  outlet,  due  to  the  working  of  the  meter,  of  sufficient 
magnitude  to  show  on  the  flames.  Many  engineers  set  the 
limit  at  ^/lo  in.,  while  on  the  other  hand  some  do  not  think 
that  the  loss  should  exceed  ^/lo  in. 

Meters  made  by  different  makers  differ  from  each  other  in 
the  amount  of  gas  passed  for  the  same  loss  of  pressure 
although  rated  as  being  the  same  size.  The  figures  given  in 
the  following  table  are  the  average  capacities  per  hour  deter- 
mined from  tests  of  meters  of  each  size  from  a  number  of 
different  makers. 
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Capacity  with  loss  of 

Capacity  with  loss  of 

Size 

pressure  of  ,'o  in. 

pressure  of  A  in. 

cu.  ft. 

cu.  ft. 

3  light                            40 

55 

5      " 

50 

75 

10     *; 

80 

120 

20      " 

115 

160 

30     '• 

175 

270 

45      " 

215 

315 

60      •' 

330 

475 

100      " 

J85 

600 

150      " 

1015 

200       " 

1380 

300       " 

1635 

It  is  generally  assumed  that  it  is  safe  to  connect  to  a  meter, 
burners  with  a  greater  total  capacity  than  that  of  the  meter, 
because  it  is  not  probable  that  all  the  burners  will  be  lighted 
at  any  one  time,  but  it  is  not  wise  to  take  too  much  risk  along 
this  line.    (Trustees.) 

10.  Describe  an  Argand  gas  burner  and  state  how  it  com- 
pares in  efficiency  from  a  light  giving  standpoint  with  flat 
flame  burners. 

Ans.  The  Argand  burner  is  a  luminous  flame  burner  in 
which  the  gas  is  burned  in  an  annular  flame  with  separate  air 
supplies  fdi  the  interior  and  the  exterior  surfaces  of  the 
flame.  The  flame  is  surrounded  by  a  glass  chimney.  The 
burner  tip  is  in  the  form  of  a  hollow  cylindrical  annulus  with 
a  round  top  which  is  perforated  with  a  number  of  small  cir- 
cular holes  spaced  so  closely  together  that  the  jets  of  gas 
issuing  from  them  coalesce  into  a  solid  ring  of  flame.  In  the 
best  form  of  Argands  this  tip  is  formed  of  steatite  or  some 
similar  substance,  which  has  the  advantages  over  metal  of  be- 
ing a  non-conductor  of  heat  and  of  not  being  subject  to  cor- 
rosion, and  therefore  allows  the  attainment  of  a  higher  flame 
temperature  and  of  a  longer  life  for  the  burner  than  is  possible 
with  a  metal  tip.  In  the  centre  of  the  interior  air  opening  is 
placed  a  narrow  metal  spike,  like  a  piece  of  very  thick  wire. 


Digitized  by  VjOOQIC 


247 

the  object  of  which  is  to  steady  the  interior  air  current  and 
give  it  a  direction  of  travel  parallel  to  that  of  the  gas.  The 
external  air  supply  is  divided  into  two  parts  by  the  use  of  a 
frustrum  of  a  hollow  cone  made  of  metal  which  surrounds  the 
tip  for  its  full  height.  The  largest  portion  of  the  air  supply 
for  the  exterior  surface  of  the  flame  comes  into  the  chimney 
on  the  inside  of  this  cone  and  is  directed  by  it  upon  the  base 
of  the  flame,  but  as  the  bottom  of  the  cone  does  not  reach  quite 
to  the  base  of  the  chimney  another  portion  of  this  air  supply 
enters  between  the  cone  and  the  chimney  and  ascends  next  the 
chimney  to  supply  the  upper  part  of  the  flame.  The  gas  is 
supplied  to  the  gas  chamber  in  the  tip  by  three  small  supply 
pipes  spaced  at  equal  distances  around  the  circle,  the  combined 
area  of  the  openings  in  these  pipes  being  less  than  that  of  the 
opening  in  the  fixture  on  which  the  burner  is  screwed.  The 
number  of  holes  in  the  tip  may  be  varied  so  long  as  their  size 
is  kept  such  as  is  suitable  to  the  quality  of  the  gas  to  be  con- 
sumed, and  their  combined  area  is  larger  than  that  of  the  open- 
ings in  the  pipes  through  which  the  gas  reaches  the  tip. 

The  draft  of  the  chimney  used  with  an  Argand  burner 
furnishes  a  motive  force  by  which  the  air  required  for  com- 
bustion is  drawn  into  the  flame  and  the  gas  is  not  required  to 
exert  any  injector  action  to  accomplish  this  object,  nor  is  it 
necessary  to  have  any  great  velocity  of  exit  from  the  burner 
orifice  to  give  the  proper  shape  to  the  flame.  It  is  therefore 
possible  to  have  the  gas  flow  from  the  holes  in  an  Argand 
burner  at  practically  no  pressure,  and  since  the  air  supply  can 
be  very  closely  regulated  by  varying  the  height  and  size  of  the 
chimney  used,  it  is  possible  to  secure  very  good  conditions  for 
luminous  combustion  in  an  Argand  burner,  and  consequently 
these  burners  give  much  better  illuminating  power  results  from 
the  grades  of  gas  for  which  they  are  designed  than  do  tlie 
flat  flame  burners.  They  are  made  principally  for  use  with 
gas  with  an  illuminating  value  of  under  20  candles,  and  when 
the  gas  has  a  candle-power  greater  than  this  the  Argands  in 
common  use  are  not  fitted  for  its  consumption  and  do  not  give 
any  better  results  than,  or  even  as  good  results  as,  good  flat 
flame  burners,  although  if  Ar^i^and  burners  were  made  espec- 


Digitized  by  VjOOQIC 


248 

ially  for  such  gas  there  is  no  reason  why  the  results  should  not 
be  relativel)  as  good  as  those  obtained  with  the  gas  of  lower 
grades.   (Trustees.) 

11.  What  are  the  relative  carrying  capacities  for  gas  of  a 
3  in.  main,  a  4  in.  main,  and  a  6  in.  main,  the  conditions  as  to 
length  of  main,  pressure  lost  by  friction,  and  specific  gravity 
of  the  gas  being  the  same  in  each  case  ? 

Ans.  The  formula  by  which  the  amount  of  gas  flowing 
through  pipes  under  different  conditions  can  be  calculated  is 

Q  =  1350    y'  }^        in  which  Q  is  the    number  of  cubic 

feet  of  gas  delivered  per  hour,  d  is  the  diameter  of  the  pipe  in 
inches,  p  is  the  pressure  required  for  overcoming  the  friction 
in  the  pipe,  s  is  the  specific  gravity  of  the  gas,  and  1  is  the 
length  of  the  pipe  in  yards.  From  this  formula  it  will  be  seen 
that  the  amount  of  gas  delivered  will,  everything  else  remain- 
ing the  sam.e,  vary  as  the  square  root  of  the  fifth  power  of  the 
diameter  of  the  pipe  in  inches.  The  fifth  power  of  3  is  243, 
and  the  square  root  of  this  is  15.59;  the  fifth  power  of  4  is 
1,024,  and  the  square  root  of  this  is  32;  the  fifth  power  of  6 
is  7,776,  and  the  square  root  of  this  is  88.18.  Therefore  the 
carrying  capacities  of  3  in.,  4  in.  and  6  in.  pipes  are  to  each 
other,  all  other  conditions  being  the  same,  as  13.58  to  32.C0 
to  88.18,  or  as  1  to  2.05  to  5.66.  That  is,  a  4  in.  pipe  will  carry 
2.05  times  as  much  gas  as  a  3  in.,  and  a  6  in.  will  carry  5.66 
times  as  much  as  a  3  in.,  and  2.76  times  as  much  as  a  4  in. 
The  same  relation  holds  for  pipes  of  any  diameters  that  bear 
the  relation  of  3,  4  and  6  to  each  other.  Thus  an  8  in.  pipe  will 
carry  2.05  times  as  much  as  a  6  in.,  and  a  12  in.  5.66  times  as 
much  as  a  6  in.  and  2.76  times  as  much  as  an  8  in.     (Trustees.) 

12.  What  are  the  characteristics  of  a  good  building  brick, 
and  how  can  a  brick  be  tested  to  determine  whether  or  not  it 
possesses  these  characteristics? 

Ans.  Baker's  Treatise  on  Masonry  Construction,  page  37, 
contains    the    following    paragraph :      ''Requisites    for    (lood 
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Brick.  1.  A  good  brick  should  have  plane  faces,  parallel 
sides,  and  sharp  edges  and  angles.  2.  It  should  be  of  fine, 
compact,  uniform  texture;  should  be  quite  hard,  and  should 
give  a  clear  ringing  sound  when  struck  a  sharp  blow.  3.  It 
should  not  absorb  more  than  one-tenth  of  its  weight  of  water. 
4.  Its  specific  gravity  should  be  two  or  more.  5.  The  crush- 
ing strength  of  half  brick,  when  ground  flat  and  pressed  be- 
tween thick  metal  plates,  should  be  at  least  7,000  pounds  per 
square  inch." 

Regularity  of  shape  can  be  determined  by  inspection  of 
the  brick,  as  can  also,  to  a  certain  extent  compactness  and  uni- 
formity of  texture.  The  absorptive  power,  which  affects  the 
durability  of  the  brick,  especially  as  regards  its  resistance  to 
frost,  can  be  determined  by  weighing  the  brick  after  it  has 
been  kept  exposed  in  a  room  under  ordinary  atmospheric  con- 
ditions for  a  week,  and  then  again  after  it  has  been  immersed 
in  water  for  from  40  to  48  hours  and  allowed  to  dry  until  all 
the  water  on  the  surface  has  evaporated,  the  difference  be- 
tween the  second  weight  and  the  first  one  being  the  weight  of 
water  absorbed.  The  smaller  the  amount  of  water  so  absorbed 
the  greater  will  be  the  durability  of  the  brick. 

In  determining  the  crushing  strength  of  the  brick  different 
methods  are  followed.  Sometimes  half  brick  are  tested  and 
stnnetimcs  whole  ones.  In  some  cases  the  surfaces  to  be  sub- 
jected to  the  pressure  are  ground  accurately  to  planes  parallel 
to  each  other,  while  in  other  cases  the  surfaces  are  leveled  up 
by  putting  on  a  thin  coat  of  plaster  of  paris,  and  in  still  others 
the  bricks  are  put  into  a  testing  machine  in  the  rough  state. 
The  best  practice  is  to  either  grind  the  faces  or  level  them  up 
by  the  use  of  plaster  of  paris,  so  that  the  pressure  is  applied 
equally  all  over  the  surface.  These  crushing  tests  are  usually 
made  in  a  hydraulic  press  provided  with  cast  iron  i)ressing 
surfaces  which  are  self-adjusting. 

The  test  for  transverse  strength  is  about  the  most  valuable 
that  can  be  given  to  brick  to  determine  its  practical  value.  It 
is  made  by  supporting  the  brick  on  two  supports  with  thin 
edges  placed  the  required  distance  apart  and  then  loading  it 
in  the  centre  with  a  load  which  is  applied  by  a  beam  with  a 
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thin  edge  bearing  on  the  brick,  the  load  required  to  break  the 
brick  being  carefully  determined.  The  modulus  of  rupture  as 
determined  by  this  test  should  be  at  least  1,000  pounds  per 
square  inch.    (Trustees.) 


Tenth  Series  of  Questions — Section  of  1908 — Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  State  the  nature  of  the  material  to  be  employed  and  the 
points  of  valve  design  that  should  be  observed  in  the  pump 
end  of  a  steam  pump  for  handling  tar. 

2.  Describe  some  method  by  which  accumulation  of 
naphthalene  may  be  completely  removed  from  the  inlet  pipes 
of  gas  holders. 

3.  How  would  you  determine,  approximately,  the  weight 
of  water  evaporated  per  pound  of  fuel  by  a  boiler  under  ordi- 
nary working  conditions? 

4.  Describe  the  proper  treatment  of  iron  oxide  from  the 
time  it  is  taken  out  of  the  box  for  revivification  until  it  is  again 
returned  to  the  box. 

5.  What  is  the  maximum  amount  of  gas  containing  0.75% 
by  volume  of  HjS  that  can  theoretically  be  purified  at  one 
exposure  by  a  bushel  of  iron  sponge,  or  mass,  which  contains 
an  amount  of  FejOgHgO,  equivalent  to  a  weight  of  23  lb.  of 
iron?  It  is  assumed  that  no  oxygen  is  present  in  the  gas. 
Give  the  reaction,  or  reactions,  upon  which  you  base  your 
figures,  and  also  give  your  calculations. 

6.  Calculate  the  maximum  theoretical  flame  temperature 
that  can  be  produced  when  Hydrogen,  Hj,  Marsh  Gas,  CH^, 
and  defiant  Gas,  C2H4,  are  burnt  in  air. 

7.  What  effect  does  the  saturation  of  a  gas  with  one  vapor 
have  upon  the  amount  of  other  vapors  that  can  be  carried  by 
the  gas? 

8.  What  is  meant  by  "The  Mechanical  Equivalent  of 
Heat,"  and  what  is  its  value  expressed  in  foot  pounds  per 
heat  unit  (British  thermal  unit)  ? 
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Ans.  All  the  parts  of  the  pump  end  of  a  steam  pump  for 
handling  tar  should  be  made  of  iron  since  the  ammoniacal 
liquor,  more  or  less  of  which  is  always  mixed  with  the  tar, 
would  rapidly  eat  away  any  brass  or  composition  which  might 
be  used  for  the  cylinder  lining  or  the  valves. 

The  principal  points  of  valve  design  to  be  observed  are  that 
the  valves  should  afford  full,  free  openings,  and  that  the  seats 
should  be  so  arranged  that  no  lumps  of  heavy  tar  or  of  solid 
matter  in  the  tar  will  lodge  on  them  and  prevent  the  valves 
from  closing  tightly.  A  hinged  valve  is  better  than  the  ordi- 
nary form  of  pump  valve,  since  in  the  latter  form  the  centre 
guide  obstructs  the  opening  to  a  great  extent,  while  the  hinged 
valve  affords  a  free  and  unobstructed  opening.  These  valves 
are  sometimes  used  with  horizontal  seats  and  sometimes  with 
seats  inclined  at  an  angle  of  45**.  With  the  inclined  seat  there 
is  less  danger  of  any  solid  matter  remaining  on  the  seat  and 
keeping  the  valve  open. 

A  firm  which  handles  a  great  deal^  of  tar  employs  pumps 
in  which  the  valves  are  hinged  and  the  seats  horizontal,  and 
say  that  they  have  found  them  to  give  good  satisfaction.  In 
this  case  the  valves  are  not  provided  with  springs,  being  pre- 
vented from  opening  too  far  by  stops  and  being  closed  by  their 
own  weight  as  soon  as  the  pressure  is  removed  from  beneath 
them.  In  other  pumps,  springs  are  used  with  the  same  kind 
of  valves  to  keep  them  from  opening  too  far  and  to  assist  in 
closing  them  promptly  when  the  plunger  changes  the  direction 
of  its  travel.  These  springs  should  be  made  of  iron  or  steel. 
(Trustees.) 

2.  Describe  some  method  by  which  accumulations  of  naph- 
thalene mav  be  completely  removed  from  the  inlet  pipes  of  gas 
holders. 

Ans.  Accumulations  of  naphthalene  in  the  inlet  pipes  of 
gas  holders  occur  most  frequently  in  that  portion  of  the  pipe 
which  passes  down  under  the  tank  wall  and  up  inside  the  holder. 
When  the  naphthalene  exists  in  the  pipe  as  a  flocculent  lining  of 
approximately  uniform  thickness  throughout  a  large  portion 
of  its  length  it  can  be  removed  by  charging  the  gas  with  the 
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vapor  of  light  naphtha,  gas  so  charged  being  able  to  pick  up 
naphthalene  deposited  in  the  form  of  loose  crystals.  The  gas 
can  be  charged  with  the  vapor  either  by  injecting  the  naphtha 
into  the  inlet  pipe  in  the  form  of  a  spray  by  means  of  a  steam 
jet,  or  by  filling  the  drip  at  the  bottom  of  the  pipe  with  naphtha 
which  gradually  evaporates  into  the  gas  passing  over  it.  Naph- 
thalene in  the  condition  named. can  also  be  removed  by  blowr 
ing  steam  into  the  pipe  in  sufficient  quantity  to  raise  the  tem- 
perature to  the  point  at  which  the  naphthalene  will  either  melt 
and  run  down  into  the  drip,  from  which  it  can  be  pumped  out, 
or  vaporize  and  be  taken  up  by  the  gas.  In  all  of  these  methods 
it  is  necessary  to  have  gas  flowing  through  the  pipes  so  that 
the  naphthalene  as  it  is  vaporized  will  be  picked  up  by  the  gas 
and  carried  along  with  it  out  of  the  pipe,  and  there  is  always 
danger  that  the  naphthalene  so  picked  up  will  be  again 
deposited  at  an  inconvenient  point  during  the  further  travel  of 
the  gas.  When  naphtha  vapor  is  employed  this  will  condense 
at  the  same  time  that  the  naphthalene  is  deposited,  dis^solve  the 
latter  and  carry  it  along  to  the  nearest  drip,  thus  preventing 
any  obstruction,  but  when  steam  is  used  the  liability  is  great 
that  the  obstruction  will  be  merely  transferred  from  one  point 
of  the  pipe  system  to  another. 

In  many  cases  the  presence  of  naphthalene  is  not  suspected 
until  it  has  formed,  on  the  inside  of  the  portion  of  the  pipe 
which  rises  through  the  water  in  the  tank,  a  layer  of  such 
thickness  that  it  is  detached  from  the  sides  of  the  pipe  by  its 
own  weight  and  falls  into  the  elbow  making  the  turn  from 
the  vertical  into  the  horizontal  part  running  under  the  tank 
wall,  where  it  forms  a  compact  mass.  Such  a  mass  seems 
to  be  very  little  affected  by  either  naphtha  vapor  or  steam,  and 
must  be  washed  out  either  with  hot  water  or  with  naphtha  in 
the  liquid  form.  Hot  water  may  be  used  in  several  ways.  At 
one  works,  the  water,  heated  by  means  of  steam  in  an  old 
boiler  equipped  for  the  purpose,  the  pressure  being  run  up 
to  between  thirty  and  forty  pounds  per  square  inch,  was  con- 
ducted to  the  holder  by  a  temporary  line  of  pipe.  The  opera- 
tion of  cleaning  out  the  holder  inlet  was  carried  on  as  follows: 
The  holder  was  practically  emptied  of  gas,  the  time  chosen 
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being  that  when  the  stock  of  gas  was  small  enough  to  be  con- 
tained in  the  other  holders,  and  kept  so  as  long  as  possible, 
though  this  was  merely  to  keep  the  weight  of  pipe  to  be 
handled  at  a  minimum,  as  the  holder  could  be  raised  through 
the  outlet  pipe  .without  interfering  with  the  work.  Through 
a  hole  drilled  in  the  top  of  the  bonnet  over  the  inlet  pipe  was 
inserted  a  one-inch  pipe  on  the  bottom  of  which  was  screwed 
a  1  in.  by  ^  in.  ell,  the  direction  in  which  this  ell  pointed 
being  marked  on  the  pipe  at  the  top.  This  pipe  was  made  long 
enough  at  the  start  to  reach  down  to  the  bottom  of  the  holder 
inlet  and  a  number  of  short  pieces  of  pipe  were  provided  to 
screw  on  as  the  holder  rose.  The  pipe  fitted  loosely  in  the  hole 
in  the  bonnet,  but  a  practically  gas-tight  joint  was  made  by  wet 
cloths  wound  round  the  pipe  at  this  point.  The  pipe  was  sup- 
ported and  turned  by  means  of  a  bar  handle  clamped  on  at  the 
proper  height.  A  hose  connection  being  made  between  this 
pipe  and  that  from  the  hot  water  heater  and  the  water  being 
turned  on,  it  issued  from  the  opening  in  the  ell  in  a  jet,  which 
broke  up  and  dissolved  the  naphthalene,  .and  ran  down  into  the 
drip,  from  which  it  was  pumped,  bringing  the  naphthalene 
with  it  both  in  solution  and  in  suspension.  The  drip  pump 
was  kept  working  all  the  time  the  water  was  being  run  in,  so 
that  the  water  should  be  pumped  out  before  it  cooled  down 
and  dropped  the  naphthalene.  The  water  pipe  being  turned  so 
that  the  stream  played  against  all  parts  of  the  inlet  pipe,  a  very 
complete  cleaning  could  be  given  by  this  method. 

Another  method  for  washing  out  the  naphthalene  is  called 
''plunging.''  In  this  the  inlet  pipe  is  sealed  with  water,  the 
flange  at  the  top  of  the  vertical  pipe  outside  the  holder  taken 
oflf  and  the  drip  pump  removed.  The  pipe  is  then  filled  as  full 
of  hot  water  as  it  is  possible  to  have  it  without  filling  up  the 
horizontal  run  coming  to  the  holder  from  the  station  meter. 
A  plunj2:er,  bv  wooden  cylinder  about  eighteen  inches  to  two 
feet  long  and  a  little  smaller  in  diameter  than  the  pipe,  fastened 
to  a  pipe  handle,  the  axis  of  the  pipe  and  the  cylinder  coincid- 
ing, is  then  inserted  and  worked  up  and  down  so  as  to  impart 
a  surging  motion  to  the  whole  body  of  water.  The  surging 
back  and  forth  of  the  water  dislodges  the  naphthalene  that  is 
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not  dissolved  and  the  large  pieces  rising  to  the  surface  are 
fished  out,  the  remaining  fine  particles  being  pumped  out  with 
the  water.  It  is  rather  a  difficult  matter  to  get  the  large  body  of 
water  contained  in  pipes  above  16  in.  in  diameter  moving  with 
sufficient  velocity  to  dislodge  the  compact  masses  of  naphtha- 
lene, but  if  the  motion  can  be  produced,  "plunging'^  is  a  very 
effective  method  for  the  removal  of  naphthalene  from  the  pipes. 
When  naphtha  or  any  other  liquid  solvent  is  used  it  is 
not  economical  to  pour  it  into  the  pipe  by  itself,  since,  if  this 
is  done,  it  will  cut  channels  in  the  deposit  through  which  it  will 
run  to  the  drip  before  it  is  fully  saturated  with  naphthalene. 
A  better  effect  can  be  obtained  by  pouring  water  into  the 
inlet  until  it  is  filled  to  half  its  height.  Then  from  four  to  five 
gallons  of  solvent  naphtha  are  poured  in,  and  the  water  slowly 
pumped  out  at  the  drip,  so  that  the  liquid  gradually  falls  in 
the  main.  The  consequence  is  that  the  solvent,  which  forms 
a  layer  on  the  top  of  the  water,  is  forced  to  act  on  the  whole 
of  the  interior  surface  of  the  main,  both  where  the  latter  is 
upright  and  where  it  is  nearly  horizontal.  The  time  during 
which  it  acts  on  the  surface  is  determined  by  the  rate  of  pump- 
ing, and  thus  may  be  made  sufficiently  long  to  complete  the 
solution  of  the  naphthalene.  When  the  solvent  has  reached 
the  elbow,  the  rate  of  pumping  is  diminished  in  order  to  give 
it  time  to  act  on  the  greater  horizontal  section  of  the  pipe 
which  then  becomes  exposed  to  it.  By  this  method  of  treatment 
the  whole  of  the  inner  surface  of  the  pipe  is  freed  from  naph- 
thalene, which  is  completely  removed  from  the  main  through 
the  pump.     (Trustees.) 

6.  Calculate  the  maxinuim  theoretical  flame  temperature 
that  can  be  produced  when  Hydrogen,  Ho,  Marsh  Gas,  CH^, 
and  Olefiant  Gas,  C2H4,  are  burnt  in  air. 

Ans.  According  to  the  answer  to  question  No.  9  of  the 
Ninth  Series  the  maximum  temperature  that  can  be  produced 
by  burning  a  gas  in  air  can  be  determined  by  dividing  the 
calorific  value  of  the  gas,  per  pound,  by  the  sum  of  the  num- 
bers obtained  by  multiplying  the  weight  of  each  of  the  products 
of  combustion  from  1  lb.  of  gas  by  its  proper  specific  heat,  the 
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nitrogen  mixed  in  the  air  with  the  oxygen  required  for  com- 
bustion being  considered  as  one  of  the  products  of  the  com- 
bustion. For  gases  containing  hydrogen  the  net  calorific  value 
must  be  taken,  since  it  is  evident  that  the  water  produced  by 
the  combustion  of  the  hydrogen  will  pass  off  as  vapor. 

The  values  at  ordinary  temperatures  of  the  specific  heats  at 
constant  pressure  of  the  products  of  combustion  are  often  used 
in  determining  the  maximum  flame  temperatures  that  can  be 
obtained,  but  this  is  not  strictly  correct,  because  the  specific 
heats  of  gases  increase  with  the  temperature  and  therefore  the 
use  of  the  specific  heats  at  ordinary  temperatures  makes  the 
calculated  temperatures  too  high.  The  specific  heats  of  the 
ordinary  products  of  combustion  are  given,  for  a  wide  range 
of  temperatures,  in  the  table  which  forms  part  of  the  answer 
to  question  Xo.  9  of  the  Ninth  Series. 

Applying  the  rule  previously  given  to  the  different  gases 
named  in  the  question,  the  following  results  are  obtained: 
The  net  calorific  value  of  1  lb.  of  hydrogen  is  52,038  B.t.u. ; 
and  the  products  of  its  combustion  are  9  lb.  of  aqueous  vapor 
and  26.48  lb.  of  nitrogen,  as  given  in  the  answer  to  question 
No.  8  of  the  Sixth  Series.  Assuming  a  flame  temperature  of 
3452°  F.  it  is  found  from  the  table  that  the  mean  specific  heat 
of  water  vapor  for  this  temperature  is  0.732  and  that  of  nitro- 
gen 0.323.  This  gives  for  the  fraction  from  which  to  determine 
the  flame  temperature 

52038 52038    _  ^^^^o  F 

9  X  0.732  +  26.48  x  O.323   6.588  +  8.553 

Adding  to  this  60°,  which  is  the  normal  temperature  of  the 
atmosphere,  will  give  a  flame  temperature  of  3497°.  The 
maximum  flame  temperature  that  can  be  produced  by  the  com- 
bustion of  hydrogen  and  air  may  therefore  be  taken  as  being 
in  round  numbers  3500°  F. 

The  net  heating  power  of  1  lb.  of  Marsh  Gas  (CH4)  is 
21,5r2  B.t.u. ;  and  the  products  of  its  combustion  are  2.25  lb.  of 
acin  us  vapor,  2.75  lb.  of  carbon  dioxide  and  13.24  lb.  of 
nit-  nr  .'T.  Assuming  a  flame  temperature  of  3092°  F.  the  table 
givt  ^  the  mean  specific  heats  for  this  temperature  as  carbon 
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dioxide  0.342,    water  vapor  0.700  and  nitrogen  0.314.     The 
iraction  from    which  to  determine  the  flame  temperature  is 

therefore 

21502  21502 


2.75X0.  )42+2.25X0.7+13.24X0.314  0.840+1.575+4.1574 
21502 
=  675^4  =  5^72°  ^- 
Adding  60°,  in  this  case  will  give  a  flame  temperature  of  3332**, 
but  the  difference  between  the  assumed  and  calculated  tempera- 
tures is  too  great,  so  it  is  necessary  to  assume  another  tem- 
perature. Taking  this  as  3272"  the  mean  specific  heats  are 
carbon  dioxide  0.351,  water  vapor  0.716  and  nitrogen  0.318. 
The  fraction  for  the  flame  temperature  thus  becomes 

21502 21502 

2-75x0.)51+2.25xO.7l6+13.24xO.3l8  "~  0.965  +  1.611+4.21 

6.786 
Adding  60%  gives  a  flame  temperature  of  3229°  F.     This  is 
^h'  '^y  lower  than  the  assumed  temperature,  which  is  within 
the  limits  of  error  for  the  table  of  specific  heats. 

The  net  calorific  value  of  1  lb.  of  Olefiant  Gas  (C2H4)  is 
20,461  B.t.u. ;  and  the  products  of  its  combustion  are  1.29  lb. 
of  aqueous  vapor,  3.14  lb.  of  carbon  dioxide  and  11.35  lb.  of 
nitrogen. 

Assuming  a  temperature  of  3542°  F.  and  interpolating  for 
the  mean  specific  heats,  these  are  found  to  be,  carbon  dioxide 
0.364,  water  vapor  0.74  and  nitrogen  0.325.  The  calculated 
temperature  is  therefore  to  be  found  from  the  fraction 

20461 20461 

3.14X0.)64+ 1.29X0.74+1 1.35x0.325  "  1.143+0.955+3.689 

5.787 

Then  3535°  +  60°  =  3595°   F.,  which  is  near  enough  to  the 
assumed  temperature  to  be  allowed  to  stand. 
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The  flame  temperatures  of  any  other  gases  can  be  found  in 
the  same  manner.     (Trustees.) 

9.  The  amount  of  gas  unaccounted  for  during  distribution 
is  expressed  sometimes  as  a  percentage  of  the  quantity  made 
and  sometimes  in  terms  of  the  number  of  thousand  cubic  feet 
unaccounted  for  per  mile  of  main  per  year.  Which  method  of 
expression  furnishes  the  best  indication  of  the  condition  of  the 
distributing  system  and  the  best  basis  for  comparison  between 
different  companies  and  different  periods  in  the  history  of  the 
same  company? 

Ans.  The  method  of  expressing  the  amount  of  gas  unac- 
counted for  in  terms  of  the  number  of  thousand  cubic  feet 
unaccounted  for  per  mile  of  main  per  year  furnishes  a  better 
indication  of  the  condition  of  the  distributing  system  and  a 
better  basis  for  comparison  between  different  companies  and 
between  different  periods  in  the  history  of  the  same  company 
than  does  the  expression  of  this  amount  as  a  percentage  of  the 
total  amount  of  gas  made.  The  amount  of  gas  sold  per  mile 
of  main  varies  so  much  with  different  companies  that  the  re- 
lation borne  bythe  amount  of  gas  unaccounted  for  to  the  total 
amount  made,  may  be  smaller  in  the  case  of  a  company  with  a 
compact  district  than  it  is  in  the  case  of  a  company  with  a 
sparsely  settled  territory,  even  though  the  distribution  system 
of  the  latter  company  is  in  better  condition,  as  shown  by  the 
loss  of  gas  per  mile  of  main,  than  that  of  the  former.  Take, 
for  instance,  two  companies  each  selling  50,000,000  cubic  feet 
of  gas  per  year,  and  showing  unaccounted-for  gas  amounting 
to  5,000,000  cubic  feet ;  one  of  which  has  twenty  miles  of  mains 
and  the  other  sixty  miles,  the  number  of  meters  in  use  being 
approximately  the  same  for  the  two  companies.  On  a  per- 
centage basis  tlie  two  would  show  the  same  figures,  10%,  for 
unaccounted-for  gas,  but,  as  a  matter  of  fact,  the  company  that 
shows  a  loss  of  5,000,000  cubic  feet  on  twenty  -miles  of  main, 
or  250,000  cubic  feet  per  mile  of  main  per  year,  is  not  doing 
as  well  as  the  one  that  only  shows  a  loss  of  5,000,000  cubic  feet 
on  sixty  miles  of  main,  or  83,333  cubic  feet  per  mile  per  year. 
The  unaccounted-for  gas  is  not  made  up  entirely  of  gas  lost  by 
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actual  leakage  from  the  mains,  being  partly  due  to  differences 
in  temperature  between  the  station  meter  and  the  consumers' 
meters  and  also  to  inaccuracies  of  registration  on  the  part  of 
the  consumers'  meters,  but  the  amount  due  to  these  causes 
would  be  practically  the  same  in  each  case,  provided  the  same 
attention  was  paid  to  the  testing  and  repair  of  the  consumers' 
meters  and  the  maintenance  of  a  proper  temperature  at  the 
station  meter,  and  the  amounts  lost  by  actual  leakage  would 
bear  to  each  other  very  nearly  the  same  proportion  as  the  total 
amount  of  the  unaccounted-for  gas.  Therefore,  in  the  instance 
assumed,  the  distributing  system  of  the  company  with  sixty 
miles  of  mains  is  really  iq  much  better  condition  than  that  of 
the  company  with  twenty  miles,  although  the  percentages  of 
gas  unaccounted  for  are  the  same.  To  make  the  comparison 
perfectly  accurate,  the  lengths  of  the  different  sizes  of  mains 
should  be  reduced  to  the  equivalent  length  of,  say,  3-in.  main 
before  the  division  is  made. 

For  comparisons  between  different  periods  in  the  history 
of  the  same  company,  the  percentage  system  is  only  correct 
as  long  as  the  sales  of  gas  per  mile  of  main  remain  about  the 
same.  When  the  sales  change  decidedly,  a  decrease  in  the 
percentage  may  coincide  with  an  increase  in  the  amount  of 
actual  loss.  If,  for  instance,  the  company  with  sixty  miles  of 
main  increased  its  sales  to  100,000,000  cubic  feet  per  year 
while  its  main  mileage  was  increased  to  sixty-five  miles,  a  loss 
of  8%  would  amount  tb  8,000,000  cubic  feet  per  year,  equal  to 
118,000  cubic  feet  per  mile  of  main,  as  against  a  loss  of  only 
83,000  cubic  feet  when  the  percentage  was  10. 

There  are,  of  course,  cases  where  conditions  are  so  different 
that  even  the  loss  per  mile  of  main  per  year  does  not  afford  a 
basis  for  accurate  comparisons,  but,  as  a  general  rule,  the  con- 
ditions which  affect  the  accuracy  of  such  a  comparison  do  not 
vary  as  much  as  do  those  which  affect  that  of  the  comparison 
on  the  percentage  basis.    (Trustees.) 

10.  Describe  some  method  of  coating  wrought  iron  pipe, 
such  as  is  used  for  services,  or  some  other  way  by  which  tiiis 
pipe  can  be  protected  from  corrosion. 
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Ans.  The  method  of  coating  service  pipes  that  seems  to 
have  given  the  best  results,  is  that  which  was  first  employed  in 
Cincinnati  after  a  series  of  tests  made  with  a  number  of  differ- 
ent coatings.  The  specifications  for  this  coating  are  given, 
and  the  manner  in  which  it  should  be  applied  to  the  pipes  to 
give  the  best  results  is  described  in  a  "Short  fopic"  prepared 
by  Mr.  A.  C.  Humphreys  for  the  1895  meeting  of  the  Ameri- 
can Gas  Light  Association  and  published  in  Vol.  XIII  of  the 
Proceedings,  page  186. 

The  specifications  are  as  follows:  "Bring  a  kettle  of  tar  (20 
gallons)  to  a  low  boiling  point  and  add  20  pounds  of  fresh 
slaked  lime,  sifted  over  the  top  and  worked  down.  Boil  down 
to  a  paste  or  a  consistency  about  midway  between  tar  and 
pitch.  Let  it  settle  for  a  few  minutes,  then  add  4  pounds  of 
tallow  and  1  pound  of  powdered  rosin ;  stir  until  they  are 
thoroughly  dissolved  and  incorporated  with  the  tar,  then  let  it 
cool  and  settle.  Ladle  oflF  into  barrels.  When  ready  for  use, 
to  each  barrel  of  45  gallons  of  the  above  mixture  add  4  pounds 
of  crude  rubber,  dissolved  in  turpentine  to  the  consistency  of 
thick  cream.  Heat  the  mixture  to  about  100*'  Fahrenheit,  and 
immerse  the  service  pipe,  heated  to  about  the  same  tempera- 
ture." 

Different  methods  have  been  adopted  for  applying  this 
mixture,  the  pipes  being  dipped  in  some  cases  and  painted  in 
others.  Mr.  Humphreys  said  that  the  best  method  was  to  dip 
the  lengths  of  pipe  into  the  preparation.  In  this  method  the 
mixture  is  put  into  a  V-shaped  trough  which  is  long  enough  to 
take  the  longest  length  of  pipe  that  is  apt  to  be  handled.  Along 
the  bottom  of  this  trough  is  run  a  steam  pipe  to  heat  the  mix- 
ture to  the  proper  temperature.  The  pieces  of  pipe  to  be 
coated  must  also  be  heated,  which  can  be  done  either  by  con- 
necting the  pieces  to  a  steam  pipe  and  turning  steam  on  them 
to  give  them  a  test  for  soundness  while  they  are  being  heated, 
or  by  putting  them  in  a  long  square  box  with  a  hinged  cover, 
the  interior  of  the  box  being  kept  hot  by  means  of  a  steam  coil 
run  along  the  bottom.  When  the  pipes  are  heated  to  the  proper 
temperature,  they  are  plugged  at  both  ends  to  prevent  any  of 
the  coating  from  getting  on  the  inside,  and  are  dropped  into 
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the  hot  mixture  in  the  trough.  After  a  few  minutes  they  are 
token  out,  placed  on  a  rack  over  the  trough  until  the  excess 
of  the  mixture  has  dropped  off,  and  then  transferred  to  a 
dning  rack  in  which  they  are  left  until  the  coating  has  become 
thoroughly  dry  and  hard.  Care  must  be  taken  to  keep  the 
pieces  from  touching  each  other  before  they  are  dry,  since,  if 
this  is  not  done  they  will  stick  together,  and  when  pulled  apart 
the  coating  will  stick  to  one  pipe  and  a  bare  place  will  be  left 
on  the  other.  Care  must  also  be  taken  not  to  get  either  the 
mixture  or  the  pipe  too  hot,  since  overheating  will  drive  off 
the  more  volatile  portions  of  the  preparation,  and  when  the 
coating  cools,  it  will  be  brittle  and  liable  to  chip  off.  If  the 
proper  precautions  are  taken  and  fresh  portions  of  the  mixture 
added  from  time  to  time  to  that  already  in  the  trough,  the 
coating  wi\l  be  elastic  and  will  cling  very  tightly  to  the  pipe. 
The  service  gang  should,  however,  be  supplied  with  a  pot  of 
the  preparation  so  that  after  the  service  is  laid,  the  spots  where 
the  coating  has  been  scraped  off  by  the  tools  can  be  re-coated 
before  filling  in  the  ditch.  In  some  cases  the  pipe,  as  it  lies  in 
the  ditch,  is  covered  for  its  whole  length  with  an  extra  layer 
of  the  coating,  which  forms  a  roof  over  it. 

It  will  be  found  rather  difficult  to  dissolve  the  rubber,  but 
this  part  of  the  specifications  must  not  be  slighted.  Given 
proper  care  in  the  preparation  and  application  of  this  coating, 
the  pipe  covered  w^ith  it  will  last  much  longer  than  un coated 
pipe,  and  the  cost  of  coating  will  be  more  than  repaid  by  the 
extra  life  of  the  services  and  the  lower  leakage  account. 
(Trustees.) 

12.  What  are  the  respective  merits  of  concrete  and  brick 
work  as  the  material  to  be  employed  in  the  construction  of  the 
walls  of  gas  holder  tanks  ? 

Ans.  As  a  material  to  be  employed  in  building  the  walls  of 
gas  holder  tanks,  concrete  possesses  the  following  advantages 
over  brick  work :  Its  tensile  strength  is  greater  and  can  more- 
over be  easily  increased  by  embedding  in  the  tank  wall,  as  it  is 
bwilt  up.  rings  of  hoop  iron  which  may  be  placed  from  four  to 
six  inches  apart  horizontally  and  from  five  to  six  feet  apart  ver- 
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tically.  This  greater  tensile  strength  reduces  the  liability  of 
cracking  when  the  nature  of  the  soil  is  such  as  to  make  it 
difficult  to  secure  a  good  earth  backing  for  the  wall.  A  tank 
can  be  built  of  this  material  without  the  aid  of  any  but  com- 
paratively unskilled  labor  under  proper  supervision.  It  can  be 
made  water-tight  of  itself,  by  the  use  of  materials  free  from 
loam  or  dirt  and  the  exercise  of  proper  care  in  mixing  and 
placing  in  position,  while  it  is  almost  impossible  to  build  a 
brick  wail  that  will  be  water-tight  of  itself,  and  in  any  case  the 
concrete  tank  can  be  made  tight  either  by  a  backing  of  clay 
puddle  or  by  rendering  with  cement  as  easily  as  can  the  brick 
tank.  As  a  general  thing  concrete  is  cheaper  than  brick  work, 
and  this  is  especially  the  case  when  cheap  broken  stone  or 
gravel,  or  an  accumulation  of  old  retort  material  or  bricks  arc 
available  for  aggregate.  Well  made  concrete  is  not  as  much 
affected  by  exposure  to  the  weather  as  is  even  the  best  brick 
work,  and  therefore  a  concrete  tank  will  not  be  subject  to  as 
much  wear  at  the  water  line  as  a  brick  one.  Altogether,  unless 
bricks  are  cheap  and  the  material  for  the  aggregate  of  con- 
crete dear,  concrete  is  the  best  material  to  use  for  the  walls  of 
holder  tanks,  where  the  conditions  are  such  as  to  permit  the 
economical  construction  of  a  masonry  tank. 

Concrete  is  used  for  tank  walls  much  more  frequently  in 
England  than  in  this  country.  Mr.  N.  H.  Humphrys,  writing 
of  Large  Gas  Holders  in  England  (American  Gas  Light  Jour- 
nal, Vol.  LXX,  May  29,  1899,  page  803)  says:  "The  next 
direction  in  which  progress  has  been  made  is  the  substitution 
of  cement  concrete  for  brick  work,  which  means  a  large  saving 
both  of  material  and  labor,  together  with  increased  strength. 
Concrete  is  not  only  easy  of  erection,  requiring  no  skilled 
labor,  but  it  is  also  stronger  than  brick.  It  offers  every  facility 
for  the  incorporation,  within  its  substance,  of  iron  bands,  and 
concrete  strengthened  with  iron  ties  is  in  some  respects  a  per- 
fect material.  The  iron  being  enclosed  is  preserved  from  cor- 
rosion or  changes  of  temperature,  and  we  have  the  weight  and 
rigidity  of  the  masonry  tank,  combined  with  the  strength  of  the 
iron  tank,  without  the  inelastic  brittleness  of  the  one  and  the 
contraction  and  expansion  of  the  other.     Gas  works  are  con- 
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im\a\\y  producing   large  quantities  of  hard   clinker,  broken 

WkV,  old  retorts,  etc.,  that  are  very  suitable  for  aggregate,  but 

vi\iidi  only  realize  low  prices  if  offered  for  sale.    By  exercising 

^  IMc  foresight,  sufficient  material  can  be  saved  up  in  tfic 

course  of  a  few  years  to  supply  all  that  is  wanted." ,  (Trustees.) 


Thud  Series  of  Questions — Section  of  1910 — Practical 
Class — Trustees  Gas  Educational  Fund. 

1.  Name  the  principal  gas  coal  fields  of  the  United  States 
and  Canada,  and  give  the  general  characteristics  of  the  coal 
from  each  field. 

2.  Give  a  description,  illustrated  with  sketches,  of  a  retort 
mouthpiece,  showing  the  manner  in  which  rt  is  fastened  to  the 
front  of  the  retort  and  the  arrangement  for  making  a  gas-tight 
joint  between  the  mouthpiece  and  the  lid. 

3.  Describe  the  operation  of  a  carburetted  water  gas  ap- 
paratus of  the  generator-superheater  type  during  its  regular 
working,  including  in  the  description  an  account  of  how  to 
"andle  the  various  blast  valves  so  as  to  bring  the  different  parts 
of  the  apparatus  to  the  proper  temperatures  simultaneously  and 
^thout  any  waste  of  fuel. 

^'  Two  samples  of  illuminating  gas  have  the  respective  com- 
positions given  below.  Calculate  the  weight  per  1,000  cubic 
feet  and  the  specific  gravity  of  each  sample. 

Sample  No.  1.  Sample  No.  2 


Carbon  Dioxide, 

CO, 

\.8</f 

2.2% 

Oxygen, 

Oj 

0.4 

0.8 

Ethylene, 

C,H* 

3-8 

13.7 

Carbon  Monoxide, 

CO 

7.5 

299 

Hydrogen, 

H, 

490 

33-5 

Marsh  Gas, 

CH« 

33.5 

134 

Ethane, 

C,H« 

0.9 

2.9 

Nitrogen, 

N, 

31 

3.6 

100.0 


100.0 
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5.  The  answer  to  Question  No.  5,  Second  Scries,  shows  that 
in  a  vertical  pipe  filled  with  a  g-as  Hghter  than  air  the  absolute 
pressure  at  the  lower  end  of  the  pipe  is  greater  than  that  at 
the  upper  end.  Will  the  same  relation  hold  if  the  pressures 
shown  by  syphon  gauges  are  taken,  instead  of  the  absolute 
pressures?    Give  the  reasons  for  your  answer. 

6.  The  atomic  weights  of  various  elements  are  as  follows : 
Hydrogen,  H  1  Carbon,      C  12 
Oxygen,      O           16                Nitrogen,  N  14 
Sulphur,      S            32                 Iron,           Fe         56 

Calcium,  Ca     40 
Give  the  molecular  weights  of,  and  the  proportion  by  weight 
in  which  the  various  elements  are  contained  in,  the  following 
substances : 

Carbon  Monoxide,  CO  Sulphuretted    Hydrogen,  Ha  S 

Ammonia,  NH3  Sulphate  of  Ammonia, 

Sulphuric  Acid,  H2  SO4  (NH4  h  SO4 

Calcic  Hydrate  or  Ferric  Hydrate,  or  Hydrated 

Slaked  Lime,Ca(OH)2  Sesquioxide  of  Iron 

Fe2  O3  .  Ha  O 

7.  Give  a  description,  illustrated  with  sketches,  of  some 
form  of  Jet  Photometer  used  for  determining  the  candle-power 
x)i  gas,  and  give  your  opinion  as  to  the  reliability  of  the  results 
obtained  by  the  use  of  such  an  instrument. 

8.  What  do  you  consider  the  smallest  size  of  cast-iron  pipe 
which  it  is  advisable  to  lay  for  street  mains,  and  what  weight 
per  foot  or  per  length  of  12  feet  do  you  consider  suitable  for 
this  size  of  pipe  ? 

9.  Give  a  description,  illustrated  with  sketches,  of  a  cross, 
or  four-way  branch,  for  four-inch  cast-iron  pipe,  giving  the 
dimensions  to  be  used  when  it  is  provided  with  bells,  and  also 
those  to  be  used  for  flanged  ends,  including  the  number  of  bolts 
and  diameter  of  bolt  circle. 

10.  What  details  of  construction  have  been  adopted  in  the 
manufacture  of  flat  flame  burners  in  order  to  ensure  that  the 
combustion  of  the  gas  shall  take  place  as  far  as  possible  under 
the  conditions  stated  in  the  answer  to  Question  Xo.  10  of  the 
Second  Series? 
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11.  How  would  you  test  various  samples  of  gas  cooking 
stoves  to  determine  which  was  most  economical  of  gas  and  at 
the  same  time  did  the  best  cooking  ? 

12.  What  are  the  objects  sought  in  mixing  sand  with  lime 
in  making  lime  mortar  and  with  cement  in  making  cement 
mortar,  and  what  are  the  qualities  required  in  a  sand  to  fit  it 
for  use  in  making  mortar? 

(Answers  to  these  questions  are  due  September  1,  1907.) 


Answers  to  Third  Series  of  Questions — Section  of  1910 — 
Practical  Class — Trustees  Gas  Educational  Fund. 

1.  Name  the  principal  gas  coal  fields  of  the  United  States 
and  Canada,  and  give  the  general  characteristics  of  the  coal 
from  each  field. 

Ans.  The  principal  gas  coal  fields  of  the  United  States  are 
located  in  the  Appalachian  coal  field  which  stretches  along 
the  Appalachian  mountain  range  from  New  York  to  Alabama, 
but  gas  coal  is  also  found  in  each  of  the  other  great  coal  fields, 
viz:  the  Middle  in  Illinois,  Indiana  and  western  Kentucky,  the 
Western  in  Missouri,  Iowa,  Nebraska,  Kansas,  Arkansas  and 
the  Indian  Territory  and  the  fields  in  the  far  West,  the  limits 
of  which  have  not  yet  been  clearly  defined  nor  their  resources 
fully  developed. 

Among  the  gas  coal  districts  of  the  Appalachian  field  the 
Pittsburg  district  which  lies  immediately  east  and  south  of 
Pittsburg  on  the  Allegheny,  Monongahela  and  Youghioghenny 
Rivers  is  prominent.  The  coal  from  this  district  is  compara- 
tively hard  and  dense,  so  that  it  can  be  transported  without 
excessive  breakage,  and  yields  a  good  amount  of  gas  of  good 
quality  and  a  clean  hard  coke.  The  percentage  of  sulphur 
contained  in  it  is  small,  being  usually  well  under  1%.  A  fair 
jjas  coal  is  also  found  in  Jefferson  and  Beaver  Counties,  Penn- 
sylvania, but  this  coal  is  not  quite  as  good  as  that  from  the  main 
body  of  the  Pittsburg  field. 

Another  important  field  is  the  West  \'irginia  field  located 
in  the  northern  part  of  West  Virginia  along  the  banks  of  the 
Monongahela  River.     The  coal  in  this  field  is  very  similar  to 
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that  obtained  from  the  Pittsburg  district,  but  is  less  able  to 
stand  handling  without  disintegrating  and  is  apt  to  contain 
more  sulphur,  although  some  samples  show  very  well  in  this 
respect. 

The  Kanawha  district,  also  in  West  Virginia,  extends  back 
for  about  30  miles  on  each  side  of  that  portion  of  the  Kanawha 
River  between  Kanawha  Falls  and  Charleston.  The  coal  pro- 
duced here  differs  only  slightly  from  the  coals  mentioned  above, 
except  in  being  apt  to  contain  more  sulphur  than  is  found  even 
in  the  coal  mined  in  the  West  Virginia  district,  the  percentage 
running  up  as  high  as  1.5%  in  some  samples,  although  as  low 
as  0.6%  in  others.  Cannel  coal  is  also  found  in  paying  quan- 
tities in  this  district. 

Kentucky  possesses  a  little  gas  coal,  but  hardly  enough  to 
be  taken  into  consideration  if  it  were  not  for  its  large  deposits 
of  rkh  cannel  coals.  The  best  known  of  these  is  the  Brecken- 
ridge,  which  besides  giving  off  a  large  amount  of  rich  volatile 
matter  yields  also  a  fairly  good  coke  wh?ch  can  be  mixed  to  a 
proportion  of  10%  with  the  coke  from  ordinary  gas  coal  without 
depreciating  the  latter. 

In  Tennessee  good  gas  coal  is  found  in  Scott  and  Anderson 
Counties,  while  in  Campbell  County  an  excellent  cannel  coal 
is  mined  which  is  similar  to  the  Breckenridge  and  is  known  as 
Jellico  cannel.  The  gas  coal  is  a  clean  hard  coal  fully  equal 
in  all  respects  to  that  obtained  from  the  Pittsburg  district. 

In  Alabama  there  are  three  coal  fields,  the  Cahaba.  the 
Coosa  and  the  Warrior,  in  each  of  which  some  coal  is  found 
which  can  be  used  as  gas  coal,  but  the  best  coal  for  this  purpose 
comes  from  the  Corona  seam  in  Walker  County.  This  coal  is 
clean  and  hard  enough  to  bear  handling  well. 

Although  Ohio,  Indiana  and  Illinois  produce  coal  that  is 
used  locally  for  gas  making,  they  cannot  be  considered  as  gas 
coal  districts,  since  the  coal  is  only  used  for  this  purpose  when 
the  gas  works  are  practically  over  the  mines,  and  Pennsylvania 
coal  is  in  demand  throughout  these  States  for  use  in  preference 
to  the  local  coal. 

In  Kansas  the  Cherokee  field  produces  a  gas  coal  that  is 
good  in  every  respect  except  that  of  the  amount  of  sulphur 
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contained  in  it,  and  this  runs  from  2.5%  to  5%  and  even  as  high 
as  8%  in  some  samples. 

The  Choctaw  country  in  Indian  Territory  yields  a  coal 
which  is  clean  and  hard,  stands  handling  and  produces  a  good 
coke.  It  closely  resembles  the  Pennsylvania  coals  although  it 
contains  more  sulphur  and  ash  than  the  latter,  the  percentage 
of  sulphur  being  a  little  over  1%. 

The  Trinidad  field  in  Colorado  also  furnishes  a  clean  bright 
coal  that  is  low  in  sulphur  and  is  said  to  give  a  good  yield  of 
good  quality  gas  and  from  60%  to  70%  of  compact  coke. 

On  the  Pacific  coast  the  South  Prairie  and  Roslyn  mines 
give  a  coal  from  which  a  fair  amount  of  fairly  good  quality 
gas  can  be  obtained  and  which  is  low  in  sulphur,  but  produces 
a  soft,  friable  and  comparatively  poor  coke. 

The  principal  gas  coal  fields  in  Canada  lie  on  Glace  Bay 
and  Cow  Bay  in  Cape  Breton.  These  provincial  coals  were 
formerly  used  quite  extensively  by  gas  works  situated  on  the 
Atiantic  coast  of  the  United  States.  They  yield  a  good  amount 
of  gas  of  a  quality  better  than  average,  but  they  disintegrate 
easily,  contain  a  fairly  large  amount  of  sulphur  and  are  very 
susceptible  to  spontaneous  combustion.  At  the  present  time 
their  use  has  be«n  practically  abandoned  in  the  gas  works  of 
the  United  States. 

Average  analyses  of  some  of  the  coals  mentioned  above 
follow : 


Volatile 

Fixed 

Matter. 

Carbon. 

Ash. 

Sulphur. 

Peroentage. 

Percentage. 

PeroeDtage 

.  Percentage 

Pittsburg, 

35  to  40 

54  to  58 

3  to  5 

0.6 

West  Virginia, 

35  to  40 

53  to  57 

4  to  7 

1.0 

Kanawha, 

34  to  40 

55  to  62 

2  to  4 

0.6  to  1.5 

Breckenridge  Cannel, 

47 

42 

10 

0.6 

Tennessee  Gas  Coal, 

36  to  39 

56  to  60 

1.8  to  3 

0.8 

Jellico  Cannel. 

50 

35 

14 

07 

Alabama— CorooaSeam,  34  to  41 

50  to  59 

7  to  9 

0.7 

Kansas — Cherokee, 

37 

52 

9 

2.5  to  8 

Indian  Territory, 

37  to  40 

5i  to  55 

4  to  7 

0.9  to  1.3 

Washington — Roslyn, 

28 

61 

9 

0.1 

Colorado — Trinidad , 

33  to  37 

51  to  57 

9 

0.7  to  1.4 

Cape  Breton, 

35 

53 

5.5 

3 

(Trustees.) 
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2.  Give  a  description,  illustrated  with  sketches,  of  a  retort 
mouthpiece,  showing  the  manner  in  which  it  is  fastened  to  the 
front  of  the  retort  and  the  arrangement  for  making  a  gas-tight 
joint  between  the  mouthpiece  and  the  lid. 

Ans.  Retort  mouthpieces  are  invariably  made  of  cast  iron, 
and  such  a  mouthpiece  may  be  described  as  being  a  tube  of 
suitable  cross  section  provided  at  one  end  with  a  flange  of  the 
size  and  shape  of  the  front  end  of  the  retort  and  at  the  other 
with  a  faced  lip,  the  cross  section  of  the  mouthpiece  at  this 
face  being  either  round  or  more  generally  elliptical,  no  matter 
what  the  shape  of  the  retort.  The  lugs  required  for  support- 
ing the  lid  and  its  fastening  are  cast  on  the  sides  of  the  mouth- 
piece, projecting  beyond  its  faced  edge,  and  an  opening  to  allow 
the  gas  to  escape  from  the  mouthpiece  is  made  at  the  proper 
place  in  the  side,  at  which  place  is  also  provided  a  bell  to  re- 
ceive the  lower  end  of  the  standpipe.  The  distance  from  face 
to  face  of  flange  and  lip  varies  from  14  in.  to  16  in.,  the  shape 
and  dimensions  of  the  flange  and  the  opening  at  the  back  should 
be  the  same  as  those  of  the  retort,  and  the  width  and  height 
of  the  front  opening  should  also  be  the  same  as  the  correspond- 
ing dimensions  of  the  retort,  although  the  sl\^pe  is,  as  stated, 
usually  elliptical  even  with  D-shaped  retorts. 

The  mouthpiece  is  generally  fastened  to  the  retort  by  means 
of  %-\n.  bolts  about  9  in.  long,  inserted  in  holes  parallel  to  the 
axis  of  the  retort  made  in  that  portion  of  the  retort  wall  at  the 
front  end,  which  is  thickened  for  the  purpose.  Each  of  these 
holes  opens  at  its  inner  end  into  a  square  recess  extending  in 
from  the  outside  of  the  retort.  A  square  nut  is  put  in  this  re- 
cess and  the  bolt,  which  is  threaded  at  each  end,  is  inserted  in 
the  hole  and  screwed  into  the  nut.  The  spaces  left  in  the  holes 
around  die  bolts  are  then  filled  with  iron  cement,  made  of  one 
part  by  volume  of  fine  iron  borings  or  filings  and  two  parts  of 
fire  clay  moistened  with  a  solution  of  sal  ammoniac,  the  front 
of  the  retort  is  plastered  with  a  layer  of  the  same  cement  and 
the  mouthpiece  is  put  on  and  drawn  up  tight  by  screwing  down 
the  nuts  put  on  the  bolts.  The  faces  of  both  retort  and  mouth- 
piece should  be  wet  before  the  joint  is  made.     A  great  objec- 


Digitized  by  VjOOQIC 


269 


roi 


IP 


a) 
(f) 


f 


J«    -J 


1  i 

II 


> 

u 
( 

0 


o  ^ 


Digitized  by  VjOOQIC 


270 

tion  to  this  method  of  fastening  mouthpieces  to  retorts  is  that 
as  the  bolts  burn  out  after  the  retorts  have  been  in  use  for  scmhc 
time,  the  mouthpieces  become  loose  and  it  is  impossible  to  keep 
the  joints  between  them  and  the  retorts  tight.  It  is  also  im- 
possible to  replace  a  broken  mouthpiece  by  another  in  case  of 
necessity.  To  avoid  these  faults  clamps  built  into  the  front  wall 
of  the  bench  are  often  used  either  in  conjunction  with  the  bolts 
or  to  replace  them.  Some  of  these  clamps  are  provided  with 
set  screws  which  screw  down  on  the  front  of  the  mouthpiece 
flange,  while  others  are  merely  bent  over  against  this  front 
In  any  case,  it  is  advisable  to  have  the  mouthpiece  flanges  set 
into  the  front  wall  of  the  bench,  the  faces  of  flanges  and  brick 
work  being  flush  with  each  other.  When  this  is  done  the  brick 
work  affords  a  good  support  to  the  mouthpieces  apart  from  the 
fastenings  and  no  injury  is  done  the  flanges. 

The  joint  between  mouthpiece  and  lid  was  formerly  made 
by  means  of  a  clay  luting,  but  in  recent  practice  by  facing  the 
front  of  the  mouthpiece  as  described  above  and  making  the  lid 
with  a  V-shaped  edge,  which  is  also  faced,  the  lids  are  made 
self-sealing.  The  lid  is  pressed  against  the  face  of  the  mouth- 
piece either  by  a  cotter  bar  and  screw  or  by  a  cotter  bar  with 
an  eccentric  lever  handle.  The  latter  form  is  the  one  most 
frequently  used.  When  it  is  employed  the  lid  is  provided  with 
two  lugs  cast  on  it  with  their  vertical  centre  lines  coinciding 
with  that  of  the  lid  and  one  above  and  one  below  the  horizontal 
centre  line  of  the  lid  with  sufficient  space  between  them  to  take 
the  cotter  bar  to  which  it  (the  lid)  is  fastened  by  a  pin  passing 
through  both  lugs  and  the  bar.  On  one  side  of  this  fastening 
the  cotter  bar  branches  into  two  parts  with  flat  circular  ends 
which  fit  on  either  side  of  a  lug  cast  on  the  mouthpiece. 
Through  this  lug  and  the  two  parts  of  the  cotter  bar  passes 
a  pin  by  which  the  lid  is  fastened  to  the  mouthpiece.  This  pin 
is  turned  and  the  openings  in  the  cotter  bar  and  lug  are 
bored  to  make  the  pin  a  snug  fit.  The  portions  of  the 
pin  passing  through  the  two  parts  of  the  cotter  bar 
are  turned  to  a  common  centre,  but  that  passing  through  the 
lug  is  turned  eccentric  to  the  others.  A  lever  handle  is  welded 
to  the  pin,  and  by  this  handle  the  pin  can  be  revolved  in  the 
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lug  and  cotter  bar.  The  other  end  of  the  cotter  bar  is  single 
and  is  caught  and  held,  when  the  lid  is  shut,  by  a  hook  fas- 
tened to  a  lug  on  the  opposite  side  of  the  mouthpiece  from  the 
hinge  lug.  This  end  being  held  fast,  the  eccentricity  of  the 
different  portions  of  the  hinge  pin  causes  the  cotter  bar  to  be 
thrown  toward  the  face  of  the  mouthpiece,  when  the  pin  is 
turned  in  the  proper  direction,  and  thus  presses  the  lid  against 
the  mouthpiece  with  sufficient  force  to  make  the  joint  gas-tigfit. 
The  centre  pin  which  passes  through  the  lugs  on  the  lid  and 
through  the  cotter  bar  is  also  made  eccentric  and  thus  fur- 
nishes an  adjustment  by  which  tlie  pressure  produced  by  the 
action  of  the  main  eccentric  can  be  regelated.     (Trustees.) 

3.  Describe  the  operation  of  a  carburetted  water  gas  ap- 
paratus of  the  generator-superheater  type  during  its  regular 
working,  including  in  the  description  an  account  of  how  to 
handle  the  various  blast  valves  so  as  to  bring  the  different 
parts  of  the  apparatus  to  the  proper  temperatures  simultane- 
ously and  without  any  waste  of  fuel. 

Ans.  In  the  normal  operation  of  a  carburetted  water  gas 
apparatus  the  work  is  usually  arranged  so  that  the  fire  is 
cleaned  early  in  the  working  day,  and  the  description  of  the 
method  of  operation  will  be  begun  with  this  cleaning. 

After  the  last  run  is  taken  off  the  apparatus  should  be 
blown  through  with  only  the  generator  blast  valve  open,  for, 
say,  20  seconds,  to  free  the  space  below  the  fire  from  any  water 
gas,  the  blast  valve  should  be  closed,  leaving  the  stack  valve 
open,  the  blower  shut  down,  unless  two  sets  are  being  worked 
in  conjunction,  an  examination  made  to  see  that  all  steam  is 
turned  off  from  the  set,  and  then  the  ash  pit  and  stoke  hole 
doors  should  be  opened  and  the  plugs  removed.  Working 
through  the  stoke  holes  with  the  proper  tools  (hooks  and  hoes) 
all  the  ashes  and  soft  clinker  should  be  loosened  up  and  re- 
moved from  around  the  outside  of  the  fire,  leaving  the  centre 
undisturbed  until  the  work  around  the  sides  has  been  com- 
pleted. After  cleaning  out  all  the  clinker  that  is  sufficiently 
loose  and  soft  to  be  worked  out  with  the  hooks,  as  much  of  the 
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hard  clinker  as  possible  should  be  cut  away  from  the  walls 
with  chisel  bars  with  a  slight  bend  to  enable  them  to  reach  the 
proper  points,  the  lumps  cut  off  being  removed  from  the  grate 
with  the  hooks.  It  may  be  necessary  to  use  a  sledge  on  the  bars 
to  loosen  the  clinker  if  it  is  very  hard,  care  being  taken  not  to 
knock  down  the  fire.  When  all  that  can  be  done  around  the 
outside  has  been  done  without  dropping  the  fire  the  ashe3  and 
clinker  should  be  cleaned  out  from  the  centre  and  the  fire 
dropped  on  the  grate  in  a  solid  mass,  no  large  spaces  being  left 
unfilled.  The  centre  of  the  fire  is  left  until  the  last  because,  as 
a  rule,  the  clinker  here  is  softest  and  the  fire  is  apt  to  drop  and 
interfere  with  the  work  as  soon  as  this  portion  is  disturbed, 
while  it  will  hold  up  much  better  on  the  sides,  and  even  if  it 
should  happen  to  come  down  there  before  the  centre  is  cleaned, 
the  soft  clinker  can  be  broken  up  with  chisel  bars  and  all  the 
ashes  raked  out  by  working  between  the  grate  bars  with  a  long 
hook.  The  bottom  cleaning  having  been  completed  and  the 
ashes  removed  from  the  ash  pit,  the  ash  pit  and  stoke  hole  doors 
should  be  closed  tight,  the  charging  door  opened  and  the  fire 
barred  down  from  the  top  to  cut  off  from  the  side  of  the  genera- 
tor any  clinker  situated  too  high  up  to  be  reached  from  the 
bottom  with  the  bent  bars.  This  barring  down  is  done  with 
long  chisel  bars  of  different  sizes,  varying  from  light  ones, 
which  can  be  handled  by  one  man,  for  use  when  the  clinker  is 
soft,  to  heavy  ones  for  hard  clinker  which  require  three  or  four 
men  to  work  them.  If  the  clinker  is  very  hard  it  may  be  neces- 
sary to  drive  the  bars  with  sledges  until  the  holes  so  made  have 
weakened  the  clinker  sufficiently  to  allow  of  its  being  broken 
down  by  the  hand  bars.  In  all  work  with  bars  care  must  be 
taken  to  keep  the  bars  away  from  the  brick  w^ork  two  or 
three  inches  of  clinker  being  left  on  the  face  of  the  bricks  as  a 
protection  against  wear  and  tear.  The  length  of  time  required 
for  cleaning  will  vary  according  to  the  condition  of  the  fire,  bul 
will  not  usually  be  more  than  an  hour. 

The  cleaning  having  been  finished  the  generator  should  be 
filled  with  fuel  and  the  full  blast  turned  on.  It  will  grobably 
be  necessary  to  make  several  blows  and  runs  before  the  fire 
becomes  heated  through  and  during  these  blows  the  generator 
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blast  valve  must  be  kept  full  open.  But  when  the  fire  is  in  good 
shape  the  valves  on  the  different  parts  of  the  apparatus  should 
be  so  adjusted  as  to  bring  all  to  the  proper  temperature  simul- 
taneously and  without  any  waste  of  fuel.  The  adjustment  re- 
quired for  the  accomplishment  of  this  object  will  vary  with  the 
condition  of  the  fire  and  the  character  of  the  generator  fuel 
and  carburetting  material  used,  and  the  conditions  must  be 
studied  for  each  case.  The  goal  to  be  worked  for  is  the  bring- 
ing of  the  generator  up  to  heat  without  making  any  more  pro- 
ducer gas  than  is  required  to  raise  the  checker  work  in  the 
carburetter  and  superheater  to  the  proper  temperature  for  the 
gasification  of  the  oil.  The  smaller  the  amount  of  combustible 
gas  formed  in  the  generator  during  the  blow  the  smaller  will 
be  the  amount  of  fuel  used  per  1,000  cu.  ft.  of  gas  made,  and, 
therefore,  no  greater  quantity  of  such  gas  should  be  produced 
than  is  needed  for  the  heating  of  the  carburetter  and  super- 
heater. In  one  case  it  may  be  found  that  the  most  economical 
fuel  results  are  obtained  when  the  generator  blast  valve  is  not 
fully  opened,  in  others  it  may  be  necessary  to  have  it  opened 
wide.  Experiments  must  be  tried  with  each  set  of  apparatus 
to  determine  just  how  the  valves  shall  be  handled  so  as  to  avoid, 
as  far  as  possible,  the  escape  of  unconsumed  CO,  as  shown  by 
the  presence  of  a  blue  flame  at  the  superheater  stack,  and  have 
all  parts  of  the  apparatus  heated  up  within  the  usual  time 
allowed  for  a  blow,  say  6  to  7  minutes.  When  the  apparatus  is 
properly  heated  the  same  adjustment  of  valves  will  give  the 
desired  result  for  each  blow  as  long  the  amount  of  carburetting 
material  used  per  1,000  cu.  ft.  and  the  amount  of  gas  made 
per  run  are  not  varied  to  any  great  extent. 

As  the  operation  of  putting  on  and  taking  off  a  run  was 
described  in  the  answer  to  Question  No.  3  of  the  Second  Series, 
it  is  not  necessary  to  repeat  it  here.  After  every  four  or  five 
runs  fresh  fuel  should  be  put  in  the  generator  to  keep  the  height 
of  the  fire  as  nearly  uniform  as  possible.     (Trustees.) 

4.  Two  samples  of  illuminating  gas  have  the  respective  com- 
positions given  below.  Calculate  the  weight  per  1,000  cubic 
feet  and  the  specific  gravity  of  each  sample. 
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Sample  No.  i 

Carbon  Dioxide,  CO2 

1.8% 

Oxygen,  Oa 

0.4 

Ethylene,  C2  H4 

3-8 

Carbon  Monoxide, 

CO 

7.5 

Hydrogen,  H2 

49.0 

Marsh  Gas,  CH4 

33-5 

Ethane,  C2  He 

0.9 

Nitrogen,  N2 

31 

Sample  No.  a. 

2.2% 

0.8 

13.7 

■    29.9 

3)5 

13.4 

2.9 

3-6 


100.0  100.0 

Ans.  In  1,000  cubic  feet  of  gas  having  the  composition  of 
Sample  No.  1,  there  will  be: 

18  cubic  feet  of  CO-j 


4 

38 

75 

490 

335 

9 


O2 

CO 
H2 
CH4 
C2  Hg 


31       "         "     "  Na 
The  respective  weights  per  cubic  foot  being: 


COj 

O2 

C2H4 

CO 

Ha 

CH4 

Cj  He 

N2 


0.116}4  lb. 

0.08462  " 

0.07404  " 

0.07404  " 

0.00529  " 

004231  " 

007933  " 

0.07404  " 


tlie  weights  in  1 ,000  cubic  feet  are : 


CO2 

O2 

CaH* 

CO 

H2 

CH* 

CiHo 

N2 


18  X  O.II634  = 

4  X  0.08462  =. 

38  X  0.07404  = 

75  X  0.07404  = 

490  X  0.00529  =-- 

335  X  004231 

9  X  0.07933 


2.10  lb 
.34 

2.81 

5.55 

2.59 
^  14.17 
=      .71 


31  X  0  07404  =    2.30 


and  the  total  weight  of  iOOOcu.ft.  of  gas  is  30.57  lb. 
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The  weight  of  1,000  cu.  ft.  of  air  is  76.357  lb.  and  therefore 

30.57 
the  specific  gravity  of  the  gas  is  "^T""^"  ^=  0.400. 

By  the  same  method  of  calculation  it  is  found  that  the 
weight  of  1,000  cubic  feet  of  the  gas  having  the  composition 
of  Sample  No.  2  is  47.93  lb.  and  its  specific  gravity  is  0.628. 
(Trustees.) 

5.  The  answer  to  question  No.  5,  Second  Series,  shows  that 
in  a  vertical  pipe  filled  with  a  gas  lighter  than  air  the  absolute 
pressure  at  the  lower-end  of  the  pipe  is  greater  than  that  at  the 
upper  end.  Will  the  same  relation  hold  if  the  pressures  shown 
by  syphon  gauges  are  taken,  instead  of  the  absolute  pressures  ? 
Give  the  reasons  for  your  answer. 

Ans.  The  gauge  pressures  at  the  two  ends  of  a  vertical  or 
inclined  pipe  filled  with  a  gas  lighter  than  air  do  not  bear  the 
same  relation  to  each  other  as  do  the  absolute  pressures,  the 
gauge  pressure  at  the  top  being  higher  than  that  at  the  bottom 
instead  of  lower.  This  diflFerence  in  gauge  pressure  between 
the  top  and  the  bottom  of  an  inclined  pipe  is  due  to  the  facts 
that  the  syphon  gauge  does  not  show  the  actual  pressures,  but 
only  the  diflFerence  between  the  actual  pressures  exerted  on  each 
leg  of  the  gauge,  and  that  the  actual  pressure  of  both  the  out- 
side air  and  of  gas  at  rest  in  a  pipe  decreases  in  proportion  to 
their  weight  as  the  distance  of  the  point  of  observation  from 
the  centre  of  the  earth  increases.  The  actual  pressure  of  both 
air  and  gas  at  the  top  of  the  pipe  will  be  less  than  at  the  bottom 
by  an  amount  equal  to  the  weight  of  a  column  of  air  or  gas  of 
unit  area  and  of  a  height  equal  to  the  difference  in  elevation 
between  the  two  ends  of  the  pipe.  As  the  gas  is  lighter  than 
air,  the  weight  of  the  column  of  gas  will  be  less  than  that  of 
the  column  of  air.  Therefore,  the  actual  pressure  of  the  gas 
will  decrease  less  than  the  actual  pressure  of  the  air,  and  con- 
sequently the  diflFerence  between  the  actual  pressure  of  the 
gas  and  that  of  the  air  will  increase  with  an  increase  in  eleva- 
tion. The  lighter  the  gas,  that  is,  the  lower  its  specific  gravity, 
the  smaller  will  be  the  decrease  in  its  absolute  pressure  and  the 
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greater  the  increase  in  the  gauge  pressure  for  any  given  in- 
crease in  elevation. 

The  amount  of  this  increase  can  be  obtained  for  any  par- 
ticular case  by  dividing  the  difference  between  the  weight  of  a 
column  of  air  with  an  area  of  one  square  inch  and  a  height 
equal  to  the  difference  in  elevation  between  the  two  ends  of 
the  pipe  and  that  of  a  column  of  gas  of  the  same  area  and 
height  by  the  weight  of  a  cubic  inch  of  water.  For  a  gas  with 
a  specific  gravity  of  0.700  and  for  a  difference  of  elevation  of 
100  ft.  between  the  two  ends  of  the  pipe,  the  calculation  would 
be  as  follows: 

The  common  height  of  the  columns  of  air  and  gas  will  be 

100  ft.  or  1,200  in.,  and  as  the  area  of  each  column  is  one 

square  inch,  the  volume  will  be  1,200  cubic  inches.     A  cubic 

foot  of  air   weighs  0.076357   lb.,   and   a   cubic   inch   weighs 

0.076357 

^  =  0.00004418    lb.  1,200  cubic  inches    of  air,  then, 

weigh  0.00004418  X  1,200  =  0.053016  lb.     Since  the  specific 

gravity  of  the  gas  is  0.700,  the  column  of  gas  will  weigh    ^/lo 

as  much  as  the  column  of  air,  and  the  difference  between  the 

weight  of  the  column  of  air  and  that  of  the  column  of  gas  will 

be   equal   to    ^/lo    the   weight   of   the   column   of   air,   or   to 

0.053016  lb.  X  0.3  =  0.0159048  lb.     The  weight  of  a  cubic  inch 

of  water  is  0.036  lb.  and  the  increase  in  pressure  will  therefore 

0.0159048 
be    ~~^ry7^  —  =  0.44  in.     Thus  a  gas  with  a  specific  gravity 

of  0.700  will  show  an  increase  in  pressure  of  0.044  in.  for  each 
10  ft.  increase  in  elevation,  or  an  increase  of  Vio  in.  for  each 
22.7  ft.  of  rise. 

In  the  same  way  we  find  that  a  gas  with  a  specific  gravity 
of  0.600  will  show  an  increase  in  pressure  of  0.059  in.  for  each 
10  ft.  of  rise,  or  an  increase  of  Vio  in.  pressure  for  each  16.9 
ft.  of  rise ;  gas  with  a  specific  gravity  of  0.500  will  show  an  in- 
crease of  0.074  in.  for  each  10  ft.  of  rise,  or  an  increase  of  Vio 
in.  for  each  13.5  ft.  of  rise;  gas  with  a  specific  gravity  of  0.400 
will  show  an  increase  of  0.088  in.  for  each  10  ft.  of  rise,  or 
Vio   in.  for  each  11.4  ft.  of  rise,  and  gas  with  a  specific  gravity 
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of  0.300  will  show  an  increase  of  0.103  in.  for  each  10  ft.  of 
rise,  or  an  increase  of  ^/lo  i".  for  each  9.7  ft.  of  rise.  (Trus- 
tees.) 

6.  The  atomic  weights  of  various  elements  are  in  round 
numbers  as  follows: 


Hydrogen,  H 

i 

Carbon,    C 

i2 

Oxygen,      O 

i6 

Nitrogen,  N 

14 

Sulphur,      S 

)2 

Iron,        Fe 

56 

Calcium,  Ca 

40 

Give  the  molecular  weights  of,  and  the  proportion  by  weight 
in  which  the  various  elements  are  contained  in,  the  following 
substances : 

Carbon  Monoxide,  CO  Sulphuretted  Hydrogen,  H2  S 

Ammonia,  NH3  Sulphate  of  Ammonia, 

Sulphuric  Acid,  H2  SO4  (NH4  )2  SO4 

Calcic  Hydrate  or  Ferric  Hydrate,  or  Hydrated 

Slaked  Lime,  Ca(OH)2  Sesquioxide  of  Iron 

Fe2  O3  .  Ha  O 

Ans.  Each  molecule  of  Carbon  Monoxide,  CO,  contains 
one  atom  of  Carbon,  C,  and  one  of  Oxygen,  O,  and  its  weight 
is  equal  to  the  sum  of  the  weights  of  these  two  atoms.  There- 
fore its  molecular  weight  is  equal  to  the  sum  of  the  atomic 
weights  of  Carbon,  C,  and  Oxygen,  O,  or  to  16  +  12  =  28. 
This  shows  that  16  lb.  of  Oxygen,  O,  unite  with  12  lb.  of  Car- 
bon, C,  to  form  28  lb.  of  Carbon  Monoxide,  CO,  or  putting 

16 
it  in  another  way,  that  Carbon  Monoxide,  CO,  contains  ~  or 

2o 

12 
57.14  per  cent,  by  weight  of  Oxygen,  O,  and  or  42.86  per 

2o 

cent,  by  weight  of  Carbon,  C. 


Working  in  the  same  way  the  various  substances  named  are 
found  to  possess  the  following  molecular  weight  and  composi- 
tion by  weight : 
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Lowe    Jet  PlpotoTneter. 
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close  adjustment  of  the  supply  of  gas,  made  possible  by  the 
long  handle  of  the  stop  cock,  enables  the  height  of  the  flame  to 
be  regulated  so  that  its  tip  is  exactly  in  line  with  the  marks  on 
the  door  and  the  back  of  the  case  as  determined  by  sighting 
from  one  line  to  the  other. 

In  the  old  form  of  these  photometers  the  scale  on  the 
gauge  is  graduated  to  hundredths  of  an  inch  and  the  candle- 
power,  corresponding  to  the  pressure  which  exists  when  the 
flame  is  adjusted  to  the  proper  height,  is  obtained  from  a  table 
furnished  with  the  instrument,  either  separately  or  in  the  form 
of  an  auxiliary  scale  placed  below  the  pressure  scale  and  prop- 
erly tied  into  it.  In  the  more  modern  forms  there  is  no  pressure 
scale  as  such,  the  semi-circiHar  scale  over  which  the  pointer 
of  the  gauge  travels  being  graduated  to  give  the  candle-power 
by  direct  reading,  as  shown  on  the  accompanying  cut. 

It  is  of  course  important  that  the  gauge  should  show  the 
correct  pressure,  and  to  do-  this  the  water  line  must  be  main- 
tained at  the  proper  level  at  all  times.  The  adjustment  of  the 
water  line  is  provided  for  by  a  small  cylindrical  tank  mounted 
on  the  side  of  the  case  opposite  to  that  on  which  the  gas  cock 
is  placed.  This  tank,  which  communicates  with  the  gauge  by  a 
connecting  pipe,  is  provided  with  a  piston,  and  the  space  below 
this  piston  being  filled  with  water,  the  water  line  of  the  gauge 
can  be  readily  adjusted  to  the  proper  level  by  moving  the  piston 
up  and  down  according  as  the  water  is  above  or  below  the 
proper  point. 

Another  style  of  jet  photometer,  of  which  the  Jones  Jet  is 
an  example,  determines  the  candle-power  of  the  gas,  from 
the  varying  height  of  a  flame  produced  by  burning  the  gas 
through  a  small  orifice  at  a  constant  rate  or  at  a  constant  pres- 
sure. The  Jones  Jet  consists  of  a  steatite  tip  with  a  fine  cir- 
cular orifice  to  which  the  gas  is  supplied  by  a  volumetric  gov- 
ernor and  the  candle-power  scale  is  marked  on  a  colored  glass 
chimney  surrounding  the  flame. 

If  illuminating  gas  could  be  made  at  all  times  of  a  uniform 
composition,  a  jet  photometer  if  once  correctly  adjusted  would 
give  fairly  accurate  absolute  candle-power  results.  Since  it  is  not 
possible  to  make  such  gas  of  a  perfectly  uniform  composition 
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such  a  photometer  cannot  be  depended  upon  to  give  absolute 
results  that  are  accurate,  as  even  when  the  tip  is  of  the  proper 
size  for  the  kind  of  gas  to  be  tested  and  the  readings  are  cor- 
rect when  the  gas  has  a  certain  composition,  any  change  in 
this  composition  will  change  the  readings  even  though  the 
illuminating  value  remains  the  same.  It  is  obviously  entirely 
out  of  the  question  to  attempt,  as  is  sometimes  done,  to  use 
the  same  jet  photometer  without  change  of  tip  for  both  coal 
gas  and  carburetted  water  gas,  or  a  mixture  of  coal  gas  and 
carburetted  water  gas. 

The  true  field  of  the  jet  photometer  is  to  furnish  a  rapid 
method  of  obtaining  frequent  tests  of  candle-power  that  can 
be  compared  with  one  another  and  thus  afford  a  check  upon 
manufacturing  results  that  cannot  be  obtained  by  compara; 
tively  infrequent  tests  made  upon  a  bar  photometer.  But  even 
when  used  in  this  way  the  reading  of  a  jet  photometer  should 
be  compared  every  day  or  two  with  the  candle-power  as  shown 
by  a  bar  photometer  in  order  to  be  certain  that  through  change 
in  composition  of  the  gas  or  in  the  size  of  the  orifice  in  the 
tip,  these  readings  do  not  vary  too  much  from  the  actual  candle- 
power  of  the  gas.    (Trustees.) 

8.  What  do  you  consider  the  smallest  size  of  cast-iron 
pipe  which  it  is  advisable  to  lay  for  street  mains,  and  what 
weight  per  foot  or  per  length  of  12  feet  do  you  consider  suit- 
able for  this  size  of  pipe? 

Ans.  It  is  not  good  practice  to  lay  any  cast-iron  pipe  of  a 
smaller  diameter  than  4  in.,  except  in  localities  where  it  is 
reasonably  certain  that  a  smaller  pipe  will  be  able  to  deliver 
for  an  indefinite  period,  without  undue  loss  of  pressure,  all  the 
gas  required  in  the  territory  to  be  supplied. 

A  good  average  weight  for  4  in.  cast-iron  pipe  is  232  ib. 
per  length  of  12  feet,  or  about  19.3  lb.  per  foot.  For  use  in 
very  small  towns  lighter  pipe  can  be  employed,  while  in  some 
locations  in  large  cities  heavier  pipe  is  needed,  but  for  general 
use  the  above  is,  as  stated,  good  average  weight.     (Trustees.) 
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9.  Give  a  description,  illustrated  with  sketches,  of  a  cross, 
or  four-way  branch,  for  four-inch  cast-iron  pipe,  giving  the 
dimensions  to  be  used  when  it  is  provided  with  bells,  and  also 
those  to  be  used  for  flanged  ends,  including  the  number  of 
bolts  and  diameter  of  bolt  circle. 

Ans.  A  4-in.  cross  or  four-way  branch  made  according  to 
the  American  Gas  Light  Association  standard  is  shown  on 
the  accompanying  cut.  The  bell  cross  has  a  bell  on  each  out- 
let unless  otherwise  specified,  although  any  desired  com- 
bination of  bells  and  spigot  ends  can  be  made.  The  distance 
from  the  centre  line  of  each  run  to  the  bottom  of  the  bells 
on  the  other  run  is  8  in.  The  depth  of  the  bells  is  4  in.  and 
the  other  dimensions  are  as  shown  on  jthe  cut. 

For  a  flanged  cross  the  distance  from  the  centre  line  of  the 
runs  to  the  faces  of  the  flanges  is  6  in.  in  each  case.  The  out- 
side diameter  of  the  flanges  is  9  in.,  the  diameter  of  the  bolt 
circle  is  7^  in.  and  the  flanges  are  drilled  with  four  ^  in. 
holes  placed  as  shown. 

It  is  at  present  under  discussion,  whether  it  would  not  be 
better  to  make  the  dimensions  from  centre  of  cross  to  bottom 
of  bell  and  from  centre  of  cross  to  face  of  flange  the  same  for 
crosses  of  the  same  size,  so  that  both  kinds  will  take  up  the 
same  amount  of  space  in  a  line  of  pipe.     (Trustees.) 

10.     What  details  of  construction  have  been  adopted  in  the 
manufacture  of  flat-flame  burners  in  order  to  ensure  that  the 
combustion  of  the  gas  shall  take  place  as  far  as  possible  under 
the  conditions  stated  in  the  answer  to  question  No.  10  of  the' 
Second   Series  ? 

Ans.  The  folk)wing  details  of  construction  have  been 
adopted  to  put  into  eflfect  the  principles  brought  out  in  the 
answer  to  question  No.  10  of  the  Second  Series.  To  insure 
the  existence  of  a  low  pressure  at  the  burner  tip  the  improved 
forms  of  flat-flame  burners  are  provided  either  with  some  form 
of  governor,.  whicTi  maintains  the  pressure  of  the  tip  constantly 
at  the  proper  point,  no  matter  how  much  the  pressure  on  the 
piping  increases,  or  else  with  a  "check,"  which  is  usually  a 
metal,  steatite  or  lava  disk  inserted  in  the  burner  pillar  so  as 
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to  cut  off  any  flow  of  gas  to  the  tip  except  through  a  hole  in 
the  disk,  the  area  of  which  is  smaller  than  that  of  the  opening 
in  the  tip,  the  relation  between  the  area  of  the  opening  in  the 
check  and  that  of  the  opening  in  the  tip  varying  with  the 
pressure  at  which  the  burner  is  designed  to  be  used;  that  is, 
the  higher  the  pressure  the  smaller  the  hole  in  the  check  for 
the  same  sized  tip. 

Jn  order  to  maintain  the  temperature  of  the  flame  at  as 
high  a  point  as  possible  the  burner  tip  should  be  made  of  a  non- 
conducting substance,  since  if  made  of  metal  or  any  other  good 
conductor  of  heat,  the  heat  which  is  absorbed  and  carried  away 
by  the  tip  reduces  the  temperature  of  the  flame.  In  all  of  the 
best  forms  of  flat-flame  burners  the  tips  are  now  made  of 
either  lava,  steatite  or  enamel,  all  of  which  are  poor  conductors 
of  heat. 

To  produce  a  steady,  even  flow  of  gas  without  any  swirling 
motion  some  burners  have  placed  between  the  check  and  the 
tip  a  screen  of  fine  wire  gauze  which  breaks  up  any  currents, 
and  renders  the  flow  of  gas  uniform  throughout  the  whole  area 
of  the  burner  pillar,  while  others  depend  upon  the  steadying 
action  produced  by  the  large  area  of  the  burner  pillar  above 
the  check  as  compared  with  the  area  of  the  opening  in  the 
tip. 

To  secure  an  equal  supply  of  gas  to  all  parts  of  the  flame, 
slit  (bats wing)  burners  are  made  with  what  is  called  a  hol- 
low top,  by  means  of  which  the  slit  is  kept  of  the  same  depth 
in  all  parts  instead  of  being  much  thipker  at  the  top  than  at  the 
sides,  as  it  would  necessarily  be  if  the  top  of  the  tip  were  left 
solid  instead  of  hollowed  out  inside  to  conform  with  its  shape 
outside.  The  effect  of  extra  thickness  at  any  place  is  that  less 
gas  passes  through  the  slit  at  the  thick  place,  and  that  conse- 
quently the  conditions  are  not  the  same  at  all  parts  of  the  flame. 
A  further  improvement  in  this  direction,  introduced  in  some 
burners,  consists  in  cutting  the  slit  with  a  circular  saw  applied 
from  above  the  tip  and  thus  making  it  curved  on  the  bottom 
instead  of  flat,  as  is  the  case  when  it  is  cut  by  sawing  in  the 
ordinary  way.  With  the  flat  bottom  slit  some  of  the  gas  issues 
at  right  angles  to  the  axis  of  the  burner  only  to  be  folded 
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back  on  the  upper  part  of  the  flame  by  the  upward  draft  of  air 
caused  by  the  heat  of  the  flame,  while  with  a  curved  bottom 
slit  this  effect  is  avoided  as  the  gas  issues  in  a  direction  along 
which  it  is  free  to  travel  without  being  turned  aside,  and  the 
flame  is  thus  kept  of  more  even  thickness  throughout. 

In  Sugg's  table  top  burners  the  effect  of  the  upward  rush 
of  air  in  increasing  the  thickness  of  the  lower  edges  of  the 
flame  is  still  further  guarded  against  by  forming  a  circular 
"table"  immediately  under  the  top  of  the  tip,  the  projection  of 
which  deflects  the  currents  of  air  and  prevents  them  from 
rising  vertically  against  the  flame.     (Trustees.) 

11.  How  would  you  test  various  samples  of  gas  cooking 
stoves  to  determine  which  was  most  economical  of  gas  and  at 
the  same  time  did  the  best  cooking? 

Ans.  The  comparative  efficiency  of  the  top  burners  of 
various  samples  of  gas  stoves  may  be  tested  by  determining  the 
length  of  time  and  amount  of  gas  required  to  heat  a  definite 
quantity  of  water  from  a  temperature  of,  say,  60  deg.  F.  to  the 
boiling  point.  The  same  kettle  should  be  used  throughout 
the  tests  and  the  weight  of  water  employed,  its  temperature 
at  the  start,  the  exact  time  at  which  it  begins  to  boil  and  the 
amount  of  gas  consumed  must  be  accurately  determined  in 
each  case. 

The  efficiency  of  the  ovens  may  be  tested  by  determining 
the  time  and  amount  of  gas  required  to  bring  each  oven  up  to 
a  baking  heat  and  then  to  bake  a  definite  weight  of  either  bread 
or  biscuit.  The  dough  must  be  all  ready  to  put  into  the  oven 
as  soon  as  the  required  heat  is  attained  so  that  no  gas  is  wasted 
while  waiting  for  the  dough  to  be  gotten  ready,  since  any  delay 
of  this  kind  would  spoil  the  tests.  Each  oven  should  also  be 
tested  for  evenness  of  distribution  of  the  heat  throughout  its 
whole  interior.  This  can  be  done  by  placing  pieces  of  white 
writing  paper  in  different  parts  of  the  oven,  and  noticing  the 
extent  to  which  the  different  pieces  are  browned  when  the 
oven  is  hot  enough  to  bake.  The  more  nearly  they  all  ap- 
proach to  the  same  color  the  more  uniform  is  the  distribution  of 
heat  throughout  the  oven,  and  the  better  will  it  bake.     As  a 
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rule,  the  ovens  that  show  a  good  efficiency  by  the  baking  test 
will  also  show  a  uniform  distribution  of  the  heat.  (Trus- 
tees. ) 

12.  What  are  the  objects  sought  in  mixing  sand  with  lime 
in  making  lime  mortar  and  with  cement  in  making  cement 
mortar,  and  what  are  the  qualities  required  in  a  sand  to  fit  it 
for  use  in  making  mortar? 

Ans.  *'Sand  is  mixed  with  lime  or  cement  to  reduce  the 
cost  of  the  mortar;  and  is  added  to  lime  also  to  prevent  the 
cracking  which  would  occur  if  lime  were  used  alone.  Any 
material  may  be  used  to  dilute  the  mortar,  provided  it  has  no 
effect  upon  the  durability  of  the  cementing  material  and  is 
not  itself  liable  to  decay.  Pulverized  stone,  powdered  brick, 
slag,  or  coal  cinders  may  be\ised;  but  natural  sand  is  by  far 
the  most  common,  although  fine  crushed  stone,  or  *stone 
screenings,'  are  sometimes  employed  and  are  in  some  respects 
better  than  natural  sand. 

"To  be  suitable  for  use  in  mortar,  the  sand  should  be  sharp, 
clean  and  coarse ;  and  the  grains  should  be  composed  of  dura- 
ble minerals,  and  the  size  of  the  grains  should  be  such  as  to 
give  a  minimum  of  voids,  /.  c,  interstices  between  the  grains. 

"The  usual  specifications  are  simply:  *The  sand  shall  be 
sharp,  clean  and  coarse.' 

"Sharp  sand,  «.  c,  sand  with  angular  grains,  is  preferred 
to  that  with  round  grains,  because  ( 1 )  the  angular  grains  are 
rougher,  and,  therefore,  the  cement  will  adhere  better:  and 
(2)  the  angular  grains  offer  better  resistance  to  moving  one 
on  the  other  under  compression. 

"The  sharpness  of  sand  can  be  determined  approximately 
by  rubbing  a  few  grains  in  the  hand,  or  by  crushing  it  near 
the  ear  and  noting  if  a  grating  sound  is  produced :  but  an 
examination  through  a  small  lens  is  better.  Sharp  sand  is 
often  difficult  to  obtain,  and  the  requirement  that  *the  sand 
shall  be  shar]).'  is  practically  a  dead  letter  in  most  specifica- 
tions. 

"Clean  sand  is  necessary  for  the  strongest  mortar,  since 
an  envelope  of  loam  or  organic  matter  about  the  sand  grains 
will  prevent  the  adherence  of  the  cement.     The  cleanness  of 
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sand  may  be  judged  by  pressing  it  together  in  the  hand  while 
it  is  damp;  if  the  sand  sticks  together  when  the  pressure  is 
removed,  it  is  entirely  unfit  for  mortar  purposes.  The  clean- 
ness may  also  be  tested  by  rubbing  a  little  of  the  dry  sand 
in  the  palm  of  the  hand ;  if  the  hand  is  nearly  or  quite  clean 
after  throwing  the  sand  out,  it  is  probably  clean  enough  for 
mortar.  The  cleanness  of  the  sand  may  be  tested  quantita- 
tively by  agitating  a  quantity  of  sand  with  water  in  a  graduated 
glass  flask ;  after  allowing  the  mixture  to  settle,  the  amount  of 
precipitate  and  of  sand  may  be  read  from  the  graduation.  Care 
should  be  taken  that  the  precipitate  has  fully  settled,  since  it 
will  condense  considerably  after  its  upper  surface  is  clearly 
marked. 

**Although  it  is  customar}-  to  require  that  only  clean  sand 
shall  be  used  in  making  mortar,  a  small  quantity  of  very  finely 
powdered  clay  will  not  materially  decrease  the  strength  of  the 
mortar.  In  some  instances  clay  to  the  amount  of  10  per  cent, 
of  sand  seems  not  to  decrease  the  strength  of  the  mortar. 
Mortar  containing  considerable  clay  is  much  more  dense,  plastic 
and  water-tight;  and  is  occasionally  convenient  for  plastering 
surfaces  and  stopping  leaky  joints.  Such  mortar  is  not  affected 
by  the  presence  of  water. 

**Coarse  sand  is  preferable  to  fine,  since  (1)  the  former 
has  less  surface  to  be  covered  and  hence  requires  less  cement; 
and  (2)  coarse  sand  requires  less  labor  to  fill  the  interstices 
with  the  cement.  The  sand  should  be  screened  to  remove  the 
pebbles,  the  fineness  of  the  screen  depending  upon  the  kind  of 
work  in  which  the  mortar  is  to  be  used.  The  coarser  the  sand 
the  better,  even  if  it  may  properly  be  designated  fine  gravel, 
provided  the  diameter  of  the  largest  pebble  is  not  too  nearly 
equal  to  the  thickness  of  the  mortar  jofnt. 

"If  the  voids  are  filled  with  cement,  uniform  coarse  grains 
give  greater  strength  than  coarse  and  fine  mixed ;  or,  in  other 
words,  for  rich  rnortar  coarse  grains  are  more  important  than 
small  voids.  But  if  the  voids  are  not  filled,  then  coarse  and  fine 
sand  mixed  give  greater  strength  than  uniform  coarse  grains ; 
or,  in  other  words,  for  lean  mortar  a  small  proportion  of  voids 
IS  more  important  than  coarse  grains. 
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**As  a  rule,  the  sand  ordinarily  employed  in  making  cement 
mortar  is  much  too  fine  to  give  maximum  strength,  or  to  permit 
the  use  of  a  minimum  amount  of  cement. 

"The  smaller  the  proportion  of  voids,  *.  c,  the  interstices 
between  the  grains  of  sand,  the  less  the  amount  of  cement  re- 
quired and  consequently  the  more  economical  the  sand. 

"Very  fine  sand  makes  a  much  weaker  mortar  than  coarse 
sand,  and  natural  sands  vary  considerably  in  the  proportion  of 
voids  and  consequently  differ  in  the  amount  of  cement  required 
to  produce  any  particular  strength.  Therefore,  before  adopt- 
ing a  sand  for  a  work  of  any  considerable  magnitude,  all  avail- 
able sands  should  be  carefully  examined  with  reference  to  (1) 
their  effects  upon  the  strength  of  the  mortar,  (2)  their  per 
cent,  of  voids  or  the  amount  of  cement  required  with  each,  and 
(3)  their  cost.  If  mortar  of  any  particular  strength  is  desired, 
the  proportion  of  cement  .should  be  adjusted  according  to  the 
fineness  and  voids  of  the  best  available  sand."  (Baker's 
Masonry  Construction.) 

The  President:  Gentlemen,  we  have  just  heard  the  re- 
port of  the  Trustees  of  the  Gas  Educational  Fund  made  to  us 
as  one  of  the  subscribers  to  the  fund.  The  Institute  subscribed 
$350.00  a  year,  and  this  is  a  report  to  the  Institute  as  if  it 
were  an  individual  subscription.  Owing  to  the  relation  that 
the  old  gas  institution  held  to  the  fund,  the  Secretary  has 
come  here  to  read  the  report  and  ask  us  if  we  have  any  criti- 
cisms or  suggestions.    The  report  is  now  before  you. 

Mr.  C.  H.  Nettleton  :  I  would  move  that  the  report  be 
accepted ;  published  in  the  Proceedings  accompanied  by  the 
questions  and  answers  sent  out  to  the  various  classes  during 
the  year. 

Mr.  Wm.  McDonald:    Second  the  motion. 

Mr.  J.  D.  McIlhenny:  I  would  like  to  ask  what  has  been 
done  with  the  proposed  publication  of  the  questions  and  an- 
swers in  one  volume.  It  seems  to  me  they  have  accumulated  a 
vast  amount  of  valuable  information  there  which  to-day  is  prac- 
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tkally  inaccessible.  We  have  to  wade  through  a  lot  of  vol- 
umes in  order  to  find  it,  and  if  it  was  condensed  in  one  volume 
H  would  be  very  useful.  I  understood  that  that  was  going  to 
be  done. 

The  President  :     That  was  referred  to  in  the  report,  and 
1  >^'ill  ask  Mr.  Forstall  to  report  further  in  regard  to  it. 

Mr.  a.  E.  Forstall  :  Briefly,  we  are  working  on  the  mat- 
ter, but  the  publication  of  that  volume  has  been  delayed  partly 
^use  of  an  attempt  to  learn  whether  or  not  there  were  any 
authoritative  figures  for  the  weights  and  the  calorific  values 
P^r  cubic  foot  of  different  gases  on  which  no  two  text-books 
^ree,  and  partly  because  the  Secretary  has  not  had  time 
^ough  to  devote  to  the  work  to  put  it  through. 

T^^E  President  :     All  in  favor  of  Mr.  Xettleton's  motion 

"^t  the  report  be  accepted,  published  in  the  Proceedings,  ac- 

^^nipanied  by  the  questions  and  answers  sent  out  to  the  vari- 

J^s  classes  during  the  vear,  will  say  "Aye."    Contrary  minds, 

^'''^  Carried. 

^w  next  business  of  this  meeting  is  the  hearing  of  a  paper 

On  the  "Obligations  Imposed  by  the  Possession  of  a  Franchise,*' 

by  Mr.  Charles  H.  Dickey. 

OBLIGATIONS  IMPOSED  BY  THE  POSSESSION  OF 
A    FRANCHISE. 


By  Charles  H.  Dickky,  of  Baltimore,  Md. 


3/r.  President,  and  Gentlemen  of  the  American  Gas  Institute : 

I  beg  to  acknowledge  both  the  pleasure  and  honor  of  being 
permitted  to  speak  to  you  on  this  occasion.  It  is  a  pleas- 
ure, because  I  am  among  my  friends  and  see  around  me  the 
intelligent  and  earnest  workers  of  our  Gas  Institute,  and  I 
consider  it  an  honor  because  I  feel  deeply  the  subject  under 
discussion.  I  feel  that  I  am  discharging  a  high  responsibility 
to  you  and  our  interests,  which  are  necessarily  of  a  public  and 
corporate  character,  and  if  in  my  remarks  I  have  assisted  you 
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in  these  great  undertakings  I  shall  consider  my  work  well  done. 
I  fully  realize  that  an  occasion  of  this  sort  is  fraught  with  great 
possibilities.  There  are  influences  that  can  be  made  impres- 
sive and  far  reaching.  At  this  time,  therefore,  it  is  well  for  us 
to  pause  and  bestow  a  serious  thought  upon  matters  of  interest 
and  moment  to  us  all. 

There  is  a  school  of  philosophy  which  holds  that  all  good 
deeds  and  all  ethical  impulses  are  ultimately  rooted  i:i  selfish- 
ness. There  is  another  school  which  maintains  that  the  greatest 
good  to  the  greatest  number  is  the  motive  and  end  of  moral 
effort.  There  is  still  another  school  of  ethical  thought  which 
contends  that  the  inner  conscience  is  the  sole  director  and 
arbiter  of  right  action — that  right  for  its  own  sake  is  the  final 
and  ruling  motive. 

In  presenting  to  you  what  I  consider  the  obligations  im- 
posed by  the  possession  of  a  franchise  I  think  I  have  blended 
the  theories  of  each  of  the  three  schools  just  referred  to.  I 
urge  these  obligations  because  I  believe  it  is  to  the  interests  of 
those  upon  whom  they  rest  to  faithfully  discharge  them; 
secondly,  because  their  performance  carries  with  it  the  widest 
public  utility  and  advantage ;  and,  thirdly  and  chiefly,  because 
wherever  an  obligation  arises  it  is  right  to  properly  fulfil  it. 

Before  defining  and  classifying  the  various  duties  of  which 
it  is  my  privilege  to  speak  to  you,  I  beg  to  make  a  few  pre- 
liminary observations  of  a  general  character. 

A  franchise,  as  under  discussion  here,  as  we  well  know, 
is' the  power  of  a  corporation  to  exercise  various  rights  and 
privileges.  These  rights  are  the  creatures  of  law  and  exist 
solely  by  sovereign  grant.  They  spring  from  the  people,  from 
that  power  which  resides  only  in  the  people,  and  it  is  important 
for  us  to  fully  appreciate  that  all  franchises  are  necessarily 
bestowed  by  popular  will.  They  are  privileges  which  the  peo- 
ple have  delegated  to  their  fellow-men  to  do  for  them  what  they 
cannot  reasonably  do  for  themselves.  These  are  facts,  funda- 
mental and  underlying,  and  should  be  borne  in  mind  through- 
out the  whole  consideration  of  tlie  subject  in  question.  Each 
franchise,  therefore,  carries  with  it  an  obligation  to  the  Com- 
monwealth or  community  which  bestows  it,  and  each  franchise 
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also  carries  with  it  an  obligation  from  the  Commonwealth  or 
community  which  bestows  it. 

There  is  another  fundamental  principle  connected  with 
these  grants  which  makes  it  necessary  that  the  corporation  act 
within  the  scope  of  its  powers.  It  must  not  wrongfully  or 
unlawfully  assume  to  take  that  which  does  not  rightfully  be- 
long to  it.  If  the  State  has  granted  a  franchise  which  we  will 
designate  as  "a/"  we  have  no  right  to  claim  "&/'  "c,"  and  "rf" 
in  addition  to  "a."'  Therefore,  it  becomes  necessary,  in  defin- 
ing this  scheme  to  state  that  the  by-laws  of  our  corporations 
and  its  proceedings  shall  not  be  inconsistent  with  its  charter, 
nor  with  the  general  laws  of  the  land.  Equality  is  equity,  and 
equity  in  dealing  with  the  public  is  a  supreme  and  vital  obliga- 
tion, and  our  corporations  must  remember  this  potent  fact  and 
carry  out  its  work  impartially  to  all.  All  those  things  which 
may  be  done  within  the  letter  of  the  corporate  charter  must 
not  be  done  in  an  oppressive  and  intolerable  way,  but  we  must 
remember  that  there  is  attached  to  every  franchise  an  implied 
but  distinct  duty  to  use  it  reasonably. 

With  the  just  and  full  en|oyment  of  all  our  rights  and 
powers  which  have  been  granted,  there  is  surely  a  right  to  the 
State  to  the  reasonable  control  of  their  exercise  but  never  tak- 
ing from  the  substance  of  the  privileges  bestowed.  Many 
questions  have  arisen  in  the  past,  and  many  questions  will  arise 
in  the  future  of  an  important  and  delicate  nature,  because  a 
corporation  is  an  institution  of  the  State,  having  been  granted 
for  its  own  convenience  in  performing  public  functions,  and, 
therefore,  its  charter  may  be  amended  or  appealed,  and  it  is  in 
this  aspect  as  we  look  at  the  subject  calmly  and  deliberately 
that  the  State  and  the  incorporators  are  deemed  to  occupy  the 
position  of  contracting  parties,  the  franchise  flowing  from  the 
State  being  its  consideration  and  the  obligation  to  perform  the 
corporate  functions  being  the  obligation  imposed  upon  the 
corporation. 

Another  point  which  must  be  kept  plainly  in  view  in  con- 
sidering these  matters  is  that  vague  and  ultimate  power  resi- 
dent in  every  State,  the  power  which,  for  the  want  of  a  better 
name,  we  will  call  the  "police  power,"  which  means  that  all 
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property  is  necessarily  subject  to  this  power.  It  is  the  supreme 
power  or  right  of  the  State  to  protect  and  preserve  itself  and 
its  subjects.  It  deals  with  public  health  and  public  safety, 
public  morals  and  public  welfare.  Accordingly,  all  corporate 
franchises  are  held  subject  to  this  sovereign  power.  Our 
corporations  are  required  to  do  or  riot  to  do  many  things  by 
virtue  of  this  power,  but  in  defining  this  power  I  would  say 
that  the  regulations  must  have  reference  to  the  comfort,  safety 
and  welfare  of  society,  yet  they  must  not  be  in  conflict  with 
any  provision  of  the  charter.  They  must  not,  under  pretense 
of  regulation,  take  from  the  corporation  any  of  its  essential 
rights  or  privileges  which  the  charter  confers.  In  short,  it 
must  be  a  regulation  in  fact,  and  not  amendments  of  the  charter 
in  curtailment  of  the  corporate  franchises. 

It  has  been  claimed  that  the  power  of  interference  and  con- 
trol by  the  States  would  be  inconsistent  with  the  property 
rights  of  the  corporation.  I  refer  to  such  laws  that  require 
corporations  to  make  such  rates  or  charges  for  the  benefit  of 
the  Commonwealth,  and  it  seems  to  be  settled  by  decisions  of 
the  courts  that  the  State  rights  may  require  such  conditions 
from  the  corporations  to  deal  impartially  and  equally  with  the 
public  to  prevent  discriminations  against  different  classes  for 
like  service.  These  regulations  must  be  reasonable  and  not 
confiscatory  or  arbitrary.  This  power  has  been  held  to  exist  to 
prevent  injustice  and  extortion,  also  upon  the  ground  that  cor- 
porations whose  business  and  circumstances  are  such  as  to  give 
them  a  practical  monopoly  in  a  special  field  of  production  or 
service  which  concerns  the  general  public,  are  necessarily  sub- 
ject to  have  their  privileges  controlled  in  this  way. 

In  a  great  case  decided  in  the  Supreme  Court  of  the  United 
States,  that  august  tribunal  said :  "Generalized  and  divested  of 
the  special  form  which  it  assumes  under  a  monarchical  Govern- 
ment based  on  feudal  traditions,  a  franchise  is  a  right,  privi- 
lege or  power  of  public  concern  which  ought  not  to  be  exer- 
cised by  private  individuals  at  their  mere  will  and  pleasure, 
but  should  be  reserved  for  public  control  and  determination 
either  by  the  Government  directly  or  by  public  agents  acting 
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under  such  conditions  and  regulations  as  the  Government  may 
impose  in  the  public  interest  and  for  the    public  security/'^ 

And  so  in  a  large  number  of  cases,  franchises  have  been 
defined  as  a  privilege  of  a  distinctively  public  nature  originating 
in  legislative  grant. 

In  one  case-  it  was  said:  "Franchises  are  rights  and  privi- 
leges acquired  only  by  special  grant  from  the  public  through 
a  Legislature,  zchich  imposes  upon  the  grantee,  as  a  condition 
'  therefor,  a  duty  to  the  public  to  see  that  they  are  properly 
used/' 

The  deep  importance  of  this  conception  cannot  be  too  seri- 
ously appreciated. 

The  principle  of  corporate  life  is  intricate.  It  is  exten- 
sively v^rrought  into  the  constitution  and  working  of  modern 
society,  and  it  is  not  too  much  to  say  that  without  such  insti- 
tutions the  present  high  development  of  society,  and  particu- 
larly of  its  industrial  phases,  could  not  be  maintained  at  all. 

The  whole  matter  of  transportation  has  passed  into  the 
control  of  corporations;  so  have  all  the  applications  of  light, 
steam  and  electricity.  The  wondrous  work  wrought  by  the 
locomotive,  the  telephone  and  the  telegraph,  the  gas  engine  and 
the  electric  motor,  are  all  agencies  which  invention  has  de- 
veloped. The  invention  of  man  developing  these  conveniences 
for  mankind  must  naturally  be  in  the  hands  of  the  corpora- 
tions, and  it  is  easy  to  see  that  their  relations  to  society  are 
most  intimate.  They  are  extensive  and  their  stupendous  pow- 
ers are  exercised  directly  upon  the  resources  of  every  person 
in  every  community.  They  have  brought  about  new  conditions, 
and  these  conditions  are  not  temporary,  and  in  the  development 
of  society  it  must  permanently  adjust  itself  to  them.  We  can 
but  stop  and  think,  almost  bewildered,  of  the  great  and  ex- 
traordinary powers  of  these  corporations  created  by  the  law, 
and  their  relations  which  they  have  to  the  Commonwealth 
which  has  created  them,  and  there  comes  at  times  a  feeling  of 
extreme  uneasiness  which  pervades  the  community  concerning 

'California  vs.  Central  Pacific  R.  R.  Co.,  127  U.  S.  40. 
*St  Louis,  etc.,  R.  R.  Co.  vs.  Balsley,  18  III.,  A  pp.  82. 
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their  action.  It  is  believed  by  many  that  their  great  and  im- 
portant prerogatives  are  not  at  all  times  used  fairly  in  rela- 
tion to  public  interests  which  are  affected  by  their  exercise. 

Let  me  state  the  case  in  this  respect  as  ably  and  strongly 
presented  by  an  impartial  authority  upon  the  subject,  in  order 
that  we  who  are  assembled  here  may  the  more  deeply  and 
vividly  realize  the  delicate  and  important  nature  of  the  obliga- 
tions due  from  us  to  the  public  in  the  administration  of  the 
responsible  interests  with  which  we  are  identified,  and  in  order 
that,  imbued  with  that  realization  we  may  double  ourselves  in 
energy,  strength  and  devotion  to  render  a  wise  and  conscien- 
tious account  of  our  great  stewardship: 

"Apprehension  is  founded  not  in  the  idea  that  corporations 
acting  in  the  legitimate  exercise  of  their  powers,  vast  as  they 
are,  menace  in  any  way  the  Commonwealth,  so  much  as  in  the 
conviction  that  the  control  of  those  powers  is  inadequately 
accorded  and  that  they  may  be  and  are  seized  upon  by  irre- 
sponsible persons  who  abuse  them  in  their  personal  interests. 

"Great  fortunes  have  suddenly  accumulated  in  the  hands 
of  individuals,  but  not  only  this,  but  by  those  means  and  by 
the  operation  of  the  principle  that  a  mere  majority  determines 
corporate  action  an  almost  irresponsible  control  is  obtained 
over  enormous  amounts  of  the  money  of  other  people.  This 
facilitates  in  practical  affairs  the  concentration  of  the  abso- 
lute control  of  a  number  of  railroad  corporations  all  acting 
directly  upon  the  most  vital  relations  of  society,  in  the  hands 
of  a  few  persons  actually  owning  but  a  small  proportion  rela- 
tively of  their  stock.  This  involves  the  development  of  a  sociaf 
power  in  the  hands  of  mere  citizens,  unprecedented  in  society 
and  overshadowing  mere  political  power,  for  it  acts  directly, 
as  has  been  said,  on  the  relation  between  the  resources  of  every 
man,  even  the  poorest,  and  the  cost  of  subsistence  of  himself 
and  his  family.  It  may  be  borne  in  mind  that  the  powers  whose 
burdens  in  every  time  past  have  produced  a  policy  of  discontent 
and  led  on  to  revolution  have  been  social  and  not  political  ones. 
That  it  is  possible  for  any  individual  to  start  with  nothin.e 
and  in  a  few  years  come  to  irresponsible  administration  of 
such  a   force   for  private  uses,   is  evidence  that  at  least  the 
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sources  of  so  ^reat  a  social  power  are  at  present  very  inse- 
curely guarded. 

**These  considerations  serve  to  indicate  the  social  relation 
of  these  corporate  persons  and  the  tendency  of  the  proper  use 
and  of  the  abuse  of  their  peculiar  constitution.  Society  wilf 
be  sure  to  establish  for  itself  such  safeguards  as  justice  and 
sound  economy  may  dictate.  The  courts  have  held  that  cor- 
porations are  amenable  toJ:he  control  of  the  State  in  their 
business  and  property  and  rates  of  charge,  to  at  least  the  same 
extent  as  natural  persons  are,  unless  they  are  freed  from  such 
control  by  elements  of  contract  in  their  charters;  and  there 
are  those  who  insist  that  the  State  cannot  in  any  way  disen- 
gage itself  from  its  elements  of  sovereignty  nor  part  with  its 
legislative  or  judicial  powers. 

**It  is  impossible  that  any  principle  of  law  can  exist,  under 
whatever  formulae  it  may  be  said  to  lurk,  which  requires  so- 
ciety to  be  still  while  it  is  financially  despoiled  or  is  otherwise 
menaced  in  the  beneficent  working  of  its  organization." 

Such,  then,  is  the  magnitude  of  the  obligations  of  which 
I  am  now  speaking. 

Now,  gentlemen,  I  do  not  wish  you  or  any  of  our  worthy 
friends  who  may  read  these  lines  or  those  on  which  I  shall 
speak  later  in  regard  to  graft,  to  think  that  I  hold  that  all 
corporations  are,  as  a  rule,  corrupt,  for  I  know  from  my  own 
personal  observation  that  this  is  not  and  cannot  be  true ;  but 
somehow  the  average  citizen  is  imbued  with  erroneous  ideas 
on  this  subject;  he  has  had  no  doubt  brought  home  to  him 
many  cases  of  greed  and  graft,  not  only  in  connection  with 
public-service  corporations,  but  chiefly  in  connection  with  civic 
administration  of  affairs,  of  which  probably  the  State  building 
at  Harrisburg  furnishes  a  conspicuous  example,  and  from  these 
observations  he  probably  considers  many  of  our  corporations 
alike,  and  has  by  degrees  come  to  the  belief  that  many  of  them 
are  affected  with  the  unfortunate  evil  in  question.  This  is,  of 
course,  an  utterly  extravagant  and  unwarranted  view  of  the 
case,  and  it  is  for  us,  by  a  rigorous  and  determined  insistence 
upon  the  strictest  standards  of  propriety,  to  entirely  disabuse 
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the  mind  of  even  the  most  skeptical  of  all  prejudice  against 
corporations  upon  this  score. 

With  these  essential  conceptions  in  mind,  let  us  take  up 
more  at  large  the  obligations  which  they  suggest  as  being  laid 
upon  the  members  of  the  public-service  corporations.  The  peo- 
pte  must  he  treated  justly.  There  is  no  firmer  or  broader 
foundation  upon  which  the  true  interest  and  steady  upbuilding 
of  public-service  corporation  can  rest  than  the  respect,  the 
confidence,  the  good-will  and  gratitude  of  the  population  it 
serves.  No  corporation  ever  failed  on  account  of,  but,  on  the 
contrary,  many  corporations  owe  their  success  and  advance- 
ment to  liberal  dealing  with  the  public,  and  a  generous 
realization  of  and  respect  for  public  rights.  I  am  not  en- 
couraging a  toadying,  weak-kneed  sacrifice  of  corporate  rights. 
1  am  speaking  of  a  wise  and  just  regulation  and  use  of  our 
rights  for  the  common  good,  so  that  our  own  advantage  and 
our  own  sense  of  justice  and  of  duty  well  done  may  be  har- 
monized with  the  development,  the  enrichment  and  progress  of 
all. 

In  defining  grants  from  the  people  to  the  corporations  I 
have  stated  that  a  contract  exists,  and  the  fulfillment  of  same 
should  be  an  obligation  not  only  upon  public  corporations,  but 
also  upon  the  Commonwealth  under  which  it  is  exercised.  The 
people  are  prone  to  forget  their  petitions  to  these  corporations 
in  the  early  days  of  their  existence,  when  large  tracts  of  land 
were  granted  for  shops  and  other  inducements  were  oflFered 
in  order  to  have  railroads  and  other  enterprises  come  to 
their  door.  They  forget  as  they  grow  into  large  centres  that 
although  these  franchises  were  granted  by  the  people,  yet, 
nevertheless,  the  individual  enterprise  of  progressive  and  active 
men  complied  with  their  wishes.  They  brought  to  them  their 
railroads  and  built  their  gas  and  electric  plants,  and  it  is  an 
(obligation  on  the  part  of  the  peo])le  not  to  allow  their  good 
judgment  or  just  opinions  to  he  clouded  so  that  unwarranted 
action  is  taken  to  obstruct  or  wrongfully  control  these  very 
corporations  which  have  helped  to  make  them  great  and  pros- 
perous. 

I  have  also  said  that  the  cori>orati(m  must  not  delegate  unto 
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itself  powers  which  are  not  granted  in  its  franchises,  and  in 
accepting  the  franchise  or  in  the  purchase  of  a  property  the 
impressions  that  are  made  on  the  public  mind  will  go  far  toward 
your  success  or  failure.  The  rights  of  the  corporation  clearly 
do  not  come  before  the  rights  of  the  people.  No  announcement 
should  be  made  of  curtailment  of  service  in  order  that  divi- 
dends must  first  be  paid  before  the  public  is  best  served,  be- 
cause the  purchase  of  any  property  carries  with  it  the  obliga- 
tions as  imposed  by  the  franchise,  and  by  taking  the  people 
into  its  confidence  with  the  understanding  that  every  effort  will 
be  made  to  build  up  for  their  benefit,  there  will  be  co-operation 
and  support  which  can  be  gained  in  no  other  manner. 

The  time  seems  to  have  come  when  it  is  the  natural  desire 
in  all  these  affairs  to  treat  the  people  with  the  consideration 
which  is  due  them.  And  let  me  say  here,  that  we  occupy  a 
position  to-day  that  has  very  much  to  do  with  the  future  of 
our  corporations  as  to  what  disposition  will  be  made  on  these 
questions  by  the  will  of  the  people.  We  must  not  live  too 
close  to  the  letter  of  the  law ;  we  must  not  draw  the  lines  too 
tight  or  too  fast,  without  giving  due  consideration  to  the 
situation,  but  we  must  make  such  rules  that  will  treat  with  the 
people,  showing  them  a  broad  and  liberal  attitude  which  our 
corporations  mean  to  maintain. 

The  making  of  rules  is  very  important  and  must  of  neces- 
sity have  great  bearing  upon  the  ultimate  workings  of  our  cor- 
porations, but  no  matter  how  favorable  such  rules  are,  no 
matter  what  instructions  are  giv^n,  it  is  the  man  behind  the 
desk,  the  man  in  his  daily  labor  who  is  the  cushion  between 
the  corporation  and  the  public,  and  it  is  for  him  and  for  all  of 
us  to  realize  the  fact,  not  only  that  we  are  working  for  the 
corporation  and  its  best  interest,  but  also  -  recognize  the  fact 
that  there  is  a  duty  from  us  to  the  people,  a  courteous  manner 
which  will  produce  respect,  and,  unless  this  is  faithfully  car- 
ried out,  these  rules  will  fail  of  their  most  desired  end. 

It  is,  therefore,  necessary  for  the  public-service  corpora- 
tion employees  to  recognize  to  the  fullest  extent  that  they  are 
not  only  working  for  the  corporation,  but  also  recognize  the 
fact  that  they  are  serving  the  people  from  whom  their  corpor- 
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ation  gets  its  rights  and  privileges.  It  is  in  this  attitude,  there- 
fore, that  our  v^ork  should  be  done  so  that  we  may  instill  into 
the  minds  of  the  people  a  clear  and  comprehensive  idea  of  our 
desires.  And  it  is  evident  to  my  mind  that  such  schooling  on 
our  part  would  certainly  produce  that  confidence  and  trust  de- 
sired, proving  beyond  a  doubt  the  fair  dealings  and  liberal 
policy  established  by  the  corporation.  It  has  been  clearly  dem- 
onstrated that  one  of  the  first  rules  in  life  to  one's  fellow-man 
is  courtesy  and  respect.  With  that  he  will  rise  in  the  ranks 
with  the  trust  and  confidence  of  all,  and  with  this  in  mind  he 
will  eliminate  all  the  worst  elements  that  aflfect  the  workings 
of  public  corporations.  He  will  have  ambition,  but  it  will  be 
built  up  on  the  lines  of  faithful  service  and  the  earnest  desire 
for  the  fair  treatment  that  must  necessarily  come  to  him  at  the 
hands  of  the  corporation,  because  in  dealing  with  their  em- 
ployees the  corporation  owes  to  them  an  obligation  of  reward 
for  fidelity  to  their  duty;  it  owes  them  the  adequate  provision 
for  health  and  comfort  and  protection  from  every  quarter. 

Nor  should  the  corporation  forget  its  duty  and  obligation 
to  its  stockholders.  Those  who  manage  its  corporate  affairs 
are  trustees  for  the  stockholders.  Every  fair,  just  and  law- 
ful effort  should  be  made  to  serve  and  promote  the  interest  of 
those  who  are  the  stockholders  as  the  real  proprietors  of  the 
corporation,  and  weighted  with  such  responsibilities,  which  it  is 
unnecessary  for  me  to  describe  in  this  presence,  every  true 
official  should  seize  upon  every  fair  opportunity  to  promote 
the  corporate  good. 

There  is  another  obligation  which  I  would  urge,  and  that 
is  the  wisdom  of  maintaining  frank  and  just  relations  with  the 
press.  The  newspaper  of  to-day  is  a  great  educational  and 
moral  agency ;  it  molds  and  sways  public  opinion,  and  it  makes 
an  impression  directly  upon  the  public  intellect.  It  is  import- 
ant, therefore,  that  we  should  earn  the  good-will  of  this  great 
agency  of  the  public  service.  This  can  be  done  bv  the  pursuit 
of  a  fair  policy  on  the  part  of  the  corporations  with  frankness 
and  confidence.  It  seems  to  me  there  is  no  one  more  quickly 
or  heartilv  responsive  than  the  intelligent,  public-spirited  news- 
papers of  this  country.     Cniided  by  broad  and  enlightened  in- 
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teUccts  they  are  seldom  led  astray.  If  they  are  deceived  they 
soon  learn  to  appreciate  the  attitude,  and  woe  unto  the  body 
corporate  which  so  conducts  itself  as  to  bring  down  upon  its 
head  the  lightning  of  a  respected  and  powerful  editorial  Olym- 
pus. Before  leaving  this  subject,  however,  it  gives  me  much 
pleasure  to  read  a  copy  of  a  letter  received  by  one  of  the 
members  of  our  Gas  Institute  from  the  editor  of  one  of  our 
large  daily  papers,  as  follows : 

"My  Dear  Mr. :  I  am  sorry  I  missed  you  when  you 

caUed.   I  am  sorrier  that  you  are  leaving ,  not  only  on 

the  ground  of  the  very  pleasant  personal  relations  which  are 
broken  thereby,  but  on  account  of  the  loss  sustained  by  the 
gas-using  public.  Under  your  management  the Com- 
pany was  a  model  public-service  corporation  in  the  matter  of 
t  courtesy  and  considerate  treatment  of  the  public  and  in  the 
)  efiorts  to  meet  all  reasonable  demands.  You  are  the  only  man- 
ager of  a  public-service  corporation  within  my  knowledge  who 
handled  the  business  as  if  it  were  competitive  and  succeeded 
in  making  the  people  pay  a  price  which  they  considered  too 
high — smile.    I  hope  you  will  have  success  in  your  new  field. 

"Yours  sincerely, ." 

I  wish  to  also  read  from  a  clipping  which  I  took  from  one 
of  the  large  newspapers  a  short  time  ago  in  another  of  our  large 
and  progressive  cities,  as  follows: 

"Any  man  who  enters  a  strange  city  to  assume  the  manage- 
ment of  a  public-service  corporation  has  his  work  cut  out  for 
him.  It  is  neither  his  fault  nor  that  of  the  public  that  he  is 
apt  to  be  regarded  with  some  hostility.  The  public  has  been 
fooled  into  making  disadvantageous  contracts.  It  is  met  with 
all  sorts  of  management,  mostly  the  high-handed  sort,  which 
says:  'There  is  our  franchise  and  we  propose  to  take  full  ad- 
vantage of  it.'    When  Mr. came  to to  assume 

management  of  the  gas  company  the  public  accepted  him  on 

suspicion,  but  he  will  leave with  the  hearty  good- will 

of  every  citizen  who  has  kept  him  and  his  policy  in  view. 
Mr.  has  shown  admirable  tact  in  administering  the 
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affairs  of  his  employers  and  in  maintaining  a  proper  considera- 
tion for  the*  company's  patrons." 

There  is  another  obhgation  which  appeals  to  me,  perhaps, 
more  strongly  than  any  of  those  touched  on ;  and  in  this  con- 
nection I  wish  to  quote  a  few  words  taken  from  the  address 
of  one  of  our  learned  judiciaries,  delivered  in  Jamestown  some 
few  weeks  ago,  as  follows: 

*'In  this  hour  of  angry  retaliation  upon  the  corporations, 
an  hour  in  which  the  innocent  suffer  with  the  guilty,  we  must 
not  forget  that  public  officers  are  themselves  most  to  blame. 
The  money  was  solicited  under  circumstances  ofttimes  amount- 
ing to  a  demand.  Its  acceptance  created  an  obligation.  The 
alliance  which  arose  has  cost  the  people  dear.  Wisely  did  Mr. 
Bryce  advice  us  that  Sve  should  aim  to  bring  as  few  financial 
interests  as  possible  within  the  sphere  of  governmental  ac- 
tivity.' " 

It  is  for  the  corporation  to  keep  itself  clean  and  above  sus- 
picion and  graft.  It  is  to  my  mind  the  very  best  thing  that  the 
corporations  of  this  country  can  do  in  their  own  interest  as 
w^ell  as  in  the  interest  of  the  public  whom  they  are  serving, 
and  the  citizens  of  the  Commonwealth  would  do  well  to  lend 
them  a  helping  hand  in  striking  down  and  trampling  under 
heel  the  regime  of  graft  which  has  spread  itself  over  the  coun- 
try. Every  corporation  should  make  the  first  article  of  its 
by-laws  imperative  that  no  special  favor  of  any  sort  or  any 
consideration  should  under  any  circumstances  whatever  be 
extended  to  any  member  or  officer  of  the  Government.  It 
would  be  an  inestimable  boon  and  godsend  to  the  whole  nation. 
The  corporations  would  thus  not  only  achieve  incalculable 
public  good,  but  they  would  lo(^m  up  like  lofty  oaks  in  an 
evergreen  forest  of  popular  respect  and  affection.  The  corpora- 
tions should  not  intervene  in  legislation,  and  if  they  do  not  there 
would  be  no  legislative  tax  ui)on  them  for  the  purpose  of 
extorting  money.  Therefore,  under  any  circumstances  what- 
ever let  us  refuse  to  buy  or  bribe  public  officials,  or  to  take 
part  in  elections,  or  to  intervene  corruptly  in  legislation,  and  in 
setting  our  face  like  a  Hint  against  these  practices  the  public- 
service  corporation  would  not  only  he  secure  in  its  own  im- 
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munity  from  grievous  evils;  would  not  only  bestow  positive 
good  upon  itself,  but  would  be  discharging  an  obligation  of 
the  highest  character  to  the  people  and  to  the  State. 

Now,  gentlemen,  a  few  words  in  conclusion  and  I  shall 
have  done. 

We  live  under  a  regime  of  law.  Ours  is  a  Government 
of  law — rooted  in  the  hearts,  upheld  by  the  patriotism,  adminis- 
tered by  the  wisdom  of  a  law-abiding  people  who  have  been 
trained  by  inveterate  instinct  and  intuition,  developed  from  the 
rude  institutions  of  the  Saxon  forests,  through  every  period 
of  transition  and  progress  to  the  present  time,  in  the  ways  of 
civil  liberty  and  self-rule.  To  the  dominion  of  the  law  as  in- 
terpreted and  applied  by  able,  impartial  and  fearless  Courts, 
we  turn  with  a  serene  and  abiding  sense  of  safety.  This  is 
the  anchor  of  the  ship  of  State.  This  is  the  tabernacle  in 
which  the  rights,  the  liberties,  and  property  of  the  people 
are  sheltered.  The  citizens  of  the  great  Republic,  come  what 
may,  shall  still  cling  to  this  principle — the  supremacy  of  the 
law — as  the  shipwrecked  mariner  clings  to  the  last  plank  when 
night  and  tempest  close  in  upon  him.  But  by  wise  conduct, 
especially  upon  the  part  of  all  who  have  a  stake  in  the  pro- 
tection of  society,  there  shall  be  no  night  and  there  shall  be 
no  tempest.  All  that  capital  and  vested  interests  ask  for  is 
justice.  In  the  name  of  the  social  order,  of  the  ends  of  Gov- 
ernment, of  the  fundamental  moral  law,  in  all  we  do  and  all  we 
seek,  let  us  act  under  the  banner  of  Justice.  Beneath  its  broad 
and  benign  cloak  we  may  be  assured  that  not  only  life  and 
liberty,  but  property,  individual  and  corporate,  and  in  every 
form  in  which  it  can  lawfully  exist,  shall  be  doubly  safe  against 
every  invasion,  not  warranted  by  the  law  of  the  land.  For 
ever>'  man  imbued  with  the  spirit  of  Justice  understands  that 
the  law  of  the  land  is  equality  of  legal  rights,  which  no  man  is 
too  high  and  no  man  too  low  to  share  in;  that  this  principle 
is  the  Ark  of  the  American  Constitution — the  very  object  of  its 
foundation — and  that  in  order  to  maintain  and  defend  it,  it  is 
the  duty  of  all  its  loyal  votaries  to  join  hands  in  an  unbroken 
and  indissoluble  bond  to  cherish  the  proud  traditions  of  their 
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inheritance  and  to  stand  fast  by  the  Covenant  of  the  Fath- 
ers. 

The  President:  Now,  the  usual  order  would  be  to  receive 
at  this  morning  session  the  report  of  the  Nominating  Com- 
mittee. 

Mr.  Lathrop:  Mr.  President,  I  would  say  that  the  Com- 
mittee held  a  short  meeting  last  night,  but  took  no  definite  ac- 
tion in  view  of  the  suggestions  which  we  expected  would  be 
made  to  the  Institute  this  morning  by  the  Board  of  Directors, 
and  the  changes  which  we  thought  would  probably  be  adopted 
by  the  Institute  in  the  Constitution.  So  we  will  have  to  ask 
for  more  time  in  which  to  make  a  report. 

The  President:  The  Nominating  Committee  desires  then 
to  report  at  some  later  hour? 

Mr.  Lathrop:  Yes,  sir. 

The  President  :  As  the  hour  for  recess  has  come,  the  first 
business  of  the  afternoon  will  be  the  discussion  of  the  admirable 
paper  that  we  have  just  heard.  We  will  reconvene  at  two 
o'clock. 

The  Institute  adjourned  to  2  P.  M. 

First  Day. — Afternoon  Session. 

The  Institute  was  called  to  order  at  2.15  P.  M.,  Mr.  Prich- 
ard  in  the  chair. 

Discussion 

OF  MR.   dickey's  PAPER  ON   THE  OBLIGATIONS   IMPOSED  BY  THE 
POSSESSION  OF  A  FRANCHISE. 

-  Mr.  Paul  Doty  :  Mr.  President  and  Gentlemen  of  the  In- 
stitute :  The  Institute  is  to  be  congratulated  upon  the  presen- 
tation of  the  scholarly  address  Mr.  Dickey  has  given  to  us. 
Those  who  know  Mr.  Dickey's  modesty  as  I  do,  know  that  he 
needs  no  words  of  praise  from  me. 

But  I  do  want  to  congratulate  Mr.  Dickey  upon  the  tol- 
erance of  thought,  and  the  ideas  which  he  has  presented.  If  I 
were  to  criticise  the  paper,  the  only  thing  which  occurs  to  me 
is  to  mention  the  absence  of  technique,  but  I  am  sure  each  gen- 
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tleman  from  his  own  experience  can  supply  all  omissions  of  that 
nature.  It  is  appreciated  that  an  address  of  this  kind  neces- 
sarily is  general  in  its  application.  If  there  is  anything  omitted 
referring  to  the  conditions  of  one's  own  franchise,  it  is  only 
necessary  to  consider  one's  own  franchise  to  bring  a  realiza- 
tion of  what  may  have  been  omitted. 

So  far  as  franchises  are  generally  concerned  from  the  city's 
point  of  view,  the  interest  of  the  public  lies  primarily  in  good 
service  and  fair  prices.  When  I  used  the  word  "franchise" 
above,  I  mean  the  franchise  to  do  business,  or  the  license,  so- 
called.  It  is  appreciated  that  franchises  are  of  two  kinds,  one 
the  right  to  be  a  corporation,  which  is  a  franchise  granted  by 
the  State,  and  the  other  a  franchise  or  license  granted  by  the 
city.  Although  Mr.  Dickey  does  not  differentiate  between  the 
two,  I  have  no  doubt  he  had  that  thought  in  mind,  but  Mr. 
Dickey  emphasizes  the  feature  of  the  franchise  imposing  upon 
us  the  obligation  to  give  good  service  at  a  fair  price.  I  would 
emphasize  the  meaning  of  good  service.  It  is  treating  the 
public  fairly  and  justly,  extending  the  gas  mains  to  give  to  the 
people  of  the  city  the  convenience  and  comfort  of  the  use  of 
gas,  and  to  make  gas  for  distribution  of  a  good  quality.  Some 
franchises  have  provisions  specifying  the  candle  power  re- 
quirements, and  perhaps  later  on  will  contain  provisions  speci- 
fying the  heating  value  of  the  gas.  Many  franchises  have  other 
provisions  such  as  not  to  be  a  burden  to  the  streets,  to  be  re- 
sponsible for  damages,  and  in  many  other  ways  fully  protect- 
ing the  city's  interests. 

What  is  a  fair  price  is  a  large  question,  and  naturally 
cannot  be*  discussed  here,  for  a  fair  price,  as  was  said  of  the 
tariff,  is  a  local  issue. 

I  think  we  are  drifting  away  from  the  idea  of  municipal 
ownership  as  being  impracticable  and  un-American,  and  of  no 
advantage  particularly  to  the  public.  Regulation  of  private 
corporations  is  of  far  greater  interest  to  the  public,  and  the 
latter  can  be  depended  upon  to  take  good  care  that  the  franchise 
obligations  we  have  undertaken  are  fulfilled. 

I  am  glad  Mr.  Dickey  has  made  reference  to  the  fact  that 
obligations  rest  upon  the  people  as  well  as  upon  the  corporation. 
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I  think  this  is  quite  hnportant,  for  the  stockholders,  the  own- 
ers of  the  property,  are  entitled  to  reasonable  protection.  The 
stockholders  are  entitled  to  the  fullest  measure  of  security  for 
their  investment,  and  this  I  would  emphasize.  If  the  public 
require  us  to  invest  our  capital  to  make  extensions  of  mains 
and  to  run  services,  and  in  addition  have  adequate  capacity  for 
manufacturing  to  furnish  a  good  quality  of  gas,  and  have  in- 
spectors to  see  that  the  measurements  are  correct,  all  of  which 
burdens  they  have  put  upon  us,  we  certainly  have  the  right  to 
ask  that  our  franchises  be  secure  from  attack  by  raiders  or  ill- 
advised  municipalities  which  threaten  the  security  of  the  invest- 
ment. Just  how  this  security  of  investment  is  to  be  obtained 
is  a  broad  question,  and  is  a  matter  of  technique  hardlv  to  be 
discussed  from  the  floor  of  the  Institute.  I  think  we  are  all 
agreed  that  we  ought  to  have  the  legal  rate  of  interest  on  our 
investment  in  public  service  corporations,  and  how  much  more 
we  ought  to  be  permitted  to  earn  than  the  legal  rate  of  interest 
is  a  question.  Some  would  advocate  at  least  double  that  amount. 
I  think  myself  this  is  none  too  much.  This  is  especially  true 
in  view  of  the  risk  and  hazardous  nature  of  our  business,  so  it 
is  not  enough  to  earn  simply  the  amount  to  be  paid  in  cash  to 
the  stockholders.  A  good  rule  is  *'a  dollar  for  dividends,  and 
a  dollar  for  surplus"  from  the  earnings.  The  surplus  may  be 
in  the  nature  of  a  sinking  fund  for  short-term  franchises,  or 
a  reconstruction  reserve,  or  a  fund  for  liability  insurance ;  that 
is,  public  liability  in'surancc,  or  any  of  the  other  elements  of 
risk  which  we  are  apt  not  to  include  in  our  reports.  We  are 
too  often  inclined  to  include  in  operating  expenses  the  mere 
items  of  manufacture,  distribution  and  sale:  perhaps  we  in- 
clude an  item  of  general  expense,  but  this  does  not  include  all' 
of  the  contingent  items  of  which  I  have  made  mention.  The 
public  consequently  get  an  exaggerated  idea  of  the  profits  of 
the  corporation,  simply  because  we  show  the  returns  greater 
than  they  are.  Perhaps  this  practice  has  grown  from  a  desire 
to  sell  stock  or  to  make  a  manager's  record,  and  the  public 
cannot  be  blamed  for  taking  in  the  viewpoint  of  the  company. 
The  municipality  is  very  apt  to  take  us  at  our  own  valu- 
ation. 
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Mr.  Dickey  has  called  attention  to  the  contract  relations 
existing  in  a  franchise.  This  goes  without  saying,  for  fran- 
chises have  been  interpreted  to  be  contracts.  You  can  rest 
assured  that  the  public  will  see  that  its  end  of  the  bargain  is 
carried  out  so  far  as  the  obligations  of  the  company  are  con- 
cerned, but  the  difficulty  has  been  to  get  the  public  to  see  that 
their  end  of  the  bargain  ought  to  be  likewise  carried  out. 

Mr.  Dickey  presents  the  idea  of  "service"  for  the  public- 
service  corporation.  Now,  I  like  the  expression  of  this  idea, 
and  I  think  it  truly  tells  us  what  our  business  is.  Our  business 
is  one  of  service.  Mr,  Dickey  has  made  use  of  admirable  lan- 
guage which  it  will  pay  us  to  read,  as  to  what  constitutes  ser- 
vice. Service  to  the  public  recognizes  to  the  fullest  that  we  are 
not  working  for  the  corporation  alone,  but  serving  the  people 
from  whom  the  corporation  gets  its  rights  and  privileges.  I 
would  like  to  dilate  more  on  that,  but  the  paper  will  be  in 
your  hands.  I  would  like  to  emphasize  the  appeal  for  co- 
operation. I  have  said  on  other  occasions  that  co-operation 
and  corporation  were  related  terms.  We  want  co-operation. 
We  want  to  have  the  co-operation  to  maintain  the  balance  that 
is  so  necessary  between  our  relations  to  the  public  and  the  re- 
lations to  our  employers;  and  the  manager,  superintendent  or 
engineer,  who  can  bring  about  the  greatest  degree  of  co-opera- 
tion between  the  public,  the  newspapers,  the  co-operation  of  the 
stockholders  and  the  employees,  and  the  man  who  can  harmon- 
ize all  of  these  various  elements  for  mutual  advantage,  is  the 
man  that  will  have  the  greatest  measure  of  real  success.  (Ap- 
plause.)   • 

The  Vice  President:  Is  Mr.  Doherty  in  the  hall?  I 
would  like  to  hear  from  Mr.  Doherty  if  he  is  disposed  to  favor 
us. 

Mr.  H.  L.  Doherty  :  Mr.  President,  I  will  have  to  ask  to 
be  excused.  I  was  not  here  when  the  paper  was  read  entirely. 
As  I  understand,  it  is  on  Mr.  Dickey's  paper. 

The  Vice  President:    Yes. 
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Mr.  Doherty:  I  will  have  to  ask  to  be  excused.  I  am 
sorry  I  am  not  prepared  to  talk. 

Mr.  J.  J.  Burleigh  :  Mr.  Dickey's  paper  was  interesting  to 
you,  particularly  as  showing  what  a  patient,  long-suffering  man 
the  gas  man  is.  When  he  has  got  that  one-sided  contract,  the 
franchise,  talk  well  of  it.  After  years  and  years  of  well  doing, 
he  enjoys  being  told  to  keep  on  doing  well.  We  are  to  come 
all  the  way  to  Washington  to  be  told  in  a  delightful  paper  that, 
notwithstanding  the  other  fellow's  failure,  the  man  on  the  other 
side  of  the  contract,  that  we  must  keep  on  giving,  keep  on  try- 
ing to  please  them,  no  matter  what  the  demands  may  be ;  that 
having  turned  one  cheek  and  having  it  woXinded  we  are  to  turn 
the  other  to  them  until  both  are  sore.  How  long  will  we  keep 
on  doing  it?  We  have  almost  reached  the  limit  of  endurance 
in  some  localities.  His  experience  with  the  public  is  delightful. 
It  has  not  been  mine.  His  experience  with  the  newspapers  is 
positively  unique.    I  never  had  anything  like  it. 

The  Vice  Pjiesident:  Does  any  other  gentleman  desire  to 
offer  any  remarks  on  this  paper?  If  so,  now  is  the  oppor- 
tunity. 

No  one  else  caring  to  speak  the  matter  will  be  closed  and  we 
will  take  up  the  next  matter  which  is  on  the  program,  "De- 
preciation," by  Dr.  A.  C.  Humphreys. 

Dr.  a.  C.  Humphreys:  Mr.  President,  and  Gentlemen:  I 
am  sorry  to  say  that  the  paper  I  have  prepared  is  extremely 
long.  I  have  asked  for  suggestions  from  the  management  as 
to  whether  I  better  abstract  it  or  not.  I  have  received  no 
such  suggestion,  and,  therefore,  it  is  not  done.  I  shall,  how- 
ever, endeavor  to  skip  if  I  find  there  is  any  place  where  I  can 
do  so  to  advantage. 
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DEPRECIATION. 


By  Ai^bxandgr  C.  Humphrkys,  New  York. 


It  is  intended  that  this  paper  shall  supplement  the  paper  I 
presented  at  the  last  meeting  of  the  New  England  Association 
of  Gas  Engineers  under  the  title — "The  Present  and  Growing 
Need  for  the  General  Adoption  of  a  Uniform  System  of  Rec- 
ords and  Accounts." 

In  that  paper  I  stated  that  what  I  had  to  say  was  intended 
as  a  warning  and  an  appeal  and  that  "the  day  had  passed  when 
secrecy  as  to  our  accounts  can  be  depended  upon  for  our  pro- 
tection from  misapprehension  and  misrepresentation.  Secrecy 
necessarily  leads  to  suspicion  on  the  part  of  those  not  in  the 
secret.  To  this  proposition  we  must  submit  in  spite  of  the 
fear  of  legislative  'strikes.*  "  I  especially  drew  attention  to  the 
records  and  accounts  published  by  the  Massachusetts  Commis- 
sion and,  in  that  connection,  I  pointed  out  that,  in  spite  of  ap- 
pearances, they  were  strikingly  incomplete  and  lacking  in  that 
uniformity  requisite  to  conclusive  comparisons  and,  hence,  the 
dangers  to  be  apprehended  from  such  official  reports  when 
used  by  those  whose  object  it  was  to  misinterpret  data  in  con- 
nection with  attacks  on  gas  companies  and,  especially,  if  so 
used  by  men  who,  if  expert  in  no  other  way,  were  expert  in  the 
line  of  such  misinterpretation  and  misrepresentation. 

Let  it  be  at  once  conceded  that  it  is  extremely  difficult  to  de- 
vise a  uniform  system  of  accounting  as  applicable  to  any  one 
industry ;  it  is  still  more  difficult  to  secure  a  uniform  interpre- 
tation and  application  of  any  rules  that  may  be  laid  down.  In 
fact,  anything  approaching  perfection  as  to  final  result  is 
doubly  difficult  through  variation  in  conditions  and  the  unwil- 
lingness of  managers  and  accountants  to  accept  someone  else's 
opinion  in  place  of  their  own.  And  going  still  farther,  if  the 
conditions  locally  were  uniform  and  each  and  every  account- 
ant concerned  were  determined  loyally  to  work  according  to  a 
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uniform  system,  the  records  would  still  not  be  absolutely  com- 
parable by  reason  of  the  unintentional  variations  in  application 
of  the  rules  introduced  through  the  personal  equation. 

This  is  true  with  regard  to  the  more  routine  matters  which 
have  to  be  interpreted  in  connection  with  accounting.  How 
much  more  then  must  it  be  so  with  regard  to  the  treatment  of 
depreciation  which  must  finally  rest  upon  expert  judgment. 

This  all  may  seem  to  suggest  that  it  is  useless  to  attempt 
to  obtain  a  uniform  practice  in  our  records  and  accounts  and, 
especially  so,  as  to  depreciation.  Not  so,  to  my  mind.  The 
more  we  strive  to  develop  and  maintain  a  uniform  system  of 
accounting,  including  depreciation,  the  more  we  all  must  be  im- 
pressed with  the  danger  of  blindly  accepting  for  comparison, 
data  on  its  face  value — that  is,  without  careful  analysis — ^and 
the  better  equipped  we  will  be  to  meet  the  dangers  to  be  ap- 
prehended from  the  efforts  of  men  paid — liberally  paid — to 
misrepresent  us  through  partial  and  distorted  applications  of 
figures  derived  from  undigested  records.  For  here  we  must  not 
forget  that  these  men  may  take  separate  items  out  of  their 
context  and  use  them  only  for  the  purpose  then  in  mind,  and 
go  so  far  perhaps  as  to  use  the  same  items  for  contradictory 
demonstrations  if  necessity  demands  and  opportunit\'  war- 
rants. 

The  foundation  of  all  eflFort  to  establish  and  maintain  a  uni- 
form system  of  records  and  accounts  should  be  absolute  truth- 
fulness and  consistency.  Here  at  once  we  would  be  in  opposi- 
tion to  the  work  of  some  of  these  so-called  experts,  for  their 
work  is  too  often  based  upon  inconsistency. 

The  American  Gas  Light  Association,  of  which  this  Insti- 
tute is  the  successor,  adopted  a  uniform  system  of  accounting. 
In  the  paper  read  before  the  New  England  Association,  as  pre- 
viously mentioned,  I  referred  to  this  work  of  the  American 
Association  as  follows : 

"During  the  year  1902  a  committee  of  the  American  Gas 
Light  Association,  appointed  two  years  before  to  report  on  a 
uniform  system  of  accounts,  brought  in  its  final  report.  I  had 
the  honor  to  be  Chairman  of  that  Committee.  The  Committee 
worked  conscientiously  through  two  years  and  brought  in  its 
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conclusions  subject  to  certain  modifications  which  might  be 
made  as  a  result  of  additional  suggestions  immediately  there- 
after to  be  made  by  the  members  through  the  mail.  A  few 
months  later,  the  report  of  this  Committee  was  published,  and, 
in  accordance  with  a  i*esolution  of  the  American  Gas  'Light 
Association,  was  adopted  as  its  standard  uniform  system  of 
accounts. 

"There  was  one  radical  defect  in  this  report  and  that  was 
the  omission  by  the  Committee  of  a  definite  recommendation  on 
the  question  of  depreciation.  This  was  not  due  to  an  opinion 
on  the  part  of  any  member  of  the  Committee  that  depreciation 
should  not  be  cared  for.  But  there  were  diflferences  of  opin- 
ion in  the  Committee  as  to  whether  that  was  a  matter  with 
which  the  Committee  had  been  charged  to  deal. 

"The  Committee  rendered  a  report  of  progress  at  the  meet- 
ing of  1901  and  the  draft  as  at  first  prepared  contained  a  very 
decided  pronouncement  in  regard  to  the  necessity  of  caring  for 
depreciation  in  a  methodical  way.  All  the  members  of  the 
Committee  were  not  present  at  this  meeting  and  it  was,  there- 
fore, impossible,  in  view  of  differences  of  opinion,  to  render 
the  report  in  this  form.  Later,  the  Committee  failed  to  agree 
on  a  statement  to  cover  this  most  important  subject  and,  under 
the  pressure  to  complete  the  work  within  the  promised  time, 
the  subject  was  unwisely,  I  now  confess,  pushed  to  one  side. 
Personally,  I  have  never  ceased  to  regret  that  the  Committee 
did  not  agree  upon  some  statement  in  this  connection  and  that, 
failing  to  agree  upon  a  definite  statement,  the  members  of  the 
Committee  did  not  at  least  recommend  that  the  matter  be  fur- 
ther considered  and  request  that  the  subject  be  recommitted  to 
enable  the  Committee  to  complete  its  work  in  this  regard.** 

Finally,  I  recommended  in  this  paper  that  the  N^ew  England 
Association  should  interest  itself  in  the  establishment  and 
maintenance  of  a  uniform  system  of  accounts,  including  uni- 
formity of  practice,  as  far  as  possible,  in  caring  for  deprecia- 
tion and  that  the  New  England  Association  should  co-operate 
in  this  matter,  especially  with  the  Gas  Institute. 

As  a  result  of  this  recommendation,  the  New  England  As- 
sociation appointed  a  committee  to  consider  this  whole  ques- 
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tion,  especially  in  connection  with  representatives  of  the  Gas 
Institute. 

I  trust  that  at  this  meeting  action  will  be  taken  to  recon- 
sider the  whole  question  of  uniformity  of  accounts  and  records 
and  especially  with  regard  to  depreciation. 

The  system  which  now  bears  the  endorsement  of  the  Ameri- 
can Gas  Association  can  well  be  taken  as  the  basis  for  such 
action  and,  upon  this  foundation,  can  well  be  built  a  scheme 
capable  of  relieving  the  gas  men  of  America  of  many  embar- 
rassments in  these  strenuous  and  troublous  times ;  but  this  re- 
sult cannot  be  reached  unless  the  subject  of  depreciation  is 
cared  for  as  well  as  may  be  under  the  conditions  so  hard  to 
meet. 

Outside  of  depreciation  the  system  as  now  adopted  hardly 
needs  revision  except  to  better  meet  the  demands  involved  in 
returns  to  governmental  commissions. 

To  those  of  you  who  may  be  inclined  to  think  that  too  much 
stress  is  being  laid  upon  depreciation,  I  would  say  that,  if  you 
have  to  appear  before  a  State  Board,  which  interprets  its  com- 
mission to  mean  that  where  complaint  is  made,  its  duty  is  to  cut 
down  prices  regardless  of  local  conditions  and  the  facts  in  gen- 
eral, you  will  find  that,  if  depreciation  has  not  been  regularly 
charged  as  an  item  of  expense,  the  Commission  will  take  the 
position  that,  as  there  has  been  no  such  charge  regularly  made, 
there  is  no  such  item  of  cost  or  the  cost  of  depreciation  has 
been  covered  by  the  payments  for  current  repairs  and  renewals. 
Nor  will  this  acceptance  of  the  Company's  accounts  in  the  one 
instance  prevent  those  sitting  in  judgment  from  cutting  out 
other  items  of  cost  upon  the  testimony  of  partial  or  ignorant 
"experts." 

If  the  men  before  whom  our  interests  are  on  trial  are  poli- 
ticians, as  too  often  is  the  case,  they  are,  according  to  the  pres- 
ent fashion,  listening  more  attentively  to  the  voice  of  the  pub- 
lic than  they  are  to  the  evidence,  though  they  welcome  the  "ex- 
pert" evidence  whi'ch  favors  a  decision  against  the  defendant 
company. 

This  all  means  that  common  prudence  dictates  that  not  only 
must  our  accounts  give  the  truth,  the  whole  truth  and  nothing 
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but  the  truth,  but  they  must  be  so  constructed  as  to  show  the 
facts  plainly,  with  the  least  possible  need  of  explanation,  and 
in  every  possible  way  be  safeguarded  against  misinterpretation. 

A  concern  operating  a  private  business,  subject  to  no  out- 
side supervision  or  control,  may  show  its  Profit  and  Loss  ac- 
count and  Assets  and  Liabilities  in  any  way  agreeable  to  the 
proprietors.  But  if,  in  conducting  our  business,  we  are  to  be 
subject  in  any  measure  to  the  control  and  supervision  of  men 
who  most  likely  will  be  ignorant  as  to  our  business  and  per- 
haps as  to  all  business  affairs,  and  probably  incapable,  through 
lack  of  training,  of  comprehending  the  fine  points  of  account- 
ing, and  if  these  men  have  the  power,  prima  facie,  to  fix  the 
price  of  gas,  and  in  doing  so  to  pass  upon  the  cost  of  gas  and 
the  amount  of  capital  required,  using  our  accounts  as  far  as 
possible  as  weapons  against  ourselves,  then  certainly  this  sub- 
ject of  accounting  is  one  which  we  cannot  afford  to  treat  in 
any  but  the  most  serious  way. 

The  Massachusetts  Companies  have  largely  followed  a 
practice  in  regard  to  book  valuation  of  assets  which  is  to-day 
working  an  injury  to  all  the  companies  of  the  United  States. 
The  practice  is  by  no  means  confined  to  the  Massachusetts 
Companies  but,  by  reason  of  the  publicity  given  to  their  ac- 
counts through  the  reports  of  the  Massachusetts  Commission, 
which  reports  are  neither  complete  nor  self-explanatory,  the 
practice  as  followed  by  these  Companies  works  a  general  in- 
jury to  our  business. 

In  this  connection  I  cannot  do  better  than  quote  from  my 
New  England  Association  paper : 

"Comparing  certain  four  Massachusetts  Companies  with 
New  York,  which  Professor  Marks  claimed  to  be  fairly  com- 
parable with  New  York,  he  showed  a  structural  value  of  $1.78 
per  thousand  of  annual  sales.  (This  should  have  been  stated 
per  annual  thousand  cubic  feet  capacity  instead  of  sales — an  in- 
genious device  of  Marks  for  reducing  the  apparent  required 
capitalization).  It  perhaps  will  require  a  Massachusetts  gas 
man  to  appreciate  fully  the  absurdity  of  the  analysis  by  which 
the  last  figure  was  obtained. 

"My  analysis  of  the  individual  reports  of  the  companies  re- 
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ferred  to  as  found  in  the  appendix  showed  the  capital  of  these 
companies  to  be  respectively  $2.38,  $2.29,  $2.01  and  $2.04. 
But  the  book  assets,  fixed  and  working,  were  $3.96,  $3.50,  $3.24 
and  $3.40.  Understand,  these  were  the  book  values  of  as- 
sets. Now,  I  made  a  further  analysis  and  compared  the  book 
values  of  mains  and  meters  with  the  values  as  derived  from  the 
schedule  of  those  assets,  and  using  moderate  valuations  for  the 
meters,  and  using  for  the  mains  a  valuation  which  Professor 
Marks  had  stated  as  applicable  to  work  outside  of  city  limits, 
zvhich  allowed  for  no  expensive  pavements,  I  found  that  the 
corrected  assets  for  the  first  three  were  respectively  $4.38, 
$3.80  and  $4.38 ;  the  last  one  I  was  unable  to  correct  because 
the  assets  were  not  divided  on  the  balance  sheet.  It  is  also  to 
be  noted  that  a  full  correction  was  not  made  because  there  were 
no  schedules  of  services  and  manufacturing  plant.  It  is  rea- 
sonable to  suppose  that  a  complete  correction,  including  these 
two  divisions  of  plant,  would  have  increased  the  difference  be- 
tween actual  and  book  values. 

"This  brings  me  to  a  point  which  is  very  noticeable  in  the 
Massachusetts  accounts  and  which,  I  submit,  requires  careful 
consideration  at  the  hands  of  the  Massachusetts  Companies 
and  the  Massachusetts  Commission.  Professor  Marks  particu- 
larly referred  to  the  structural  assets  of  one  Massachusetts 
Company  in  connection  with  some  of  his  analyses.  An  analy- 
sis of  the  statements  of  this  Company  showed  that,  during  a 
period  of  five  years,  there  had  been  a  decrease  in  the  hook  valu- 
ation of  mains  of  about  9  per  cent.,  whereas  the  actual  value  de- 
rived from  the  schedule  had  increased  almost  exactly  30  per 
cent. ;  and,  furthermore,  that  the  actual  value  at  the  first  of  the 
period  was  3 5^  times  the  book  value.  This  unquestionably  is 
an  extreme  case,  but  it  goes  to  demonstrate  that  the  book  value 
of  fixed  assets,  as  shown  by  the  Massachusetts  Companies  in 
their  published  reports,  do  not  indicate  by  any  means  the  ac- 
tual investment  in  those  assets.  And  here  it  is  to  be  appreci- 
ated that  men  like  Professor  Remis  and  Professor  Marks  go 
on  the  stand,  avail  themselves  of  these  published  records  and, 
from  these  records,  make  the  argument  that  the  amounts 
shown  by  the  Massachusetts  Companies  as  capitalization  per 
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thousand  or  assets  per  thousand  are  a  safe  criterion  in  the  case 
of  other  companies.  In  other  words,  they  claim  that  because 
they  find  a  certain  company  has  a  book  valuation  for  struc- 
tural assets  of,  say,  $2.00,  that  figure  can  be  safely  assumed  as 
the  cost  of  the  plant  necessary  for  the  supply  of  a  district  con- 
ditioned somewhat  similarly,  and  furthermore,  it  requires 
cross-examination  to  bring  out  the  acknowledgement  that,  in 
addition  to  these  structural  assets,  an  allowance  must  be  made 
for  working  or  active  capital;  and,  furthermore,  as  I  have 
shown,  unless  the  returns  as  published  are  perfectly  self-ex- 
planatory, such  a  man  as  Professor  Marks  can  appear  on  the 
stand  and  claim  that  the  active  capital  should  not  exceed  13 
cents  a  thousand,  although  the  verv  records  from  which  he  is 
drawing  his  conclusions  show,  if  completely  analyzed,  that 
there  is  required  43%  cents  per  thousand. 

"Again  'experts'  of  this  kind  refer  to  the  Massachusetts 
Reports  and,  making  convenient  selections,  show  a  very  low 
capitalization  per  thousand  of  annual  sales  and  then  argue  that 
this  should  establish  the  maximum  upon  which  other  companies 
should  be  allowed  to  pay  dividends.  The  average  capitalization 
of  the  thirty-two  Massachusetts  Gas  Companies  engaged  ex- 
clusively in  the  gas  business,  according  to  the  1906  Report,  is 
$2.88  per  thousand  of  annual  sales.  But  I  have  already  shown 
how  the  actual  capital  invested  in  fixed  assets  plus  the  working 
capital  is  far  in  excess  of  the  capital,  including  stock,  bonds 
and  notes  payable,  so  it  is  again  seen  how  the  Massachusetts 
Companies  in  their  reports  as  published  by  the  Gas  Commission 
furnish  a  most  misleading  comparison  in  the  hands  of  incom- 
petent or  designing  men." 

*  *  *  *  **  3iC  :|C  * 

"The  prudent  Xew  England  industrial  manager  inclines  to 
a  liberal  writing  down  of  the  book  value  of  assets.  If  a  con- 
cern owning  a  cotton  mill  or  a  shoe  factory  wishes  to  carry  ^ 
a  $500,000  plant  on  its  books  at  a  nominal  valuation  of  $100, 
simply  to  keep  the  account  open,  that  is  nobody's  business  ex- 
cept the  owner's.  But  the  proposition  is  very  different  in  the 
case  of  a  public  service  corporation  subject  to  investigation  and 
control. 
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'*Even  such  a  policy  of  writing  down  of  assets  as  has  gen- 
erally been  followed  by  the  Massachusetts  Companies,  partly 
of  their  own  volition  emanating  from  this  New  England  pru- 
dence and  partly  under  pressure  from  the  Gas  Commission,  is 
unjust  to  the  stockholders  of  other  United  States  companies. 

"The  money  actually  invested  and  employed  in  the  business 
should  be  shown  in  the  asset  accounts  and  should  be  repre- 
sented by  capital." 

In  connection  with  this  quotation,  it  is  to  be  borne  in  mind 
that  the  experts  opposed  to  us  aim  to  show  an  impossibly  low 
rate  of  investment,  argue  for  a  low  return  on  investment, 
manipulate  their  figures  in  every  possible  way  to  produce  a 
low  cost  at  the  burner  and  then  claim  that  the  price  for  gas 
should  be  the  amount  obtained  by  adding  the  low  return  on  a 
low  rate  of  investment  to  the  impossibly  low  cost  at  the  burner. 

In  the  above  quotation  from  my  New  England  Association 
paper,  reference  is  made  to  two  "experts"  who  have  been 
prominent  in  the  recent  New  York  City  and  State  gas  hearings 
and  litigation.  Professor  Edward  W.  Bemis  is  familiar  prob- 
ably to  all  of  you,  at  least  by  name,  for  he  has  been  engaged  for 
many  years  in  the  business  of  interpreting  such  data  as  he  was 
able  to  collect,  so  as  to  reduce  the  value  of  gas  properties,  ex- 
cept in  the  one  case  of  Baltimore,  where  he  attempted,  as  the 
City's  expert,  to  increase  plant  value  for  the  purposes  of  tax- 
ation. 

As  you  also  probably  know,  Professor  Bemis  endeavors  to 
qualify  as  a  gas  expert  though,  if  ably  cross-examined,  he  has 
to  acknowledge  that  he  has  had  no  actual  experience  in  the  gas 
business.  In  the  later  cases  he  has  been  practically  relegated  to 
the  position  of  a  statistician,  and  he  certainly  is  an  adroit  one. 

In  the  recent  case  of  the  Buffalo  Gas  Company  before  the 
New  York  Commission  of  Gas  and  Electricity,  now  happily 
legislated  out  of  office,  both  Professor  Bemis  and  Professor 
Marks  appeared  against  the  Company.  I  appeared  for  the 
Company  as  its  president  and  as  expert,  and  so  again  had  op- 
portunities to  observe  the  methods  followed  by  these  "experts." 

Although  pretty  well  convinced  that  it  would  have  no  in- 
tluerce  nn  the  Commission,  we  decided  to  cross-examine  Bemis 
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as  to  his  knowledge  of  the  workings  of  several  parts  of  a  gas 
works.  He  acknowledged  he  never  had  made  gas;  never  had 
superintended  a  gas  plant;  never  had  laid  any  gas  main,  but 
had  laid  over  100  miles  of  water  main.  When  asked  the  dif- 
ference between  a  compensator  and  a  governor,  he  answered : 
"I  won't  attempt  to  go  into  technicalities."  When  asked 
whether  naphthalene  was  a  high  temperature  or  a  low  temper- 
ature product,  he  replied :  "Well,  I  am  not  specially  acquainted 
so  that  I  would  want  to  testify  on  that.  I  have  read  a  g^eat 
many  things  upon  that  subject  in  Newbigging  and  other  books 
but  I  do  not  claim  to  have  practical  knowledge."  To  the  ques- 
tion :  "How  does  a  standard  washer  operate,  what  are  its  func- 
tions?" he  replied:  "Well,  that  again  I  do  not  claim  to  be  a 
specialist  on.  Of  course,  it  is  for  taking  out  many  of  the  im- 
purities." The  further  question  was  then  put:  "What  do  you 
claim  to  be  a  specialist  on  in  connection  with  the  practical 
manufacture  of  gas  ?"  and  he  answered :  "I  am  pretty  well  ac- 
quainted with  the  statistical  side." 

About  twenty  questions  were  put  to  Professor  Bemis  later, 
as  to  the  every-day  procedure  in  connection  with  the  operation 
of  a  gas  works,  which  he  was  unable  to  answer. 

After  Bemis  had  thus  failed  to  qualify  as  a  gas  expert, 
Commissioner  Davies  (former  attorney-general  of  New  York 
State)  who  was  presiding,  addressing  our  counsel,  gave  his 
ruling  as  follows : 

"Well,  we  think  you  have  qualified  him  and  we  will  overrule 
your  objection." 

What  a  commentary  on  Commission  control ! 

Professor  William  D.  Marks  is  probably  not  so  well  known 
to  you  by  name  as  Professor  Bemis  although,  unlike  Bemis, 
he  has  had  some  connection,  even  if  limited,  with  our  business. 
According  to  the  testimony  in  the  Buffalo  case,  he  was  en- 
gaged in  1872  in  the  building  of  the  Laclede  Gas  Works  in  St. 
Louis — this  about  a  year  after  he  graduated  from  Yale.  Had 
nothing  to  do  with  the  design  of  the  Laclede  Works.  Never 
operated  a  gas  works  as  manager.  Subsequent  to  1877,  his 
gas  experience  was  limited  to  a  little  plant  in  Fostoria  and  to 
the  plant  in  Durham,  N.  C.    Finished  with  Durham  about  five 
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years  ago  and  has  had  no  connection  since  with  gas  works, 
either  as  to  operating  or  in  an  executive  capacity. 

Having  omitted  to  include  in  his  appraisal,  schedule  a  com- 
pensator, he  was  cross-examined  as  to  his  reason  for  so  omit- 
ting this  part  when  other  lesa  important  parts  had  been  in- 
cluded, he  stated  he  had  not  observed  the  part  referred  to  and, 
finally,  when  pressed  to  describe  it  or  its  function,  he  acknowl- 
edged that  he  did  not  know  what  a  compensator  was,  and 
added  (page  594)  :  "If  you  will  show  me  a  picture  of  the  thing 
you  are  talking  about,  I  will  tell  you  at  once." 

On  page  258  Marks  mentions  as  an  item  in  his  schedule  of 
qualifications  as  an  expert,  that  he  is  the  author  of  "The  Fi- 
nances of  Gas  and  Electric  Light  and  Power  Enterprises."  On 
cross-examination  (page  386)  he  states  he  has  no  reason  to 
change  his  views  in  regard  to  it — that  is,  as  to  the  accuracy  of 
its  matter.  When  confronted  with  the  statement  repeatedly 
made  in  his  book  that  15  per  cent,  on  the  investment  should  be 
allowed  for  interest  and  depreciation  (generally  10  per  cent,  for 
interest  and  5  per  cent,  for  depreciation — in  a  few  cases  8  per 
cent,  and  7  per  cent,  respectively)  he  repudiates  the  book  and 
states  he  has  since  had  reason  to  change  his  views  in  some  par- 
ticulars (page  575). 

Since  the  New  York  and  Buffalo  cases  have  been  heard, 
Marks  has  published  the  fourth  edition  of  his  work  on  Fi- 
nances. In  the  preface  to  this  latest  edition,  no  doubt  with  this 
and  other  cross-examinations  in  mind — for  this  book  of  his  has 
always  been  brought  up  against  him  as  to  return  on  capital  and 
depreciation — appears  the  following  paragraph : 

"The  suggested  15  per  cent,  of  profit  and  depreciation 
given  in  some  cases  is  only  a  suggestion.  In  large  concerns  10 
per  cent,  or  less  is  often  used." 

The  last  paragraph  of  this  preface  is  too  good  to  escape 
special  notice,  especially  when  we  are  dealing  with  the  subject 
of  depreciation,  and  as  Professor  Marks  particularly  claims  to 
be  an  expert  on  this  subject: 

'The  very  commendable  determination  to  reform  these  de- 
plorable conditions,  which  is  to-day  being  evidenced  in  our 
legislation  for  the  control  of  quasi-public  corporations  is  en- 
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tirely  proper,  provided  this  legislation  is  not  that  of  the  in- 
expert in  the  subject  with  which  it  deals.  Regarded  from  the 
point  of  view  of  the  higher  laws  of  nature  of  which  there  can 
be  no  evasion  and  from  which  there  can  be  no  appeal,  the  evil 
results  of  a  blunder  are  quite  as  serious  as  those  of  a  crime.  I 
hope  that  this  little  work  will  be  of  service  by  presenting  a  ra- 
tional and  practical  analysis  of  the  true  cost  and  true  profits  of 
these  corporations,  and  in  preventing  blunders  on  the  part  of 
reformers  actuated  only  by  the  best  of  motives." 

I  advise  each  and  every  one  of  you  to  own  a  copy  of  this 
latest  edition  of  Marks*  book.  It  may  be  of  value  to  you,  if 
the  author  appears  against  you.  The  price  is  $4.00  postpaid. 
No  publisher  is  mentioned,  so  I  presume  you  may  order  direct 
from  the  author — William  D.  Marks,  623  Park  Row  Building, 
New  York  City. 

In  this  last  edition,  the  first  ten  chapters,  comprising  361 
pages,  are  page  for  page  the  same  as  the  older  edition ;  there 
have  been  added  five  new  chapters.  This  new  edition,  therefore, 
includes  all  of  Marks*  former  statements  and  allusions  in  re- 
gard to  15  per  cent,  on  the  cash  investment  to  be  allowed  for 
depreciation  and  profit,  including  a  table  of  "Gas  Companies 
pi  Mass.,  1901  Report"  (pp.  218  and  219)  in  which  a  column 
appears  headed  "15  per  cent,  depreciation  and  profit  per  1,000," 
under  which  the  amount  of  15  per  cent,  in  dollars  per  thousand 
is  entered  for  forty-one  companies. 

The  new  chapters  are  as  follows : 

Chapter  XI.  Cost  of  Street  Lighting,  which  deals  entirely 
with  estimated  cost  of  municipal  arc  lights  in  Philadelphia,  in 
which  he  allows  7j4  per  cent,  on  investment  for  cost  of  depre- 
ciation, in  addition  to  2.7  per  cent,  for  maintenance  and  repairs 
of  lamps  or  a  total  of  10.2  per  cent,  for  depreciation  and  re- 
pairs, and  then  Syi  per  cent,  for  interest  on  investment. 

Chapter  XII.  Prices  of  Gas  and  Electric  Light  in  New 
York  City,  1906,  in  which  the  author  deals  with  the  formation 
of  the  Consolidated  Company  from  the  author^ s  standpoint. 

The  following  quotation  is  from  the  closing  paragraphs  of 
this  chapter : 

"The  hearings  of  the  State  Gas  and  Electric  Light  Commis- 
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* 
sion  are  still  going  on  and  the  employes  and  experts  of  these 
gas  companies  are  doing  their  best  to  swell  the  cost  of  the  pro- 
duction of  gas."  .  .  .  "Like  preceding  Commissions,  this 
Commission  is  accepting  the  figures  furnished  by  the  gas  com- 
panies ;  consequently  its  conclusions  unll  not  carry  any  greater 
weight  than  those  of  its  predecessors"  As  stated, this  was  writ- 
ten before  the  Commission  had  made  its  ruling  reducing  the 
price  to  80  cents.  Marks  did  not  testify  in  the  New  York  Gas 
Commission  case,  though  he  did  later  in  the  United  States  Qr- 
cuit  Court  case,  where  his  testimony  was  apparently  not  taken 
seriously  by  Master  Masten.  If  Marks  had  had  his  Buffalo  ex- 
perience before  the  New  York  case  and  before  writing  this 
chapter  of  his  later  edition,  he  probably  would  have  been  more 
hopeful  of  the  results  to  be  obtained  from  the  New  York  Com- 
mission. 

Chapter  XIII.  The  Cost  and  Selling  Price  of  22  Candle 
Power  Gas  to  the  Consolidated  Gas  Company  of  the  City  of 
New  York  Marks'  digest  of  the  New  York  case  before  the 
Master  is  in  marked  disagreement  at  almost  every  point  with 
the  findings  of  the  Master,  a  man  noted  for  his  ability  and  fair- 
ness in  interpreting  expert  testimony. 

The  Master  in  his  report  refers  especially  to  Marks'  lack 
of  experience  as  a  gas  engineer  and  manager.  The  author 
makes  a  number  of  references  to  my  testimony  in  this  case, 
and  in  doing  so  misrepresents  me. 

On  page  413,  he  says  that  I  acknowledged  on  the  stand  that 
I  had  not  examined  the  vouchers  and  accounts  of  cost  "but  had 
blindly  accepted  the  figures  furnished  by  the  officials  and  em- 
ployees of  the  Consolidated  Gas  Company."  This  statement  is 
untrue.  I  did  not  so  testify,  but  I  did  say  that  I  had  not  made 
a  complete  audit,  including  the  critical  examination  of  each 
and  every  voucher.  The  fact  is,  I  had  spent  months  on  the 
examination  of  the  accounts  before  presuming  to  testify. 

On  pages  449,  450,  he  states  that,  under  cross-examination, 
I  was  forced  to  recede  from  certain  figures  I  had  given  in  a 
table  as  to  structural  cost  of  certain  Massachusetts  Companies, 
The  facts  are  that  I  was  requested  by  the  counsel  for  the  City, 
then  cross-examining  me,  to  abstract  certain  figures  from  the 
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table  and  combining  them  with  others  of  his  own  to  make  cer- 
tain independent  computations  therefrom,  thus  producing  the 
figure  of  $1.86,  as  Marks  says,  but,  as  Marks  was  himself  in  the 
habit  of  saying  on  the  stand,  this  I  did  as  the  examining  coun- 
sel's computer.  The  figures  as  selected  by  counsel  gave  a  re- 
sult which  was  inconclusive,  and  in  no  way  contradicted  my 
testimony  as  given. 

Again,  on  page  450,  Marks  says  that  I  confessed  that  I 
had  used  a  chart  of  his  improperly.  This  is  absolutely  opposed 
to  the  facts.  The  chart  was  one  prepared  by  Marks  to  show 
by  separate  and  distinct  curves  the  cost  of  laying  pipe  of  vari- 
ous sizes  under  various  conditions.  The  curve  which  I  had 
used  from  Marks*  table  to  rebut  his  own  testimony  was  dis- 
tinctly labeled,  "Cost  per  foot  for  Streets  with  Macadam  Tops 
outside  of  City  proper,  laid  and  surface  restored,"  and  the 
prices  taken  therefrom  for  the  different  sizes  of  pipes  as  used 
by  me  were  low  and  eminently  fair  for  the  purpose  to  which  I 
applied  them.  A  copy  of  this  chart  will  be  found  facing  page 
456,  and  immediately  following  another  chart  which  Marks 
used  in  the  Buffalo  case.  Now  let  us  see  how  Marks  used  this 
latter  chart  in  Buffalo.  On  this  chart  we  find  several  curves, 
one  covering  cost  per  foot  of  pipe  laid  without  pavement,  an- 
other for  cost  per  foot  for  streets  in  City  proper  with  stone  or 
macadam  pavement,  another  for  streets  in  City  proper  with 
brick,  asphalt  or  block  stone  on  concrete,  and  still  another  for 
cost  per  foot  for  rock  excavation  at  $5  per  cubic  yard.  At  the 
foot  of  the  chart  we  find  a  note  to  the  effect  that  "figures  in- 
clude 10  per  cent,  undistributed  expense  and  15  per  cent,  con- 
tractor's profits."  When  Marks  was  cross-exsimined  as  to  his 
valuation  of  mains  in  Buffalo,  he  would  immediately  refer  to 
this  chart  which  was  obviously  calculated  to  give  the  impres- 
sion of  great  fairness  and  as  having  covered  fairly  all  the  dif- 
ferent kinds  of  pavement,  rock  excavation,  etc.,  etc. ;  but  under 
the  pressure  of  the  searching  cross-examination  it  was  finally 
brought  out  that  the  only  curve  on  the  chart  which  he  had  made 
'use  of  wc^  the  one  which  showed  the  lowest  cost,  namely,  "Cost 
per  foot  for  pipe  laid  without  pavement."  After  much  difficulty 
we  were  able  to  get  from  him  in  figures  the  actual  costs  per 
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foot  which  he  said  he  had  used.  It  was  then  found  that  using 
these  figures  and  the  accepted  schedule  of  lengths  did  not  pro- 
duce his  final  result.  There  was  a  shortage  of  $191,273.70. 
When  this  discrepancy  was  disclosed  by  me  in  my  testimony,  it 
was  explained  (page  1293,  Buffalo  Record)  that  it  was  due  to 
Marks  having  eliminated  the  15  per  cent,  contractor's  profit 
and,  upon  further  analysis,  it  was  found  that  he  had  not  only 
eliminated  this  15  per  cent,  but,  in  doing  so,  had  made  the  mis- 
take of  muhiplying  by  15  per  cent,  and  subtracting,  instead  of 
dividing  by  1.15,  making  a  further  difference  against  the  Com- 
pany of  $24,948. 

As  a  further  commentary  on  Marks'  chart — which  appears 
so  well  typographically  in  the  little  book — and  of  Marks'  meth- 
ods on  the  stand,  let  me  give  a  single  example  from  the  Buf- 
falo chart.  It  will  be  found  that  for  20  inch  "pipe  laid  without 
pavement,"  the  figures  interpreting  the  curve  are  $2.83  per 
foot.  Now,  if  we  eliminate  the  15  per  cent,  contractor's  profit, 
which  is  included  in  chart  and  which  Marks  excluded  in  his 
final  figure,  we  have  $2.46  per  foot.  As  was  shown  in  our 
testimony,  the  cost  of  the  pipe  on  the  cars  at  Buffalo  at  the 
time  Marks  gave  this  testimony  zvas  %2A7y2  or  1 J4  cents  more 
than  Marks  had  allowed  for  the  pipe  laid,  ditch  filled  and  pave- 
ment, if  any,  replaced. 

But  I  could  continue  far  beyond  the  point  where  your  pa- 
tience would  be  exhausted  to  show  that  Professor  Marks'  di- 
gest of  the  New  York  Consolidated  case  cannot  be  safely  ac- 
cepted. It  may  be  sufficient  to  remind  you  that  the  contentions 
as  made  by  Marks  are  in  many  cases  in  detail  refuted  by  the 
Master's  report. 

Already  you  may  be  wondering  ,why  I  pay  so  much  atten- 
tion to  Professors  Bemis  and  Marks  in  connection  with  my 
present  paper,  and  especially  in  connection  with  their  testimony 
outside  the  subject  of  depreciation. 

I  tliink  that  all  that  I  have  said  is  pertinent. 

By  the  way  in  which  the  public,  the  Commissions,  even  the 
courts  and,  particularly,  the  yellow  journals  are  attacking  our 
industry,  we  must  be  prepared  to  meet  these  attacks  and  to 
meet  them  squarely  with  the  facts.    When  the  attacks  assume 
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definite  form,  our  opponents  will  be  assisted  by  Professors 
Bemis,  Marks,  or  men  of  their  type.  It  is,  therefore,  of  the 
utmost  importance  that  we  should  all  be  informed  as  to  the 
methods  these  men  pursue  and,  especially,  is  it  important  that 
we  all  should  be  put  on  our  guard  not  to  accept  any  statements 
such  as  those  made  by  Marks  in  his  book  without  careful  analy- 
sis of  the  original  records.  Especially  is  it  important  that  those 
of  us  who  have  not  had  experience  in  these  investigations  and 
attacks  should  know  that  there  are  certain  records  which  may 
be  helpful  in  meeting  the  attacks  of  these  "experts." 

All  of  this  especially  applies  to  depreciation  because  of  the 
intricacy  of  the  subject. 

Let  us  for  a  moment  consider  the  methods  of  the  two  "ex- 
perts" named  in  connection  with  the  subject  of  depreciation. 
Professor  Bemis*  method  seems  to  be  to  quote  from  some 
well-known  gas  man's  testimony  in  connection  with  some  par- 
ticular case  and  then  apply  to  the  case  in  hand  the  data  so  ob- 
tained, if  such  meets  his  requirements.  He  has  honored  me  by 
quoting  me  in  several  important  cases  and,  in  doing  so,  has  first 
fully  qualified  me  so  as  to  give  his  data  value.  For  iristance, 
in  the  Chicago  case,  he  quoted  from  my  Holyoke  testimony, 
made  certain  corrections  which  were  absolutely  unwarranted 
by  my  testimony  and  then  applied  the  resulting  figure  to  Chi- 
cago, irrespective  of  what  differences  there  might  be  between 
the  local  conditions  of  Chicago  and  Holyoke,  the  difference  as 
to  accounting,  the  difference  as  to  amount  spent  for  repairs  and 
differences  as  to  design  and  character  of  construction.  In  this 
and  other  cases  he  intimates  that  my  testimony  was  for  general 
application,  whereas  I  have  never  testified  as  to  any  deprecia- 
tion figures  for  general  application  and,  in  the  Holyoke  case,  I 
repeatedly  went  out  of  my  way  to  emphasize  the  fact  that  my 
testimony  was  applicable  only  to  Holyoke,  and  was  not  for  gen- 
eral application. 

In  the  Syracuse  and  Buffalo  cases,  Bemis  worked  on  my 
Holyoke  life  table,  prepared  seven  or  eight  years  before,  and 
then  applied  this  table  in  his  own  way,  irrespective  of  change 
of  conditions  due  to  locality,  date,  character  of  construction, 
methods  of  operation,  etc.     Having  established  such  an  aver- 
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age  life  to  meet  his  present  requirements,  he  then  determines 
the  rate  per  cent,  required  to  produce  through  a  sinking  fund 
$100  at  the  end  of  the  assumed  life,  and  this  per  cent,  he  applies 
to  his  assumed  structural  value  of  the  plant  under  considera- 
tion. In  other  words,  he  always  works  on  the  sinking  fund 
basis  and  assumes  4  per  cent,  or  5  per  cent,  for  the  rate  of  inter- 
est to  be  obtained  through  the  whole  term  of  years.  Under  the 
present  abnormal  conditions  of  high  rates  of  interest,  if  he  were 
testifying,  it  would  not  surprise  me  if  he  assumed  6  per  cent. 
as  obtainable  for  a  life  of  30  or  40  years  to  come. 

It  is  particularly  to  be  noted  that  Bemis  takes  the  amount 
required  by  the  sinking  fund  scheme  as  the  actual  cost  of  de- 
preciation. Of  course,  such  is  not  the  fact.  If  we  have  a  cer- 
tain piece  of  apparatus  which  we  estimate  will  have  to  be  dis- 
carded at  the  end  of  40  years,  in  spite  of  the  fact  that  it  is  to  be 
kept  in  as  good  condition  as  possible  during  those  40  years,  then 
the  annual  cost  of  depreciation  over  and  above  the  cost  of  re- 
pairs and  maintenance  is  one-fortieth  of  the  original  cost, 
always  provided  we  assumed. the  apparatus  will  have  no  value 
when  discarded.  If  we  estimate  that  it  will  have  a  certain  value 
at  the  end  of  the  period,  then,  of  course,  the  annual  cost  of  de- 
preciation will  be  one- fortieth  of  the  difference  between  the 
original  cost  and  the  residual  value. 

Others  besides  Professor  Bemis  have  fallen  into  error  by 
failing  to  distinguish  between  the  cost  of  depreciation  and  the 
financing  of  this  item  of  loss. 

If  we  decide  to  meet  the  loss  by  a  fixed  annual  payment 
less  than  the  amount  of  annual  loss,  relying  upon  the  interest 
accumulations  on  these  payments  to  make  up  the  difference, 
that  does  not  reduce  the  actual  operating  cost  of  depreciation 
but  simply  provides  that  the  interest  on  these  payments,  which 
otherwise  would  be  applicable  to  other  purposes,'  is  to  be  de- 
vcted  to  meeting  depreciation  cost. 

This  is  well  exemplified  in  Professor  Bemis'  testimony  in 
the  Buffalo  case. 

Bemis  testified  that,  in  addition  to  the  amount  charged  up 
for  repairs  and  maintenance,  he  allowed  5  cents  a  thousand  to 
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cover  depreciation,  making  11  cents  in  all  for  repairs  and  de- 
preciation. 

When  his  life  table  (taken  from  my  Holyoke  testimony  of 
years  before)  was  developed  in  connection  with  the  property 
appraisal  estimate  of  his  associate,  Professor  Marks  (later  to 
be  referred  to),  he  found  that,  by  reason  of  the  absurdly  low 
valuation  given  by  Marks,  his  life  table  gave  only  3.55  cents 
per  thousand,  instead  of  the  5  cents  which  he  previously  had 
^iven  as  the  correct  figure.  He  then  endeavored  to  justify  his 
5  cents  estimate  and  make  it  tie  in  with  the  3.55  cents  devel- 
oped from  his  life  table  as  follows:  (page  667)  "I  can  add  40 
per  cent,  to  that  (the  3.55  cents)  before  I  reach  the  5  cents 
which  I  allow,  which  is  the  same  as  saying  that  it  will  reach 
5  cents  on  giving  the  plant  a  value  of  40  per  cent,  greater  than 
Professor  Marks  assumed,  or  nearly  one  million  dollars  greater. 

Therefore,  there  is  a  margin  allowed  for  error  of  Pro- 
fessor Marks'  of  one  million  dollars."  This  seems  to  be  quite 
a  concession  on  the  part  of  a  sustaining  witness,  but  the  fact  is, 
Marks  was  a  good  many  millions  below  the  truth. 

Bemis  assumed  a  5  per  cent,  rate  of  interest  for  his  sinking 
fund,  as  he  says,  "because  it  is  generally  considered  in  the  gas 
business  that  money  put  into  plant  ought  to  produce  5  per  cent, 
return."  This  clearly  indicates  that,  although  his  small  charge 
for  depreciation  cost  is  based  upon  the  amount  required  to  be 
deposited  in  a  sinking  fund  to  accumulate  interest,  and  a  5  per 
cent,  sinking  fund  at  that,  he  acknowledges  that  the  necessities 
of  the  business  will  require  the  depreciation  fund  to  be  rein- 
vested in  the  business.  Here,  then,  he  overlooks  or  conceals 
the  fact  that,  if  the  depreciation  payments  are  reinvested  in  plant 
for  extensions,  etc.,  the  interest  accumulations  as  covered  by  the 
sinking  fund  scheme,  must  necessarily  come  out  of  the  earnings 
of  the  business,  and  so  it  is  at  once  shown  that  the  total  loss  by 
depreciation  must  fall  upon  the  business  as  a  whole.  If  the  de- 
preciation fund  is  reinvested  in  the  business  on  the  theory  that 
such  reinvestment  of  income  will  meet  the  cost  of  depreciation, 
then  certainly  the  additional  earnings  from  such  reinvested  in- 
come must  be  segregated  and  appropriated  absolutely  as  an  off- 
set to  depreciation  loss— otherwise,  the  whole  scheme  falls  to 
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the  ground.  But  how  can  these  individual  earnings  be  identi- 
fied, segregated  and  then  combined  to  meet  this  demand?  An 
accountant  will  at  once  see  that  the  problem  is  one  of  great  in- 
tricacy and  anything  gained  fails  to  compensate  for  the  trouble 
and  expense  of  such  a  complication  in  our  scheme  of  bookkeep- 
ing. It  remains  then  to  assume  such  a  rate  of  return  as  we  feel 
sure  these  reinvestments  will  secure  in  our  business,  and  then, 
feeling  reasonably  sure  that  the  general  earnings  will  include 
these  additional  earnings,  set  apart  the  required  amount  against 
depreciation  without  attempting  to  indicate  which  particular 
dollar  is  earned  by  original  investment  and  which  by  the  items 
of  reinvested  income. 

If  we  still  desire  to  follow  the  sinking  fund  scheme  in  con- 
nection with  such  reinvestment  of  depreciation  fund  payments, 
so  securing  a  minimum  annual  payment  at  the  first,  we  can  set 
up  a  sinking  fund  scheme  on  our  books  and  make  the  payments 
accordingly.  But  even  this  introduces  an  unnecessary  compli- 
cation, and  there  is  nothing  to  warrant  such  a  course  except 
this  desire  to  reduce  the  amount  of  original  annual  payment 
and,  perhaps,  the  hope  that  by  so  doing  directors  who  are  nat- 
urally anxious  to  make  a  return  to  their  stockholders  on  a  halt- 
ing investment  may  be  more  readily  induced  to  care  for  this 
depreciation  loss,  which  is  more  or  less  elusive  and  intangible 
in  its  character,  though,  in  the  long  run,  very  real  and  insistent 
in  its  effect. 

In  connection  with  some  letters  published  in  "Progressive 
Age"  (March  1  and  April  2,  1906),  I  discussed  this  part  of 
the  depreciation  problem  and  I  showed  in  a  table  the  annual 
payments  which  would  thus  have  to  be  made  on  the  basis  of  a 
40  year  life  of  plant,  sinking  fund  scheme  4  per  cent.  This 
table  I  here  reproduce  with  additional  columns  showing  the  an- 
nual payments  under  a  5  per  cent,  sinking  fund  scheme,  such  as 
Professor  Bemis  adopted  in  the  Buffalo  case,  as  above  referred 
to. 

Here  it  is  at  once  seen  that  while  according  to  the  4  per  cent, 
scheme  it  requires  only  $1.05  for  each  $100  the  first  year,  the 
40th  payment  calls  for  $4,847  or  $3,797  in  addition  to  the 
$1.05,  which  $3,797  is  the  interest  accumulation  to  be  met  for 
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RESULT  OF  COMPANY  OPERATING  ITS  OWN  SINKING    FUND  AND   THUS    HAVING 

TO  PUT  UP  PRINCIPAL  AND  INTEREST. 

40    YEARS    LIFE.      YEARLY    PAYMENTS    PER     $IOO     TO      INCLUDE     COMPOUND 

INTEREST  ACCUMULATIONS  AS  OBTAINED  FROM  EARNINGS. 


i%  COMPOUNDED  ANNUALLY. 

6%  COMPOUNDED  ANNUALLY. 

Amount   annually    required  to  ao- 

Amount  annually  required  to  ac- 

cumulate f  lOO  in  a  4^  binking  Fond 

cumulate  $100  in  a  6)(  Sluking  Fund 

YEARS 

at  end  of  40  years  Is  $1.05. 

at  end  of  40  years  is  $0.83. 

Yearly  Payments, 

Yearly  Payments, 

$1  Compounded 
at  i%. 

belnff  1.05  multiplied 
by  number  in  pre- 
ceding column. 

$1  Compounded 

j          at  5%. 

being  .83  multipUed 
by  number  in  pre- 
ceding column. 
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I. 
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.9151 

4 

I. 1249 

I.1811 

1. 1576 

.9608 

5 

I. 1699 

1.2284 

1. 2155 

1.0089 

6 

I. 2167 

1.2775 

1        1-2763 
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1.3286 

1        I. 3401 

I.II23 
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1.1679 

9 

1.3686 
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1.7255 
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1.8730 
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2.1829 

I.8118 

18 

1.9479 

2.0453 

2.2920 

1.9024 

19 

2.0258 

2.1271 

2.4066 

1-9975 

20 

2.1068 

2.2I2I             1 

2.5270 

2.0974 

21 

2.19II 

2.3007 

2.6533 

2.2022 

22 

2.2788 

2.3927             ' 
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2.3124 

23 

2.3699 

2.4884             1 

2.9253 

2.4280 

24 

2.4647 
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3.0715 

2.5493 

25 

2.5633 

2.6915 

3.2251 

2.6768 

26 

2.6658 
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3.3864 

2.8107 

27 

2.7725 
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3.5557 

2  9512 

28 

2.8834 

3.0276 

3-7335 

3.0988 

29 

2.9987 
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3.9201 

32537 

30 

3. 1 187 

3.2746 

4.1161 

3.4164 

31 

3.2434 

34056 

4.3219 

35872 

32 

3.3731 

3.5418 

4.5380 

37665 

33 

3.5081 
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4.7649 

3.9549 

34 

3.6484 

3.8308 

5.0032 

4.1526 

35 

3.7943 

3.9840 

5.2533 

4.3602 

36 

39461 
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5.5160 

4.5783 

37 

4.1039 

4.3091 

5.7918 

4.8072 

38 

4.2681 

4.4815 

6.0814 

5.0476 

39 

4.4388 

4.6607 

6.3855 

5  3000 

40 
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that  \ear.  It  also  is  seen  that  the  principal  payments,  which  is 
all  that  Bcmis  provides  for,  amount  only  to  (40  x  1.05)  =  $42 
at  the  end  of  the  40  years,  whereas  the  interest  accumulations 
to  be  obtained  from  the  profits  amount  in  the  40  years  to  $58. 

By  the  5  per  cent,  sinking  fund  scheme  as  last  advocated  by 
Bemis,  the  first  payment  is  only  $.83  for  each  $100,  while  the 
fortieth  payment  calls  for  $5,565  or  $4,735  in  addition  to  the 
$.83,  which  $4,735  is  the  interest  accumulation  to  be  met  for 
that  year.  It  is  also  to  be  noted  that  the  principal  payments, 
which  is  all  that  Bemis  provides  for,  amount  only  to  (40  x  .83 
=  )  $33.20  at  the  end  of  the  40  years,  leaving  $66.80  sinking 
fund  interest  to  be  provided  from  the  additional  profits  from  re- 
investment. 

The  importance  of  this  point  must  not  be  lost  sight  of.  If 
the  sinking  fund  plan  is  to  be  followed,  then  the  earnings  of  the 
sinking  fund  payments  must  be  allowed  to  accumulate  for  the 
benefit  of  the  depreciation  fund,  whether  these  accumulations 
come  from  the  banker  who  borrows  the  money,  the  securities 
in  which  the  fund  is  invested  or  the  segregated  earnings  from 
the  reinvestment  of  the  fund  in  the  business. 

Then  it  resolves  itself  into  the  question:  Shall  we  pay  for 
our  depreciation  at  a  uniform  rate,  year  by  year,  as  it  occurs, 
charging  up  the  full  amount,  found  by  dividing  the  cost  by  the 
estimated  number  of  years,  or  shall  we  lessen  the  apparent  bur- 
den for  the  first  years  at  the  expense  of  the  later  years? 

If  there  is  some  case  to  be  met  where  a  certain  amount  of 
money  must  be  forthcoming  at  a  certain  time,  and  to  this  we 
are  pledged,  and  we  can  afford  to  put  the  money  out  of  our 
hands,  the  sinking  fund  may  well  be  adopted;  but,  if  we  re- 
quire each  year  for  extensions,  an  amount  equal  to  or  greater 
than  the  amount  required  to  be  set  aside  to  cover  depreciation 
(the  latter  is  almost  sure  to  be  the  case)  then  certainly  the 
simpler  method  and  the  cheaper  is  to  use  this  fund  for  these 
extensions,  letting  these  additional  assets  stand  against  the  de- 
preciation of  the  original  assets.  In  such  a  case  and,  in  fact, 
in  every  case,  the  yearly  depreciation  must  be  computed  on  the 
additional  assets  also. 

The  sinking  fund  plan  is  particularly  applicable  to  munici- 
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pal  undertakings  where  there  are  definite  requirements  by  law 
as  to  repayment  of  loans. 

We  must  bear  in  mind  that  if  we  lay  aside  the  depreciation 
fund  to  earn  interest,  then  to  a  like  extent  we  must  borrow 
other  tnonies  in  one  way  or  another  to  meet  extensions,  so 
while  we  are  apparently  saving  on  depreciation  by  reason  of 
the  reduced  amount  required  for  the  depreciation  sinking  fund, 
we  must  pay  interest  on  the  like  amount  borrowed  at  probably 
a  higher  rate  of  interest  for  extensions.  So,  if  our  books  do 
not  show  the  facts  completely,  the  depreciation  charge  will  be 
lowered  while  the  interest  charge  will  be  increased,  both  of. 
which  conditions  will  be  embarrassing  When  we  have  to  meet 
Professor  Remis  or  his  followers  who  aim  to  cut  down  both 
operating  cost  and  capital  return  below  points  practically  main- 
tainable. 

Coming  back  to  Professor  Bemis'  Buffalo  testimony,  we 
find  (page  669)  the  following  attempted  explanation  of  the 
failure  of  his  5  cents  per  thousand  allowance  to  agree  with 
Professor  Marks'  appraisal  of  structural  value:  "I  next  ob- 
served that  5  cents  a  thousand  feet  put  into  a  depreciation  fund 
would  be  about  1  per  cent,  (it  was  less  than  1  per  cent.)  on  the 
investment  or  on  the  assumed  new  cost  (cost  new)  as  given  by 
Marks,  but  taking  it  as  1  per  cent.  I  found  that  1  per  cent,  of 
the  cost  of  all  put  into  a  5  per  cent,  sinking  fund  OR  invested 
in  tlt€  plant  where  it  brings  in  5  per  cent,,  will  amount  in  20 
years  to  33  per  cent. ;  in  other  words,  a  depreciation  of  33  per 
cent,  on  the  present  plant  to-day  as  compared  with  a  new  plant 
means  that  it  has  had  an  average  life  of  20  years  only,  or,  if  you 
take  it  on  a  4  per  cent,  sinking  fund  basis,  it  only  means  21 
years  life.  If  the  plant  has  had  an  average  life  of  21  years, 
then  it  has  depreciated  33  per  cent,  on  even  5  cents  allowance  a 
year." 

From  what  has  just  been  said  it  will  be  seen  that  the  1  per 
cent,  a  year  would  not  have  accumulated  to  33  per  cent,  in  20 
or  21  years  unless  the  interest  accumulations  on  the  5  per  cent, 
compound  interest  basis  had  also  been  taken  out  of  the  earn- 
ings  against  depreciation,  all  as  shown  by  the  table  above. 

It  must  here  be  explained  that  Marks  had  made  his  ap- 
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praisal  of  structural  value,  by  taking  present  cost  (or  so  claim- 
ing) and  then  taking  from  the  total  amount  to  cover  depreci- 
ation 33  ys  per  cent,  without  regard  to  age  or  condition  of 
several  parts,  including  apparatus  just  purchased.  He  was  not 
clear  as  to  whether  he  meant  present  replacement  cost  or  origi- 
nal cost.  In  places  he  claimed  to  use  present  prices  and,  in  one 
case,  aimed  to  back  up  his  assumed  present  prices  of  pipe  by 
quoting  from  an  affidavit  of  our  late  engineer,  Mr.  Herron, 
made  about  eight  years  previously,  Mr.  Herron  himself  having 
been  dead — which  Marks  did  not  know — some  two  or  three 
years.  He  also  omitted  from  his  schedule  parts  which  he  did 
not  find  in  use,  such  as  the  hydraulic  drawing  machine,  which 
was  in  the  machine  shop  for  repairs. 

As  a  further  example,  he  deliberately  and  persistently  ex- 
cluded a  holder  tank  in  perfect  condition,  in  use  as  a  tar  tank, 
although  he  went  out  of  his  way  to  praise  the  ingenuity  of  the 
man  wlio  had  so  made  it  available  for  effective  service  in  a 
new  line.  He  seemed  to  be  quite  unaware  of  the  fact  that  this 
is  not  an  unusual  practice  in  our  business. 

He  included  in  his  general  appraisal  nothing  for  working 
capital  and  when  this  was  brought  to  his  attention  (the  error 
was  probably  due  to  an  oversight  though  he  would  not  so 
acknowledge)  he  claimed  that  he  had  fixed  the  working  capital 
in  his  mind  at  somewhere  between  $70,000  and  $100,000,  and 
concluded  that  his  structural  appraisement  was  sufficiently  am- 
ple to  cover  this  item  also.  So  if  this  were  the  fact,  he  had  in- 
cluded $70,000  to  $100,000  for  working  capital,  and  then  de- 
preciated it  33>^  per  cent,  with  the  other  items.  This  is  my 
first  experience  with  an  "expert*'  who  would  go  so  far  as  to  first 
fix  on  a  net  amount  for  working  capital  and  then  deduct  for 
depreciation. 

Let  me  give  a  few  other  examples  of  Professor  Marks'  ap- 
praisal and  estimate  on  depreciation  so  that  it  may  better  be  un- 
derstood what  Professor  Bemis  had  to  harmonize  his  testimony 
with. 

He  took  33^3  per  cent,  off  holder  and  apparatus  foundi- 
tions,  irrespective  of  whether  they  were  under  old  or  new  plant. 
He  testified  that  he  depreciated  holders  on  the  score  of  age,  for 
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they  were  ample  in  capacity.  Under  cross-examination  it  was 
shown  that  he  depreciated  the  newer  holders  at  the  same  rate  as 
the  old.  Under  re-direct  examination  he  testified  that  he  did 
not  depreciate  each  particular  holder  33^  per  cent.,  but  he 
"lumped"  them  and  specifically  stated  that  a  holder  built  five 
years  ago  would  not  be  depreciated  as  much  as  one  built  40 
years  ago.  When  testifying  as  to  the  comparatively  new  For- 
rest Avenue  holder  he  dodged  the  question  of  age,  obsolescence 
and  inadequacy,  but  stated  that  the  holder  had  a  very  large  de- 
preciation due  to  decay,  and  "33^  per  cent,  would  not  be  too 
much  to  give  it.'*  He  finally  admitted  that  it  was  too  dark  to 
examine  the  holder,  it  being  encased  in  a  corrugated  iron 
house,  but  that  this  housing  would  necessarily  damage  the  en- 
closed holder  because  the  house  would  act  as  a  condenser  and 
keep  the  holder  sheets  continually  moistened.  Thus  he  built  up 
a  33  >^  per  cent,  depreciation  charge  on  a  holder  and  founda- 
tions in  perfect  condition  (the  iron  house  was  depreciated)  on 
a  theory  that  was  absolutely  contradicted  by  the  facts,  and  he 
finally  had  to  confess  that  he  had  made  no  examination  of  this 
holder  because  it  was  too  dark. 

On  the  meters  in  stock  he  first  took  off  50  per  cent,  for  spe- 
cial depreciation  and  then  the  meter  item  as  a  whole  was  de- 
preciated with  the  other  apparatus  33  Vs  per  cent.  Many  of 
these  meters  were  in  perfect  repair  and  practically  as  good  as 
new. 

On  cro<is-examination  he  was  questioned  on  this  point  as 
follows:  **And  if  you  take  a  meter  and  put  it  in  yesterday, 
to-day  you  would  value  it  33 '3  per  cent  off?  Answer,  **Yes." 
Thus  it  appears  that  to  this  expert  it  makes  no  difference 
whether  apparatus  is  new  or  old  or  whether  it  is  kept  in  repair 
or  left  to  deteriorate.  He  depreciat-ed  the  mains  33^3  per 
cent.,  although  in  the  stipulation  the  City  admitted  there  was 
no  cause  for  complaint  as  to  service  including  pressure.  Hence, 
the  mains  zvere  not  inadequate,  and  beini^  cast  iron  pipes  they 
were  not  obsolete.  And  he  himself  testified  that  "cast  iron 
pipe  practically,  unless  in  the  presence  of  alkaline  or  acid 
earth,  takes  its  coating  of  rust  and  then  quits  and  lasts  forever, 
so  far  as  the  main  is  concerned." 

"Q.  That  is  in  ordinary  ground  ? 
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A.  In  ordinary,  good,  clean  ground. 

Q.  And  if  there  is  not  something  out  of  the  ordinary  here, 
that  will  be  the  life  of  the  plant? 

A.  Yes." 

On  page  612,  his  testimony  shows  that  he  had  no  reason  to 
think  the  Buffalo  pipe  is  not  laid  in  "ordinary,  good,  clean 
ground."  • 

As  a  general  commentary  upon  his  valuation  and  his  esti- 
mate of  depreciation,  Marks  admits  that  his  examination  was 
only  partial  and  (page  414)  that  his  figures  were  only  "rough 
approximations." 

Professor  Bemis  is  an  extremely  adroit  and  resourceful  wit- 
ness but  to  support  Professor  Marks'  estimates  on  structural 
values  and  depreciation  seemed  to  be  a  task  beyond  even  his 
powers.  But  he  made  a  plausible  effort,  for  in  the  quotation 
last  made  from  Bemis'  testimony,  he  attempts  to  back  up 
Marks'  33  yi  per  cent,  depreciation  by  showing  that  his  S 
cents  a  thousand  allowance  for  depreciation,  equal  to  about  1 
per  cent,  on  Marks'  valuation  before  deducting  for  deprecia- 
tion, would  in  about  20  years  amount  to  about  33  per  cent,  of 
that  valuation.  Thus  he  attempts  to  apply  an  estimate  on  de- 
preciation for  the  future *to  a  past  period,  disregarding  all  ele- 
ments of  repair  and  renewal  and  money  put  into  plant,  the  fact 
being  that  the  plant  had  been  to  a  great  extent  "restored"  about 
eight  years  before  in  connection  with  cotisolidations  of  three 
companies.  Thus  Bemis'  testimony  shows  the  fallacy  of  his 
reasoning  as  to  life  of  plant,  as  he  makes  the  life  vary  with  the 
assumed  rate  of  sinking  fund  interest — that  is,  5  per  cent, 
fund,  20  years  life — 4  per  cent,  fund,  21  years  life — (actually 
the  sinking  fund  calculation  makes  it  more  than  21  years). 

Here  it  is  evident  how  Bemis  as  a  statistician  confuses  the 
variation  due  to  sinking  fund  provisions  for  payment  with  the 
estimate  on  average  working  life  which  must  precede  all  calcu- 
lations as  to  methods  of  financing  and  which  is  not  affected  in 
any  degree  by  variation  in  these  methods.  This  point  of  aver- 
age life  I  shall  refer  to  again. 

These  gas  hearings  may  well  be  referred  to  to  make  clear 
another   point   in   connection   with   estimates   on    depreciation 
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which  has  to  be  kept  in  mind  in  connection  with  our  accounting 
and  especially  when  we  are  under  fire.  We  must  remember 
that  in  all  probability  the  tribunals  before  which  we  must  de- 
fend ourselves,  even  though  they  may  be  anxious  to  render  a 
fair  judgment,  will  be  handicapped  by  lack  of  information  on 
the  question  at  issue  and  perhaps  particularly  so  as  to  this 
question  of  depreciation  which  is  intricate  and,  because  it  has 
to  do  with  the  future,  is  at  the  best  necessarily  a  matter  for  ex- 
pert judgment  and  estimate.  Hence  the  way  is  open  for 
plausible  statements  and  arguments  which  are  far  from  repre- 
senting the  facts  as  I  have  already  shown.  We  must  then  be 
prepared  to  show  the  fallacies  of  the  testimony  brought  against 
us.  We  must  be  prepared  to  find  the  same  witness  magnifying 
the  depreciation  when  estimating  the  value  of  plant  and  mini- 
mizing it  when  attempting  to  show  a  low  cost  for  gas  at  the 
burner.  As  an  example,  in  the  New  York  Consolidated  Gas 
case  before  the  Master,  Marks  testified  that  no  accountant's 
figures  of  cost,  etc.,  should  be  accepted  unless  the  work  had 
been  supervised  by  one  skilled  in  the  business.  The  parties  op- 
posed to  the  Gas  Company  were  assisted  by  a  firm  of  chartered 
accountants  and  their  work  was  checked  up,  or  said  to  be,  by 
an  advisory  Board  of  Engineers,  of  which  Marks  was  a  mem- 
ber and  apparently  the  controlling  spirit.  This  Board  recom- 
mended a  rate  to  be  charged  for  depreciation  in  making  up  cost 
of  gas,  which  was  based  upon  a  single  entry  for  an  isolated 
period  and,  as  such,  approved  by  .the  Company's  Board  of  Di- 
rectors. The  Advisory  Board  approved  this  schedule  as  gen- 
erally applicable,  on  the  ground  that  the  Directors  had  them- 
selves declared  the  facts. 

The  lump  sum  approved  as  to  manufacturing  plant  on  this 
occasion  and  for  the  particular  purpose  in  mind  amounted  to 
(.02%)  .02  per  cent,  of  the  book  value — or  in  other  words, 
allowed  for  a  life  of  5,000  years.  On  the  whole  plant  .8  per 
cent,  was  approved,  which  allowed  for  an  average  life  of 
125  years.  And  yet  in  testifying  as  to  plant  values  Professor 
Marks  had  been  quite  liberal  in  his  estimates  of  depreciation. 

The  point  I  now  wish  to  cover  has  to  do  with  the  compari- 
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son  between  present  values  of  plant  and  estimates  on  deprecia- 
tion. 

In  the  Holyoke  case  I  was  asked  a  number  of  questions 
along  this  line :  If  you  estimate  that  a  certain  piece  of  apparatus 
has  a  life  of  50  years,  is  it  not  true  that  it  will  be  worth  only  SO 
per  cent,  of  its  original  value  at  the  end  of  25  years? 

In  the  Buffalo  case,  Professor  Bemis  attempted  to  show  by 
my  Holyoke  testimony  that  there  must  be  this  proportionate 
decrease  in  value  although,  in  that  testimony,  I  had  denie.d  the 
proposition  and  had  clearly  shown  that  such  was  not  necessarily 
nor  probably  the  case. 

The  attempt  was  also  made  to  put  my  testimony  in  conflict 
with  that  of  Mr.  A.  E.  Forstall,  who  had  testified  for  the  Buf- 
falo Company  as  to  structural  values. 

Mr.  Forstall's  appraisal  was  based  upon  present  condition 
of  plant  as  he  found  it  after  painstaking  detailed  examination. 

Such  examination  at  once  told  him  as  a  qualified  expert 
whether  the  apparatus  was  inadequate  or  obsolete.  If  not 
deficient  in  either  of  these  particulars,  then  he  valued  it  accord- 
ing to  its  present  structural  and  working  condition.  As  I 
understand,  he  worked  upon  the  theory  that  inadequacy  and 
obsolescence  are  the  two  elements  of  depreciation  most  difficult 
to  correctly  estimate  when  looking  into  the  future  but,  by  one 
properly  qualified,  easily  determined  at  the  time  by  examina- 
tion ;  and  when  looking  at  the  plant  itself  to  determine  present 
value,  if  the  plant  is  not  obsolete  and  not  inadequate,  the  prob- 
lem resolves  itself  into  one  of  straight  appraisal  for  the  duty  in 
hand.  As  to  whether  the  plant  will  be  obsolete  or  inadequate 
10  or  15  years  from  then,  he  is  not  called  upon  to  determine, 
though,  if  making  an  estimate  for  the  future  on  depreciation,  he 
would  consider  these  items  and  make  such  allowance  as  his 
experience  seemed  to  call  for  under  all  the  conditions  to  be 
observed  and  apprehended. 

Let  us  for  a  moment  consider  the  three  chief  elements  to  be 
included  in  forming  an  estimate  as  to  future  depreciation 
whether  on  new  or  old  plant.  But,  first,  it  should  be  borne  in 
mind  that  no  matter  what  estimate  or  table  is  made  up,  the 
figures  should  be  revised  from  year  to  year  as  we  expect  to  do 
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with  any  estimate  extending  far  into  the  future.  The  three  ele- 
ments leading  to  the  loss  of  value  which  we  rather  loosely 
denominate  as  depreciation  are : 

Obsolescence, 

Inadequacy, 

Physical  Decay. 
The  first  may  become  a  very  serious  item  as  has  been  found 
in  the  electric  lighting  business,  and  its  neglect  has  led  and 
may  lead  to  many  passed  dividends. 

Inadequacy  is  also  important  and  hard  to  cover  by  esti- 
mate. Here  comes  in  the  question  of  original  lay-out.  The  plant 
may  have  been  designed  to  meet  present  needs  and  honestly 
constructed  but  manifestly  inadequate  for  any  large  increase  in 
business.  Some  inadequacy  we  are  sure  to  encounter  sooner  or 
later  unless  the  plant  was  originally  laid  out^n  a  scale  not  war- 
ranted at  the  outset  of  the  enterprise.  We  are  continually  hav- 
ing to  meet  the  question  of  inadequacy  in  our  distribution 
systems.  While  some  mains  may  remain  more  than  ample  in 
capacity,  others  are  found  to  be  inadequate.  In  other  words, 
the  business  has  developed  as  a  whole  and,  in  some  districts, 
has  developed  along  lines  as  we  did  not  expect,  leaving  us 
with  a  surplus  capacity  in  directions  we  had  estimated  for  too 
liberally.  Finally  we  have  physical  decay.  Unfortunately  the 
layman  and  some  accountants  are  too  apt  to  think  that  this 
last  is  the  only  item  to  be  really  considered.  Here  comes  in  the 
theory  that  if  you  have  assumed  for  the  future  a  certain  average 
life  of  plant,  you  can  carry  that  estimate  back  over  the  past 
and  make  it  apply  to  present  values  of  plant  by  simply  deter- 
mining the  expired  average  life  and  so  establishing  a  ratio  of 
depreciation  to  apply  to  the  plant  as  it  at  present  exists.  Noth- 
ing could  be  more  fallacious.  //  the  depreciation  estimate  had 
been  the  same  as  that  now  adopted,  it  would  still  remain  to 
analyze  its  contents  and  compare  item  by  item  with  the  facts 
as  found  by  experience  and  by  examination  of  the  plant  and 
accounts.  For  instance,  we  might  have  estimated  an  average 
life  of  50  years  for  the  mains,  taking  into  account  the  question 
especially  of  inadequacy ;  but  when  we  come  later  to  apply  that 
estimate  to  the  present  condition,  of  plant,  we  might  find  that 
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the  business  had  not  devoloped  as  had  been  assumed,  that  the 
growth  had  been  along  lines  not  before  contemplated  and  that 
these  districts  had  been  covered  by  new  mains  and  that  the 
mains  as  originally  laid  were  still  adequate,  and  being  cast  iron 
pipe,  well  laid,  they  were  not  obsolete,  and  showed  practically 
no  physical  decay,  the  condition  as  to  joint  leakage,  etc.,  having 
been  maintained  by  efficient  current  repairs. 

Buffalo  furnishes  a  striking  example  of  elimination  of  in- 
adequacy as  to  mains,  for  the  natural  gas  competition  had 
reduced  the  output  in  1906  to  about  636,000,000  cubic  feet  a 
year,  distributed  through  381  miles  of  main. 

Furthermore,  any  unamended  original  estimate  will  be  upset 
by  reinvestments  of  depreciation  fund  in  new  plant  for  exten- 
sions :  while  if  depreciation  is  cared  for  by  sinking  fund,  the 
working  value  of  plant  is  not  necessarily  the  original  value 
minus  the  estimated  depreciation,  as  that  would  mean  that 
depreciation  is  evenly  spread  and  evidenced  over  all  the  years 
of  plant's  life ;  if  such  were  the  case,  there  would  be  no  need  of 
any  estimates  in  connection  with  depreciation. 

On  the  other  hand,  plant  might  be  found  which  was  in  per- 
fect physical  condition,  but  which  was  greatly  reduced  in 
vralue  by  reason  of  obsolescence  or  inadequacy. 

Here  is  where  the  appraisal  of  a  plant  by  a  man  really  ex- 
pert in  the  business,  expert  as  a  constructor  and  an  operator, 
comes  in  to  clear  up  questions  to  date.  Such  an  appraisal  can 
give  the  actual  present  value  with  regard  to  obsolescence,  in- 
adequacy and  physical  decay.  As  to  the  two  first  elements,  the 
expert  can,  through  the  exercise  of  his  trained  judgment,  in 
connection  with  a  study  of  the  plant  and  the  business,  arrive 
at  the  truth.  As  to  the  last  element  he  may  not  be  able  to  see 
all  working  and  hidden  parts  but,  by  a  thorough  examination 
of  the  plant  supplemented  by  a  close  scrutiny  of  the  methods 
followed  in  operation,  including  repairs  and  current  renewals, 
he  can  very  closely  appraise  the  value  as  to  this  element. 

Havincr  disposed  of  the  elements  of  obsolescence  and  inad- 
equacy, a  man  really  expert  as  a  constructor  and  operator  may 
well  discover  that  certain  of  the  parts  of  plant,  although  erected 
some  years  before,  are  as  good  as  new  and,  in  some  special 
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cases,  he  may  find  parts  which  he  would  prefer  to  the  equivalent 
apparatus  then  purchaseable.  And  still  there  is  absolutely  noth- 
ing in  this  statement  in  opposition  to  the  proposition  that  pro- 
vision should  be  made  for  equalizing,  as  far  as  possible,  the 
cost  of  depreciation  over  all  the  years  involved.  Anything 
like  a  full  comprehension  of  this  important  and  puzzling  subject 
must  at  once  convince  that,  for  its  solution,  is  required  not  only 
the  best  efforts  of  the  thoroughly  competent  constructing  and 
operating  engineer  and  manager,  but  also  the  best  efforts  of  the 
thoroughly  competent  accountant. 

I  have  a  great  respect  for  the  work  done  by  many  of  the 
British  chartered  accountants  and  ?  think  that  we  in  the  United 
States  are  to  be  congratulated  that  some  of  their  ideals  and 
methods  are  being  imported  for  our  benefit.  We  are  also  to  be 
congratulated  on  the  independent  work  being  done  by  our  own 
accountants.  The  security  of  our  industrial  undertakings  is 
distinctly  enhanced  by  the  intelligent  painstaking  efforts  of 
these  men  to  develop  systems  of  accounting  which  will  give 
the  whole  truth.  I  hope  the  day  i§  approaching  when  in  the 
United  States  the  services  of  the  best  of  these  men  will  be  still 
better  appreciated. 

^ver  since  I  have  given  special  attention  to  this  subject  I 
have  been  interested  in  all  that  I  could  read  on  depreciation 
from  the  pens  of  British  chartered  accountants.  Deservedly 
prominent  among  these  men  is  chartered  accountant — now  pro- 
fessor—Lawrence R.  Dicksee.  In  the  April  16,  1907,  issue  of 
the  Journcd  of  Gas  Lifrhting  appears  an  abstract  of  a  lecture 
delivered  by  him  before  the  Chartered  Accountant  Students' 
Society  on  "Depreciation,  With  Special  Reference  to  the  Ac- 
counts of  Local  Authorities."  Part  of  this  lecture  might  very 
well  receive  the  careful  attention  of  those  engaged  in  making 
comparisons  between  private  and  municipal  control  of  public 
utilities.   For  instance,  quoting  from  the  abstract : 

"At  the  outset  the  lecturer  directed  the  attention  of  his  audi- 
ence to  the  importance  attaching  to  the  subject,  because  while 
on  the  one  hand,  the  finances  of  local  authorities  are  asserted 
to  be  in  an  'absolutely  rotten*  condition,  it  is  urged  that  so  long 
as  the  authorities  comply  with  their  statutory  requirements,  and 
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set  aside  annually  out  of  their  revenue  a  certain  amount  to 
form  a  sinking  fund  to  provide  for  the  eventual  repayment  of 
their  loan  capital,  they  have  done  all  that  is  necessary,  and  even 
more  than  is  attempted  in  most  proprietary  businesses." 

Again — **At  the  same  time,  by  definitely  ear-marking  from 
year  to  year  gross  profits  which  in  all  fairness  ought  to  be  set 
aside  to  provide  for  future  expenditures,  it  becomes  possible 
to  provide  reasonable  reserve  for  contingencies,  thus  avoiding 
the  fatal  policy  of  reducing  prices  to  a  level  which  it  will  be 
impossible  to  maintain  in  future  years,  whe  i  heavy  expendi- 
ture foi  renewals  has  to  be  provided  out  of  revenue  because 
no  borrowinj^  power  can  be  obtained." 

As  I  wish  particularly  to  bring  to  your  attention  a  table 
introduced  by  Professor  Dicksee,  let  me  quote  a  few  short 
passages  to  put  you  in  touch  with  his  line  of  thought. 

Quoting  again  from  the  abstract : 

**He  then  proceeded  to  consider  his  subject,  and  began  by 
explaining  the  term  'depreciation'  as  meaning  the  loss  or  shrink- 
age in  value  that  inevitably  occurs  from  time  to  time  in  the 
assets  which  represent  the  capital  equipment  of  a  business,  as 
a  result  of  their  employment  therein ;  this  loss  being  attributa- 
ble to  wear  and  tear,  lapse  of  time,  the  march  of  modern  inven- 
tion, or  to  any  or  all  of  these  causes  combined.  He  pointed  out 
that  this  shrinkage  in  value  must  be  looked  upon  as  a  working 
expense  of  the  business,  in  just  the  same  way  that  the  hire 
of  assets  would  have  to  be  regarded  if  the  use  of  them  had 
merely  been  acquired  for  short  periods,  instead  of  capital 
having  been  expended  in  the  acquisition  of  them."     *     *     * 

*'So  that,  at  all  events,  by  the  time  an  asset  is  discarded,  a 
sum  equal  to  its  original  cost,  or  the  cost  of  replacing  it  by 
another  asset  equally  efiicient,  shall  be  charged  against  revenue, 
and  thus  the  proper  charge  shall  be  borne  by  the  revenues  of 
a  series  of  years,  even  though  there  may  be  inequalities  in  the 
apportionment  of  the  charge  as  between  one  year  and  another 
in  the  series." 

After  discussing  depreciation  in  connection  with  the  issue 
of  loans  by  a  local  Government  Board  he  points  out:  "From 
these  particulars,  it  will  be  seen  that  the  average  effective  life 
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(estimated  working  life  less  residual  life)  of  the  undertaking 
as  a  whole  works  out  as  nearly  as  possible  48^  years ;  and  upon 
this  basis  a  loan  would  in  all  probability  be  granted  for  48 
years,  or  thereabouts.  But,  upon  comparing  the  loan  period 
with  the  column  showing  the  eflfective  life  of  each  class  of 
asset,  it  will  be  found  that  in  no  single  instance  do  the  two 
correspond.  In  some  cases  the  working  life  is  very  consid- 
erably greater,  while  in  others  it  is  very  considerably  less ;  and 
in  no  single  instance  is  it  even  approximately  the  same." 

Before  passing  on  to  the  Dicksee  life  table,  let  me  call  atten- 
tion to  another  article  on  depreciation  as  it  appears  in  the  April 
23d,  1907,  issue  of  the  Journal  of  Gas  Lighting,  being  an  ab- 
stract of  a  paper  read  before  the  Institute  of  Directors  by 
Chartered  Accountant  P.  D.  Leake. 

He  defines  "depreciation"  as  "expired  outlay  on  productive 
plant"  and  productive  plant  as  "all  perishable  material  property 
owned  by  an  undertaking  other  than  that  primarily  intended  for 
sale." 

"The  factor  of  depreciation  constitutes  a  very  large  part  of 
the  operating  expense  of  most  industrial  undertakings;  and 
the  hopeless  state  of  chaos  into  which  it  has  drifted  consti- 
tutes a  grave  public  danger,  which  is  even  assuming  the  dimen- 
sions of  a  national  danger  in  these  days  of  municipal  enter- 
prises." 

This  last  quotation  confirms  what  we  all  have  suspected 
and  many  of  us  have  known,  namely,  that  the  truth  as  to 
municipal  trading  in  Great  Britain  does  not  lie  upon  the  sur- 
face. 

In  the  following  table  I  first  reproduce  the  figures  exactly 
as  they  appear  in  the  Dicksee  article ;  then  I  add  a  column  to 
show  how  the  author  arrives  at  his  "average  life"  of  48^4 
years;  then  I  add  two  tables  of  my  own  based  upon  the  data 
supplied  by  Dicksee's  table,  in  which  I  give  the  true  average 
life  and  the  number  of  years  required  for  a  certain  annuity 
to  accimiulate  to  an  amount  equal  to  the  first  cost  of  plant 
provided  no  withdrawals  are  made.  This  last  is  not  a  true 
average  life,  as  will  be  explained. 
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From  Professor  Dicksee's  paper,  it  would  appear  that  the 
method  generally  followed  in  Great  Britain  in  averaging  the 
life  of  plant  in  connection  with  depreciation  is  that  employed  in 
the  table  here  reproduced.  It  is  particularly  to  be  noted  that 
the  author  himself  points  out  how  the  "average  life"  thus  found 
fails  to  provide  for  the  renewal  of  the  several  classes  of  assets 
as  their  individual  life  periods  expire.  This  should  at  once  be 
convincing  that  the  "average  life"  so  obtained  is  not  safely  to  be 
employed.  A  study  of  the  complete  table  will  show  that  the 
methods  followed  in  my  two  modifications  of  the  Dicksee  table 
,do  give  averages  which  provide  for  the  renewal  of  each  class 
of  asset  as  its  individual  life  period  expires,  whether  the 
method  of  financing  the  depreciation  loss  be  by  the  sinking 
fund  or  direct  reinvestment  in  plant  extensions;  and  that  in 
both  cases  the  withdrawals,  necessarily  required  by  the  as- 
sumed terms  of  the  life  table,  do  not  interfere  with  the 
scheme  as  a  whole.  The  reason  for  this  difference  is  that  in 
my  table  the  case  of  each  class  of  asset  is  considered  by  itself 
and  the  total  yearly  requirement  is  the  sum  of  the  separate  re- 
quirements. 

This  will  perhaps  be  made  still  plainer  in  some  tables  which 
follow. 

It  is  evident  to  any  practical  man  who  has  really  studied 
the  subject  of  depreciation  that  no  general  rules  can  be  fol- 
lowed in  the  preparation  of  a  depreciation  life  table  for,  neces- 
sarily, this  is  in  each  case  a  matter  of  estimate  based  upon  an 
expert  consideration  of  present  conditions  as  to  character  and 
condition  of  plant  and  future  conditions  as  to  care  of  plant, 
methods  of  accounting,  changes  in  the  art  and  growth  of  the 
business ;  and  as  to  the  future,  in  addition  to  probable  physical 
deterioration,  as  before  said,  we  must  particularly  consider  the 
probable  effects  of  obsolescence  and  inadequacy.  Furthermore, 
the  table  as  originally  made  up  should  be  modified  and  cor- 
rected as  conditions  demand  from  year  to  year. 

These  being  the  facts,  it  is  all  the  more  important  that  the 
life  table  as  mathematically  developed  should  correctly  repre- 
sent the  assumptions  included  in  the  general  life  estimates,  and 
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that   we   should   not  add    to   our   difficuUies  by   introducing 
errors  of  theory. 

In  the  life  table  just  given,  I  have  shown  that  the  so-called 
average  life  as  given  in  Professor  Dicksee's  article,  and  as 
frequently  employed  in  accounting  practice,  does  not  give  a 
true  average  life.  The  fact  is  that  no  sinking  fund  scheme 
gives  a  true  average  life,  although  if  correctly  computed,  the 
so-called  average  life  closely  corresponds  to  the  true  average 
life.  In  what  follows  I  wish  it  to  be  understood  that,  when  I 
say  true  average  life,  I  mean  correctly  computed  on  the 
assumptions  made — I  do  not  mean  that  the  average  life  as  so 
computed  is  in  any  case  more  than  an  estimate  based  upon  ex- 
pert knowledge  and  experience. 

The  differences  as  to  what  may  be  considered  the  average 
life  of  a  plant,  as  exemplified  in  my  analysis  of  the  Dicksce 
Table,  are  of  such  vital  importance  to  an  understanding  of 
this  subject  that  I  shall  venture  to  quote  at  length  from  the 
Supplement  of  my  Lecture  Notes  on  the  Business  Features  of 
Engineering  as  used  with  my  classes  at  Stevens  Institute  of 
Technology.  This  particular  point  so  repeatedly  puzzled  the 
members  of  my  classes  that  I  wrote  this  supplement  in  the 
effort  to  clear  up  the  difficulties  experienced,  which  is  practicr 
ally  as  follows : 

Supplemental   Note  on   Depreciation. 

April  IS,  1905. 

On  page  117  of  ''Lecture  Notes  on  Some  of  the  Business 
Features  of  Engineering  Practice"  appears  the  following: 

"It  is  well  here  to  draw  attention  to  a  mistake  which  is 
sometimes  made  in  estimating  the  average  life  of  a  plant.  Take 
the  case  we  have  already  considered  and  the  calculation  might 
be  as  follows : 


Value  of  Parts 

Part  of  Plant. 

Ycars. 

in  Dollars. 

A 

10 

X 

25,000           = 

250,000 

.B 

^        15 

X 

50,000           = 

750,000 

C 

25 

X 

100,000           = 

2,500,000 

D 

35 

X 

150,000           = 

5,250,000 

E 

50 

X 

175,000           = 
500,000 

8.750,000 
17,500,000 

17.500, 

000  -1- 

500,000  = 

=  35  years  average  life." 
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(If  the  average  life  of  the  plant  were  as  long  as  35  years 
we  find  by  referring  to  the  annuity  table  that  it  would  require 
only  1.358  per  cent,  of  the  total  value  of  the  plant,  that  is, 
<>6,790,  set  aside  each  year  at  4  per  cent,  compound  interest  to 
rebuild  the  plant  as  a  whole  at  the  end  of  the  35  years  of 
life.) 

I  then  show,  step  by  step,  that  $6,790,  the  amount  that 
would  be  sufficient  under  a  4  per  cent,  compound  interest  sink- 
ing fund  plan  to  redeem  $500,000  in  35  years,  if  left  undis- 
turbed, would  not  be  sufficient  to  provide  for  the  renewals  of 
the  several  parts  of  plant  in  accordance  with  the  assumed  life 
table. 

Although  this  part  of  the  subject  was  so  covered  at  consid- 
erable length,  I  now  find  that  it  is  advisable  to  go  farther,  and 
especially  to  answer  two  questions  which  have  been  asked. 

Some  say :  "Why  should  anyone  expect  such  a  calculation 
to  give  the  average  life?" 

Others  say:  "While  it  is  apparent  that  this  process  does 
not  give  the  correct  result,  why  does  it  not  do  so?" 

As  to  the  first  question,  I  can  only  suggest  that  those  who 
have  fallen  into  the  error  have  done  so  by  confusing  this  case 
with  other  cases  not  so  complex. 

For  instance,  if  we  had  25,000  castings  weighing  10  pounds 
each,  50,000  castings  weighing  15  pounds  each,  100,000  cast- 
ings weighing  25  pounds  each,  etc.,  we  could  find  the  average 
weight  of  the  500,000  pieces  by  the  process  shown  on  page  117. 
Or,  if  we  had  25,000  yards  of  cloth  costing  10  cents  a  yard,  50,- 
000  yards  costing  15  cents  a  yard,  100,000  yards  costing  25 
cents  a  yard,  etc.,  we  could  find  the  average  cost  per  yard  by 
the  same  process. 

This  answer  replies  to  the  first  question,  but  makes  the 
diteculty  of  those  asking  the  second  question  all  the  greater; 
they  now  say,  "If  this  calculation  is  correct  in  the  case  of 
averaging  weights,  costs  etc.,  why  is  it  not  correct  for  aver- 
aging the  life  of  a  plant?'* 

The  reply  is  that  the  process  would  be  correct  if  it  covered 
all  the  elements  of  the  proposition  and  was  correctly  applied. 

To  better  follow  the  several  points  involved,  let  us  consider 
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DOLLAR-V'Ri 

Total  Being  am  "is 

Requirement     in   Column  2 
in  50  years       multiplied  by 
Period.  '   amounts  in 

Column  5. 


125,000  I  1,250,000 
166,666-2/3  2,500.000 
200,000  5,000,000 
214,285-5/7  I  7.50O.OOO 
175,000     '  8.750,000 

880,952  2«;. 000.000 
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In  explanation  of  above  table  it  is  seen  that  having  calcu- 
lated the  total  number  of  dollars  required  duiing  the  50  years 
for  each  class  of  plant,  we  then,  in  each  case,  multiply  by  the 
number  of  years  during  which  each  dollar  (or  the  plant  which 
the  dollar  pays  for)  does  duty.  Thus  we  obtain  the  results 
shown  in  column  No.  6,  namely,  the  "dollar-years." 

Dividing  now  the  total  dollar-years  by  the  total  dollars  to  be 
provided  during  the  50  years,  we  have  25,000,000  -^  880,952  = 
28.3783  years  as  the  true  average  life  of  the  plant  represented 
originally  by  $500,000. 

If  our  result  is  correct,  the  amount  required  each  year  to 
cover  depreciation  (omitting  interest)  should  be  the  total  num- 
ber of  dollars  to  be  supplied  during  the  fifty  years  divided  by 
SO— that  is,  880,952.38  -^  50  =  $17,619;  and  it  should  also  be 
the  original  value  of  plant  divided  by  28.3783,  the  average  life 
of  plant;  that  is,  500,000-^28.3783  =$17,619.  And,  without 
considering  the  question  of  average  life,  we  have  already  found 
that  to  replace  each  year  1-lOth  of  $25,000,  l-15th  of  $50,000, 
l-25th  of  $100,000,  l-35th  of  $150,000,  and  l-50th  of  $175,000 
requires  $17,619. 

So  we  find  that  if  the  process  indicated  on  page  117  is  cor- 
rectly stated,  performed  and  applied,  we  get  a  true  average 
life  of  28.3783  years,  requiring  an  annual  payment  from  profits 
of  $17,619  to  provide  for  depreciation  without  interest  accumu- 
lations. 

To  guard  against  possible  misconception  as  to  the  so-called 
average  life  of  plant  in  connection  with  the  Sinking  Fund 
method  of  providing  for  depreciation,  we  may  well  consider  in 
a  little  more  detail  the  difference  in  this  respect  between  the 
compound  interest  sinking  fund  process  and  the  direct  method 
in  which  is  set  aside  each  year  the  actual  amount  of  estimated 
depreciation. 

In  the  case  we  have  been  considering — referring  to  page 
116  of  the  "Notes"  and  Table  "B"  to  follow— we  find  that  the 
amount  required  to  care  for  depreciation  of  the  $500,000  by  the 
4  per  cent,  compound  interest  sinking  fund  scheme  is  $10,- 
163.50,  which  is  2.03  per  cent,  of  the  $500,000 ;  and  this  2.03  is 
almost  exactly  the  per  cent,  required  to  redeem  the  total  origi- 
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is  always  an  overlapping  of  the  life  periods  of  the  several  parts 
of  the  plant,  and  so  there  will  never  be  in  the  fund  sufficient 
to  meet  the  total  accrued  depreciation,  though  there  will  always 
be  enough^  to  meet  the  requirements  as  to  each  part  of  the 
plant  as  it  has  to  be  renewed.  This  means  that  when  this  over- 
lapping of  life  period  occurs,  as  it  probably  always  would  in 
practiqe,  the  compound  interest  sinking  fund  scheme,  strictly 
speaking,  is  only  applicable  to  the  case  of  a  plant  operating  in 
perpetuity. 

To  illustrate  : 

On  pages  122  and  123  of  the  "Notes"  it  is  shown  that  by 
the  sinking  fund  scheme  we  should  have  in  the  sinking  fund 
at  the  end  of  the  fifty  years,  after  making  all  payments  required 
for  the  renewals  of  parts  "A,"  "B,"  "C,"  "D"  and  "E,"  $54,- 
195.  The  calculations  are  then  made  to  show  what  should  be 
the  accrued  sinking  fund  liability  on  account  of  the  deprecia- 
tion of  parts  "B"  and  **D,"  the  only  parts  the  lives  of  which 
overlap  the  50  years  included  in  the  table.  It  is  shown  that  the  . 
five  years*  sinking  fund  liability  on  parts  "B"  and  15  years  on 
parts  "D"  will  amount  to  $54,312,  being  practically  in  agree- 
ment with  the  balance  shown  in  the  fund. 

But  this  is  not  the  actual  accrued  liability  for  depreciation, 
at  the  end  of  50  years,  which  would  amount  to 

**B**  -  15  years  life,  $50,000;  5  years  accrued, 

$50,000  X  1/3  =  $16,666.66 
**D''  -  35  years  life,  $150,000;  15  years  accrued, 

$150,000  X  3/7'=_64^285.7i 
$80,952.37 

It  is  thus  seen  that  the  compound  interest  sinking  fund 
scheme,  and  the  simpler  scheme,  which  eliminates  interest  ac- 
cumulations, are  essentially  different  in  operation.  In  connec- 
tion with  the  sinking  fund  scheme  the  term  "average  life*'  is 
misleading,  whereas,  by  the  direct  scheme  the  true  average  life, 
if  desired,  can  be  determined  by  the  method  shown  in  this  sup- 
plementary note. 

To  further  illustrate  that  the  true  average  life  (as  far  as 
it  can  be  true,  based  upon  estimate)  will  not  be  the  same  as 
the  time  during  which  a  sinking  fund  scheme,  if  undisturbed, 


Digitized  by  VjOOQIC 


346 

will  accumulate  the  total  value  of  plant,  we  may  add  a  2  per 
cent,  and  a  6  per  cent,  sinking  fund  scheme  to  the  life  table 
already  used.  To  make  the  comparison  more  apparent,  I  will 
include  in  the  one  table  these  two  schemes,  the  original  4  per 
cent,  scheme  and  the  direct  scheme  which  entirely  eliminates 
interest : 

TABLE  '*B.»' 


Estima  ed 

Life 
in  Years. 

Value  of 
Plant  in 
Dollars. 

Amount  to  be  set  aside  each  year  to 
cover  depreciation. 

Pans 

of 
Plant. 

6% 

Sinking 

Fond. 

Sinking 
Fund. 

2% 

Sinking 
Food. 

0% 

No 

Interest. 

A 

ID 

$25,000 

1896.75 

2082.25 

2283.25 

2500.00 

B 

15 

50,000 

2148.00 

2497.00 

2891.50 

3333-33 

c 

25 

100,000 

1823.00 

2401.00 

3122.00 

4000.00 

D 

35 

150,000 

1345.50 

2037.00 

3000.00 

4285.71 

E 

50 

175,000 

602.00 

1146.25 

2068.50 

3500.00 

Total  value  of 

Plant  and  total 

annual  payments  500,000 

7815.25 

10163.50 

13365.25 

17619.04 

Annual  payments  in  ^  of 
Plant  value      .... 

1.563 

2.03 

2.673 

3.524 

Years  Required  to  Re- 
deem total  value  of  Plant 

27.05 

27.73 

28.2 

28.378 

It  is  thus  seen  that  as  the  interest  rate  of  the  sinking  fund 
increases  not  only  will  the  annual  depreciation  payment  be 
reduced  in  amount  but,  if  we  stipulate  that  in  the  meantime  no 
withdrawals  shall  be  made  as  in  fact  called  for  by  the  life  table, 
then  the  time  required  to  accumulate  the  total  value  of  plant 
will  also  be  reduced. 
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This  seeming  contradiction  is  the  result  of  this  stipulation, 
necessarily  introduced  for  this  time  comparison.  For  we  must 
remember  that  the  amounts  actually  withdrawn  to  meet  partial 
depreciations  ("A,"  "B,"  "C,"  "D"  and  "E"),  in  accord  with 
the  life  table,  will  be  the  same,  no  matter  what  the  sinking  fund 
rate  of  interest;  and  as  we  assume  that  these  amounts  are  to 
be  left  in  the  fund  and  allowed  to  accumulate,  the  higher  the 
rate  of  sinking  fund  interest  the  greater  will  be  the  tendency 
of  these  accumulations  to  reduce  the  time  in  which  the  total 
value  of  plant  will  be  produced. 

It  is  true  that  there  is  another  factor  involved  in  this  com- 
parison of  so  called  average  lives,  though  no  reference  to  it  is 
apparently  called  for  by  the  comparative  figures  above  given. 
So  where  the  factor  just  explained  tends  to  shorten  the  so- 
called  average  life,  this  second  factor  here  tends  in  a  minor 
degree  to  lengthen  it. 

That  is,  the  higher  the  sinking  fund  rate  of  interest,  the 
smaller  will  be  the  sinking  fund  liability  for  each  part  between 
the  several  withdrawal  dates ;  therefore,  the  slower  the  accumu- 
lation and  a  consequent  tendency  between  withdrawal  dates  to 
lengthen  the  so-called  average  life.  While  this  tendency  ceases 
for  each  part  at  its  withdrawal  date,  the  tendency  is  always  in 
force  with  some  of  the  parts,  and  therefore  always  affects  the 
scheme  as  a  whole. 

I  may  avail  myself  of  this  opportunity  to  answer  another 
question  which  seems  to  have  puzzled  a  number  of  the  class: 
"Why  complicate  the  problem  of  depreciation  with  questions  of 
compound  interest ;  why  not  each  year  take  out  of  profits  for 
plant  which  will  have  to  be  renewed  in  ten  years,  1-lOth  of  its 
cost,  for  plant  which  will  have  to  be  renewed  in  15  years,  l-15th 
of  its  cost,  etc.,  and  then  let  the  interest  on  the  depreciation 
fund  be  absorbed  year  by  year  into  the  profits  ?" 

This  is  exactly  the  case  I  have  covered  in  the  sixth  para- 
graph, page  129,  beginning: 

"The  simpler  and  more  usual  arrangement." 

I  also  refer  to  this  plan  on  pages  138  and  139. 

The  objection  is  the  larger  amount  required  in  the  first  in- 
stance to  cover  the  annual  depreciation  charges. 
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We  have  seen  that  by  the  more  direct  method  it  would 
require  $17,619  a  year  taken  out  of  profits,  whereas  by  the  4 
per  cent,  sinking  fund  scheme  it  would  require  only  $10,163.50; . 
that  is,  3.524  per  cent,  of  the  cost  of  plant  instead  of  2.03 
per  cent,  of  cost. 

This  difference  might  prohibit  the  adoption  of  the  simpler 
plan,  especially  in  the  early  days  of  a  new  venture. 

I  am  chiefly  concerned  to  convince  you  that  depreciation 
should  be  provided  for  out  of  profits,  and  I  have  therefore 
shown  the  necessity  of  accurately  estimating  the  depreciation 
and  the  manner  in  which  the  means  may  be  provided  ior 
meeting  the  item  of  loss  with  the  least  burden  to  the  business. 

Let  me  also  emphasize  the  point  that  if  a  certain  portion  of 
the  profits  are,  year  by  year,  invested  in  plant  extensions  to 
cover  depreciation,  we  must  be  careful  to  keep  our  accounts  so 
that  there  will  be  no  excuse  offered  for  issuing  additional  bonds 
or  capital  stock  against  these  additions  to  plant,  for  by  this 
method  we  have  simply  made  good  the  depreciation  of  certain 
parts  of  plant  by  adding  other  parts. 

(Etid  of  (^notation  from  Supplemental  Notr  on  Depreciation.) 

As  far  as  gas  companies'  practice  is  concerned,  too  much 
stress  has  been  laid  upon  the  sinking  fund  method  of  financing 
depreciation.  I  confess  that  I  may  have  erred  in  this  direction. 
In  my  address  as  president  of  the  American  Gas  Light  Asso- 
ciation (1899),  I  laid  particular  stress  upon  the  necessity  for 
some  systematic  provision  being  made  to  meet  depreciation  and 
I  then  discussed  the  sinking  fund  method.  I  was  partly  led  to 
this  by  the  desire  to  interest  those  who  might  look  upon  the 
full  burden  as  too  heavy  to  be  at  once  assumed.  But  in  this 
case,  as  in  every  other  in  which  I  have  written  or  spoken  on 
this  subject,  I  have  never  neglected  to  point  out  that,  if  the 
depreciation  fund  were  reinvested  in  plant  extensions,  the 
interest  on  these  investments  by  one  means  or  another  must  be 
added  to  the  depreciation  fund,  so  shozvin^^  that  the  sinking-- 
fund payment  zvas  not  the  full  cost  of  depreciation.  In  my 
earlier  efforts  to  arouse  interest  in  this  subject,  I  was  more 
interested  in  the  practical  and  engineering  features  of  the  prob- 
lem and  not  so  much  in  the  accounting  feature.     I  was  then 
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satisfied  to  state  what  I  considered  the  principles  which  govern 
rather  than  to  lay  stress  upon  the  details  of  accounting. 

The  table  which  I  have  here  given  (page  325)  in  connection 
with  my  discussion  of  Professor  Bemis'  methods  of  computa- 
tion shows  clearly  tne  effect  of  following  the  sinking  fund 
method  rather  than  the  simpler  and  more  straightforward 
method  of  setting  aside  each  year  for  reinvestment  the  full 
amount  of  loss  due  to  depreciation. 

In  my  lectures  to  the  students  at  Stevens,  I  am  instructing 
those  who  will  in  the  future  be  interested  in  various  lines  of 
work  and  therefore  should  be  instructed  as  to  the  working  of  a 
sinking  fund.  Naturally,  then,  I  lay  stress  in  my  instructions 
upon  the  more  complicated  methods  of  the  sinking  fund  simply 
because,  by  reason  of  the  greater  complications,  the  subject  is 
harder  to  understand. 

Attempts  have  been  made  to  cover  the  subject  of  deprecia- 
tion by  tables  showing  the  length  of  life  for  each  class  of  plant. 
It  is  true  that  in  some  cases  in  connection  with  these  tables 
warnings  have  been  given  to  the  effect  that  such  tables  are  only 
of  general  value  and  should  not  be  blindly  accepted  without 
regard  to  local  conditions.  Such  tables  are  no  doubt  of  some 
'  value  when  used  by  those  competent  to  form  independent  judg- 
ments. I  purposely  omit  all  such  data  from  this  paper  for  fear 
it  may  be  claimed  that  I  have  stated  that  all  brick  buildings 
have  a  life  of  so  many  years,  all  wood  buildings  a  life  of  so 
many  years,  all  holders  a  life  of  so  many  years,  etc.  That  this 
fear  is  warranted  is  shown  by  Professor  Bemis'  use  of  my 
Holycrfce  testimony  in  spite  of  the  fact  that  I  repeatedly  stated 
that  my  figures  could  not  be  used  in  any  general  way  but  had 
been  adopted  for  Holyoke  and  Holyoke  only  after  a  careful 
study  of  Holyoke  conditions  from  the  standpoint  of  the  en- 
gineer, the  manager  and  the  accountant. 

Arguments  as  to  the  cost  of  depreciation  have  also  been 
based  upon  comparisons  of  costs  per  thousand  of  repairs  and 
current  renewals.  As  I  have  repeatedly  stated,  the  cost  of  de- 
preciation must  be  considered  in  connection  with  the  declared 
cost  of  these  items,  but  here  any  fair  comparison  cannot  be 
made  unless  we  have  analyzed  the  character  of  the  work  per- 
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formed  and  the  methods  of  accounting  followed  in  each  case. 
Let  me  summarize  some  of  the  figures  tabulated  by  me  in 
connection  with  recent  cases  in  which  I  have  been  concerned. 

In  the  case  of  nine  Massachusetts  companies  brought  into 
one  case,  the  repairs  and  current  renewals  for  the  year  ending 
June  30,  1905,  were  as  follows  in  cents  per  thousand  respect- 
ively: 15.17,  10.32,  8.62,  26.73,  12.64,  22.11,  9.16,  6.88,  and 
15.10.  In  addition  certain  amounts  had  been  written  oflF  for 
depreciation  which  brought  the  totals  to  the  following:  From 
15.17  to  22.68,  from  10.32  to  14.61,  from  8.62  to  15.28,  from 
26.73  to  31.58,  from  12.64  to  57.00,  from  22.11  to  66.47,  from 
9.16  to  26.11,  from  6.88  to  22.04,  from  15.10  to  21.2.  In  one 
case,  the  second  named,  there  had  been  also  written  off  for 
reserve  2.39,  bringing  the  total  up  to  17. 

In  the  case  of  7  Massachusetts  Companies,  year  ending 
June  30,  1906,  the  costs  per  thousand  for  repairs  were  found 
to  be  respectively:  18.58,  13.54,  12.68,  6.37,  10.19,  1476  and 
15.36. 

Adding  for  depreciation  charged  up  these  costs  were  raised 
to:  22.85,  13.54  (no  change),  18.19,  12.92,  15.90,  14.76  (no 
change)  and  15.36  (no  change). 

These  figures  had  to  be  obtained  by  an  analysis  of  the 
companies'  returns  filed  with  the  Commission  as  they  could  not 
be  obtained  from  the  published  report  of  the  Commission. 

After  making  allowance  for  differences  in  physical  condi- 
tions, these  figures  show  by  their  wide  variation  that,  in  spite 
of  the  uniformity  as  to  blank  forms  used  and  instructions 
given,  the  accounts  were  not  kept  along  imiform  lines. 

The  following  figures  show  the  cost  of  wear  and  tear,  manu- 
facturing and  distribution  plus  meter  repairs,  but  not  including 
stove  repairs,  for  the  London  Companies  for  1904,  as  taken 
from  Field^s  Analysis  converted  into  United  States  cents  by 
taking  the  English  penny  at  2.02  cents. 

Gas  Light  &  Coke  Company  11.88c.,  Commercial  14.22c., 
South  Metropolitan  14.27c.,  average  3  companies,  12.87c., 
average  of  12  suburban  companies  15.15c.,  combined  average 
metropolitan  and  suburban  companies  13.33c. 
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For  the  year  1905  these  figures  were  found  to  be  12.10, 
13.96,  12.08,  12.27,  15.85  and  13.02  respectively. 

Here  less  difference  is  to  be  found  as  the  accounts  of  the 
London  companies  are  more  nearly,  though  not  by  any  means 
absolutely,  uniform. 

Studying  the  returns  of  the  113  British  companies  covered 
by  the  "Gas  World"  analysis  of  accounts  of  Gas  Undertakings 
for  the  year  1904-5,  we  find  the  maintenance  of  pipes,  works 
and  meters  in  cents  per  thousand  (converted  as  before)  to 
range  from  4.28  to  25.55.  There  is  one  lower,  namely,  1.92  for 
Wallasey  District  Council,  but  that  does  not  cover  maintenance 
of  pipes  or  meters.  The  4.28  is  given  for  Macclesfield  Corpo- 
ration, the  Wigan  Corporation  being  almost  as  low,  namely 
4.34.  Our  municipal  ownership  friends  would  point  to  these 
and  other  figures  in  this  table  as  showing  the  comparatively 
economical  management  of  the  municipally  controlled  works. 
Expert  analysis  would  unquestionably  demonstrate  that  the 
plants  had  not  been  properly  maintained  or  the  charges  there- 
for had  not  been  properly  classified,  or  both. 

For  our  present  purpose  it  is  sufficient  to  note  that  no  com- 
parison of  costs  of  maintenance  of  any  value  can  be  made  on 
the  face  of  the  returns. 

There  is  a  natural  variation  from  year  to  year  in  the  cost  of 
repairs  and  current  renewals  and  it  would  be  a  gain  if  this 
cost  could  be  equalized  over  all  years  concerned;  in  other 
words,  if  we  could  have  one  scheme  for  so  equalizing  repairs, 
current  renewals  and  final  renewals ;  but  at  present  it  looks  to 
me  as  if  the  additional  complications  would  not  compensate 
for  the  possible  gain  to  be  made. 

Before  closing  let  me  say  a  word  as  to  the  necessity  of 
creating  a  reserve,  over  and  above  depreciation  reserve,  to 
cover  the  fluctuations  in  prices  of  materials  and  labor,  extra 
hazards  of  the  business,  contingencies  which  cannot  be  esti- 
mated on,  such  as  electrolysis,  etc.  I  think  that  gas  companies 
should  be  permitted  to  build  up  a  reserve  fund  for  this  purpose 
amounting  to  say  10  per  cent,  of  their  investment.  I  am  strongly 
of  the  opinion  that  this  reserve,  by  reason  of  its  very  nature, 
should  not  in  any  way.be  mixed  up  with  the  subject  of  deprecia- 
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Even  when  comparing  given  costs  per  thousand  in  the  case 
of  undertakings  employing  a  uniform  system  of  accounts,  varia- 
tions, avoidable  and  unavoidable,  in  applying  the  system  will 
tend  to  affect  the  accuracy  of  the  comparison. 

The  cost  of  repairs  and  current  renewals  must  be  taken  into 
account  in  considering  the  cost  of  depreciation  and,  all  other 
things  being  equal,  the  more  complete  the  former  the  less  costly 
the  latter. 

In  conclusion  let  me  recommend  that  the  whole  question  of 
uniformity  of  accounts,  including  and  emphasizing  this  most 
important  subject  of  depreciation,  be  referred  to  a  committee 
and  that  this  committee  be  requested  to  confer  with  other  rep- 
resentative bodies  engaged  in  the  same  line  of  work. 

After  reading  the  paper, 

Dr.  Humphreys  said:  Mr.  Chairman,  I  want  to  add  one 
word  to  my  paper.  I  had  intended  to  recommend  that  the  sub- 
ject of  depreciation  and  uniform  accounting  be  referred  to  a 
special  committee.  I  presume  that  is  hardly  now  in  order. 
I  suppose  in  view  of  the  action  that  was  taken  by  the  Institute 
this  morning  in  amending  the  Constitution  such  matters  will 
be  referred  to  one  of  the  two  Standing  Committees. 

The  President:  Before  taking  up  the  discussion  of  Dr. 
Humphreys'  paper  we  will  receive  a  communication  from  Mr. 
Gardiner. 

Mr.  W.  H.  Gardiner  :  Mr.  President  and  Gentlemen :  This 
is  a  communication  to  the  American  Gas  Institute  from  the  New 
England  Association  of  Gas  Engineers,  by  the  latter's  commit- 
tee, on  "Uniform  Accounting  and  Depreciation." 

COMMUNICATION  TO  THE  AMERICAN  GAS  INSTI- 
TUTE   FROM    THE   NEW   ENGLAND   ASSOCIA- 
TIpN  OF  GAS  ENGINEERS  BY  THE  LATTER'S 
COMMITTEE  ON  UNIFORM  ACCOUNTING  AND 
DEPRECIATION. 
At  the  37th  Annual  Meeting  of  the  New  England  Asso- 
ciation of  Gas  Engineers  held  in  Boston  on  February  20th  and 
entitled  "The  Present  and  Growing  Need  for  the  General 
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Adoption  of  a  Uniform  System  of  Records  and  Accounts," 
which,  because  of  its  frank  and  able  treatment  of  the  situa- 
tion, was  immediately  recognized  throughout  the  country  as  a 
most  valuabfe  contribution. 

Pursuant  to  a  suggestion  embodied  in  this  paper  and  to  a 
motion  passed  by  the  New  England  Association  its  President 
appointed  a  committee  of  three  to  consider  the  matters  of  uni- 
form accounting  and  depreciation  and  to  bring  these  to  the  at- 
tention of  the  American  Gas  Institute. 

Therefore  this  committee  does  hereby  respectfully  bring  the 
questions  of  Uniform  Accounting  and  of  Depreciation  to  the 
attention  of  the  American  Gas  Institute. 

In  doing  so  we  would  say  that  pending  such  action  as  the 
American  Gas  Institute  may  take  on  these  questions,  we  have 
not  as  yet  undertaken  any  definite  work.  And  yet  we  have 
given  close  attention  to  the  situation  as  it  exists  to-day. 

On  the  one  hand  we  note  with  concern  the  enactment  of 
conunission  laws  in  several  new  States,  which  authorize  the 
supervising  commissions  to  put  in  effect  some  system  or  sys- 
tems of  uniform  accounting,  and  we  expect  wider  action  along 
these  lines  in  the  near  future. 

We  say  we  note  this  movement  with  concern,  not  at  all 
because  we  might  not  be  in  sympathy  with  it,  but  solely  be- 
cause our  researches  to  date  have  failed  to  reveal  any  system 
or  systems  of  uniform  accounting  which  would  seem  to  be  of 
that  degree  of  comprehensiveness,  flexibility  and  excellence 
which  would  warrant  their  definite  adoption  as  State  or  Na- 
tional systems  of  uniform  accounting. 

On  the  other  hand,  we  note  with  appreciation  the  close  con- 
sideration which  the  subject  of  uniform  accounting  is  receiving 
generally,  and  in  particular  by  such  bodies  as  the  American 
Street  &  Interurban  Railway  Association  and  the  National 
Electric  Light  Association. 

At  the  last  convention  of  the  latter  Association  a  prelimi- 
nary report  on  Uniform  Accounting  was  submitted.  During  its 
discussion,  the  expediency  and  desirability  of  co-operating  with 
the  accounting  committees  of  other  associations  was  expressed. 
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The  sentiments  thus  expressed  by  the  electric  light  accountants' 
were  reiterated  by  members  of  the  Traction  and  of  the  Gas 
Accounting  Committees  who  were  present  and  who  took  part  in 
the  discussion. 

Therefore  we  trust  that  a  motion  will  be  made  and  will 
prevail,  authorizing' the  incoming  President  of  the  American 
Gas  Institute  to  forthwith  appoint  a  committee  of  seven  on 
Uniform  Accounting  and  Depreciation,  said  committee  to  be 
authorized  to  confer  and  co-operate  with  similar  committees 
of  other  bodies. 

Respectfully  submitted, 

W.   H.  Gardiner,  Chairman, 

Edmund  Cathels, 

J.  J.  Humphreys. 

Mr.  Gardiner:  I  do  not  know  whether  that  last  sugges- 
tion is  in  order  in  view  of  the  change  in  the  Constitution  or 
not. 

The  President:  It  is  entirely  in  order  to  make  a  resolu- 
tion that  the  matter  be  referred  to  a  committee,  or  that  any 
matter  be  referred  to  a  committee,  but  under  the  Constitution 
it  would  not  be  named  by  the  Chair.  The  Public  Relations 
Committee  has  to  decide  this. 

Mr.  H.  L.  Doherty  :  Do  I  understand  that  the  Chair  rules 
that  the  appointment  of  a  special  committee  on  this  is  out  of 
order  ? 

The  President  :  No,  sir,  I  do  not  rule  that  a  special  com- 
mittee is  out  of  order.  The  Chair  ruled  that  it  wouid  be  re- 
ferred to  the  Committee  on  Public  Relations  and  that  the  spe- 
cial committee,  if  one  is  appointed,  will  not  be  appointed  by  the 
Chair. 

Mr.  Doherty  :  I  want  to  recommend  that  a  committee  of 
seven  on  Uniform  Accounting  and  Depreciation  be  appointed, 
with  the  idea  that  by  appointing  a  committee  of  seven  per- 
haps the  committee  can  be  divided  into  two  divisions.  I  move 
that  the  new  committee  on  Public  Relations  be  instructed  to 
appoint  that  committee. 
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Mr.  Miller:  Yes,  would  such  permission  be  granted?  It 
would  seem  prudent  for  a  company  to  issue  bonds  or  stock  for 
its  improvements  from  time  to  time,  keeping  such  bonds  or 
stock  in  its  treasury  to  be  sold  from  time  to  time  when  neces- 
sary to  reimburse  the  depreciation  fund  for  the  sums  used  for 
extensions  and  improvements.  If  the  depreciation  fund  is 
used  for  improvements,  and  securities  issued  to  reimburse  the 
fund  when  repairs  or  replacements  become  necessary,  the  claim 
might  be  made  that  the  company  is  issuing  stock  or  bonds  for 
the  purpose  of  making  replacements. 

The  President:  Mr.  Carter. 

Mr.  R.  a.  Carter  :  Mr.  Chairman,  replying  to  Mr.  Miller's 
question,  as  I  am  from  a  state  that  has  a  public  service  commis- 
sion, I  will  venture  this  opinion :  That  in  the  event  of  his  em- 
ploying his  reserve  fund  for  the  purpose  of  making  additions  to 
his  plant,  and  the  renewal  or  replacement  for  which  the  fund 
was  designed  becoming  necessary,  his  application  to  the  com- 
mission would  be  not  for  consent  to  raise  funds  to  pay  for  re- 
placement of  plant,  but  to  pay  for  the  new  plant  he  had 
acquired,  and  the  funds  so  raised  would  restore  to  the  treasury 
the  reserve  fund  which  had  been  temporarily  employed  for  the 
purpose  of  construction.  In  other  words,  Mr.  Chairman,  my 
understanding  is  that  the  commission  would  take  up  the  matter 
of  permitting  the  issue  of  bonds,  for  example,  upon  satisfactory 
evidence  that  additional  plant  had  been  acquired  with  what  was 
to  all  intents  and  purposes  borrowed  mcfhey,  though  borrowed 
from  a  reserve  fund.  I  do  not  think  there  would  be  any  diffi- 
culty whatever  in  procuring  funds  under  these  conditions.  In 
fact,  the  employment  of  a  reserve  fund  for  such  a  purpose 
would  seem  to  me  to  be  perfectly  logical. 

It  seems  to  me  that  no  one  can  have  listened  to  the  paper 
just  read  by  Dr.  Humphreys  without  being  impressed  with  the 
importance  of  the  recommendations  he  makes  with  regard  to 
uniformity  in  accounting  with- respect  to  assets,  to  operations, 
and  to  depreciation.  In  fact,  the  Doctor  has  so  thoroughly 
covered  the  subject  that  it  seems  to  me  he  has  left  very  little 
to  be  said. 
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Changes. in  the  method  of  keeping  accounts  are  not  very 
quickly  or  easily  effected.  It  is  a  long  process,  especially  when, 
as  may  be  the  case  with  many  companies  represented  here,  the 
accounts  reflect  to  a  very  great  extent  a  corporate  policy,  with 
respect  to  the  values  at  which  the  assets  shall  appear  upon  the 
books,  and  with  respect  to  provision  for  depreciation. 

I  think  the  probability  is  that  in  the  past  the  subject  of 
depreciation  has  received  very  little  serious  consideration  from 
corporations,  both  general  and  public  service;  but  I  believe 
that  the  time  is  coming  when  it  will  receive  more  attention 
from  public  service  corporations,  if  not  of  their  own  motion, 
then  by  direction  of  public  service  commissions.  I  think  in  the 
past  very  likely  the  same  variation  has  existed  between  corpora- 
tions as  exists  between  individuals ;  just  as  you  find  every  de- 
gree of  prudence  and  every  degree  of  extravagance  displayed 
by  individuals,  you  will  find  every  degree  of  prudence  and 
every  degree  of  reckless  disregard  of  future  possibilities  dis- 
played by  corporations,  with  sometimes  very  disastrous  re- 
sults. 

There  is  no  doubt  in  my  mind  that  a  company  whose  ac- 
counts state  the  facts  with  regard  to  the  value  of  its  plant  and 
with  regard  to  its  cost  of  operating,  will  have  a  great  advan- 
tage in  proceedings  before  any  legislative  committee  or  state 
or  federal  commission.  In  court  proceedings  the  fact  that  a 
company's  accounts  state  other  than  the  fact  will  militate 
against  it.  The  company  whose  accounts  do  not  give  correctly 
its  operating  results  or  which  understate  the  value  of  its  as- 
sets may  be  put  in  the  position  of  having  to  prove  that  its 
accounts  are  wrong,  and  it  will  spend  many  unhappy  quarters 
of  an  hour  in  doing  so.  The  court  would  be  seeking,  of  course, 
the  facts  with  respect  to  the  value  of  the  property,  and  would 
accept  testimony  in  this  respect  that  might  conflict  with  the 
accounts.  It  will  save  a  company  a  good  deal  of  trouble,  how- 
ever, if  the  accounts  state  the  facts. 

It  seems  to  me  that  the  Doctor's  recommendation  with  re- 
spect to  accounts  is  a  recommendation  looking  rather  to  a 
change  in  corporate  policy  than  to  a  change  in  the  method  of 
accounting.    I  think  the  conditions  which  the  Doctor  criticises 
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with  respect  to  the  Massachusetts  companies'  accounts  are  due 
wholly  to  policy  and  not  to  accounting.  In  other  words,  I  do 
not  think  that  substituting  one  method  of  accounts  for  another 
is  going  to  remedy  such  conditions.  The  Doctor's  proposition, 
as  I  understand  it,  is  that  the  accounts  of  public  service  cor- 
porations should  show  the  actual  value  of  their  property.  But 
would  this  rule  work  equally  satisfactorily  both  ways?  Its 
adoption  might  mean'  the  writing  up  of  values  in  some  locali- 
ties, and  the  writing  down  of  values  in  other  localities. 

I  have  had  occasion  to  observe,  and  incidentally  to  attack^ 
the  method  employed  by  certain  persons  retained  as  experts  in 
connection  with  rate  litigation,  and  have  noticed  how  their  prac- 
tice of  adapting  figures  to  their  peculiar  point  of  view  has  been 
facilitated  by  the  absolute  lack  of  uniformity  in  the  records  and 
accounts  of  gas  companies. 

With  respect  to  the  value  of  assets,  however,  I  do  not 
think  that  any  court  of  law  will  attach  much  importance  to  tes- 
timony respecting  the  book  value  of  plants  distantly  located  as 
bearing  upon  the  present  value  of  the  plant  of  a  local  com- 
pany. I  doubt  whether  a  court  could  do  so.  The  best  evi- 
dence, and  the  evidence  which  the  court  is  most  likely  to  ac- 
cept with  respect  to  the  value  of  the  property,  is  the  testimony 
of  competent  experts  as  to  the  cost  of  its  reproduction,  and  the 
cost  of  putting  it  in  a  condition  as  good  as  new. 

I  am  inclined  to  think  that  a  recommendation,  that  depre- 
ciation be  taken  care  of  in  anticipation,  will  not  be  received 
with  equal  enthusiasm  by  all  companies.  A  suggestion  to  some 
companies  that  they  charge  anything  more  than  current  expen- 
ditures against  current  earnings,  would  not  be  very  favorably 
received;  other  companies  would  agree  to  the  principle  in  a 
general  way  but  would  reserve  the  right  to  modify  it  in  its 
application  according  to  the  exigencies  of  their  own  situation. 
The  majority,  however,  will,  I  think,  lean  toward  a  full  and 
adequate  allowance  in  current  expenses  for  future  contin- 
gencies. 

With  respect  to  depreciation  I  have  had  occasion  to  observe 
that  what  the  court  is  likely  to  pay  the  most  attention  to  is  a 
company's  history.     A  company  that  ha*^  done  business  for  a 
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number  of  years  with  plant  of  all  ages  is  likely  to  have  accumu- 
lated ver>'  useful  data  of  a  kind  that  I  think  commends  itself 
most  favorably  to  a  court  of  law.  There  is  an  advantage  also 
to  be  derived  from  having  the  accounts  show  ver>-  plainly  all 
expenditures  for  repairs  and  current  renewals,  as  well  as  final 
renewals. 

Referring  to  the  work  the  committee  which  has  just  been  ap- 
pointed will  have  to  perform,  I  would  suggest  that  with  respect 
to  repairs  the  system  of  the  American  Gas  Light  Association 
does  not  cover  all  the  ground.  There  are  some  items  of  re- 
pairs that  do  not  appear  as  such.  For  example,  if  my  mem- 
ory serves  me  aright,  "distribution  expense'*  includes  the  cost 
of  repairs  to  buildings  occupied  by  the  distributing  department 
and  "office  expense"  includes  the  cost  of  repairs  to  office 
buildings.  These  repairs  are  just  as  important  as  any  other, 
and  ought  to  stand  out  as  such,  because  in  any  consideration 
of  the  subject  of  repairs  and  renewals,  and  in  any  comparison 
between  the  operations  of  a  company  in  different  years,  or  be- 
tween different  companies,  the  figures  shown  in  the  repair  ac- 
counts and  in  the  renewal  and  replacement  accounts  combined 
will  be  carefully  considered. 

The  line  cannot  be  very  closely  drawn  between  what  are 
strictly  repairs  and  what  are  strictly  renewals.  In  fact,  we  a:ll 
know  there  is  included  in  repair  accounts  a  great  deal  which 
might  properly  be  termed  replacements  and  renewals. 

My  personal  feeling  is  favorable  to  broad  treatment  of  the 
subjects  of  depreciation  and  contingent  expense.  I  believe  that 
both  are  important ;  one  no  more  so  than  the  other.  I  am  of 
the  opinion  also  that  there  is  no  good  reason  why  there  should 
be  any  differentiation  between  the  reserve  for  contingent  ex- 
penses and  the  reserve  for  renewal  and  replacement  in  so  far 
as  their  being  included  in  the  cost  of  gas  is  concerned.  My 
judgment  would  favor  incliKling  both  of  them. 

I  do  not  like  the  word  "depreciation."  It  is  a  word  that 
your  opponents  will  use  to  your  disadvantage.  .\s  a  matter  of 
fact,  I  think  it  can  be  expressed  better.  All  of  you  know  that 
depreciation  from  decay  is  not  the  only  cause  for  displacement 
of  plant.    The  greater  loss  is  from  displacement  on  account  of 
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supersession.  You  do  not  use  your  engine  until  it  wears  out. 
You  use  it  until  its  capacity  is  no  longer  adequate  for  the  load 
you  have  to  put  upon  it.  You  displace  other  apparatus  because 
it  is  not  large  enough  to  meet  the  demands  made  upon  it.  You 
rebuild  holders  because  they  are  too  small,  or  because  you  can- 
not buy  additional  ground  advantageously.  You  continually 
have  to  tear  down  and  build  up.  You  do  not  give  your  plant 
a  chance  to  wear  out.  Therefore,  I  would  call  this  loss  "super- 
session" rather  than  depreciation  because  the  bulk  of  it  is 
supersession.  I  believe  that  will  prove  to  be  the  case  with  most 
companies  represented  here.  It  is  the  history  of  the  company 
I  represent  which  cover  three-quarters  of  a  century,  taking 
the  predecessor  companies  into  account. 

I  think  that  if  a  company  accumulates  a  fund  equal  to  ten 
per  cent,  of  the  value  of  its  property,  and  maintains  such  a 
fund,  it  is  prepared  for  any  contingency  or  emergency  that  may 
arise  whether  in  the  way  of  renewals,  extraordinary  accidents, 
increase  in  cost  of  material  or  labor,  or  decrease  in  the  volume 
of  business,  or  from  whatsoever  cause. 

My  method  of  creating  such  a  fund  would  be  to  use  a  life 
table  as  a  means  of  determining  what  would  be  a  sufficient 
amount  to  put  aside  annually  to  take  care  of  renewals.  I  would 
then  determine  what  amount,  in  the  judgment  of  my  associ- 
ates and  myself,  would  be  adequate  to  take  care  of  such  con- 
tingencies as  an  increase  in  the  cost  of  material  or  labor; 
extraordinary  accidents  and  things  of  that  nature.  I  would 
take  both  amounts,  and,  finding  what  the  total  amounted  to  per 
thousand  cubic  feet  of  gas  sold,  I  would  use  that  as  a  factor 
for  calculating  the  amount  to  be  charged  to  contingent  expenses 
every  month,  and  credited  to  a  renewal  or  contingent  account, 
against  which  account  I  would  charge  annually  final  renewals 
and  contingent  expenses,  and  allow  the  fund  to  accumulate 
until  it  amounts  to  at  least  ten  per  cent,  of  the  value  of  the 
plant  and  property. 

The  President:  Is  Mr.  Robert  Grant  of  the  Boston  Con- 
solidated present? 

A  Member:   He  is  not  here.  Mr.  President. 
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The  President  :  Mr.  Cowdery,  may  we  hear  from  you  ? 

Mr.  Cowdery:  Mr.  Chairman,  I  was  unable  to  read  this 
paper  of  Mr.  Humphreys  before  its  presentation  to-day,  and 
in  following  Mr.  Humphreys'  reading  I  fear  that  my  reason- 
ing did  not  travel  as  fast  as  Mr.  Humphreys'  reading,  and 
therefore,  I  believe  that  I  am  not  able  at  this  time  to  criticise 
Mr.  Humphreys'  paper  in  detail  to  any  extent.  I  believe  that 
this  paper  is  one  which  we  would  have  to  give  very  close  study 
to,  and  a  great  deal  of  it,  before  we  would  be  able  to  reach  a 
definite  conclusion.  I  think  it  would  be  better,  instead  of  try- 
ing to  comment  severely  on  this  paper  of  Mr.  Humphreys'  to- 
day, if  we  were  to  allow  it  to  rest  and  come  before  our  meet- 
ing a  year  from  now  when  criticisms  in  the  nature  of  other 
papers  written  upon  the  subject  perhaps  could  be  taken  up. 
I  believe  that  in  the  coming  year  we  are  going  to  learn  a  great 
deal  more  about  depreciation,  so-called,  than  we  ever  have  been 
able  to  pick  up  or  learn  before.  T  presume,  so  far  as  I  have 
been  able  to  follow  the  paper  anyway,  that  in  a  general  way,  I 
quite  agree  with  Mr.  Humphreys  in  his  reasoning.  I  think 
Mr.  Humphreys  has  broi;ght  out  a  great  many  fine  points  in 
this  matter  that  we  have  not  materially  thought  of  before.  For 
instance,  take  the  case  of  Mr.  Forstall's  examination  of  the 
Buffalo  plant  to  determine  the  present  depreciation  of  that 
plant.  I  think  there  is  a  very  great  point  made  there  for  which 
we  will  find  a  great  use. 

Further  than  this,  I  do  not  believe  I  can  comment  upon  the 
paper. 

The  President:  r»efore  closing  the  consideration  of  this 
paper  I  would  like  to  ask  Mr.  Barker  of  the  Massachusetts 
Commission,  whom  I  am  very  happy  to  see  here,  for  any  sug- 
gestion that  may  occur  to  him. 

Mr.  Barker:  Mr.  President,  I  recognize  the  kindly  intent 
on  your  part  in  asking  me  to  say  something  upon  the  subject 
now  before  the  Institute,  and  I  appreciate  your  kindness.  I 
think  I  would  appreciate  it  still  more  if  I  had  received  some 
notice  in  advance  that  I  would  be  asked  to  speak. 
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The  importance  of  depreciation  in  supervision  and  in  rate 
making  has  always  been  recognized  by  the  Commission  of 
which  I  have  the  honor  to  be  a  member.  It  has  not  always 
been  easy,  however,  to  determine  the  fair  amount  to  be  al- 
lowed therefor.  It  seems  to  me  that  the  very  able  paper  just 
read  suggests  in  striking  contrast  the  method  of  approach  of  a 
man  who  regards  this  subject  from  a  purely  theoretical  point 
of  view  and  that  of  a  man  who  combines  the  academic  knowl- 
edge with  practical  experience.  It  is  a  business  proposition, 
and  as  such,  I  think  all  fair-minded  men  will  appreciate  the 
importance  of  a  practical  knowledge  of  the  business  for  its 
wise  and  safe  solution.  We  have  never  in  our  administration 
been  led  very  far  by  a  purely  academic  presentation  of  this 
important  subject.  A  theoretical  study  of  the  question  has  its 
value  and  may  aid  in  solving  the  problem,  but  it  cannot  alone 
complete  the  solution.  The  determination  of  the  proper  amount 
to  be  provided  in  any  year  or  in  any  series  of  years  is  the  most 
complex  question  with  which  a  manager  has  to  deal.  He  must 
bring  to  it  all  of  his  own  experience  and  that  of  others,  so  far 
as  he  can  ascertain  it,  and  upon  the  wisdom  of  his  final  decision 
will  largely  depend  the  success  or  failure  of  the  corporation 
under  his  care.  No  board  of  directors  would  be  likely  to  se- 
lect a  man  without  business  experience  however  able  his  theo- 
retical knowledge  might  be,  as  a  manager  of  a  large  property 
entrusted  to  their  care,  neither  would  they  make  him  their 
engineer-in-chief.  The  problem  of  depreciation  charges  is  a 
business  question  first  and  foremost.  You  will  agree  with  me 
so  fully,  I  am  sure,  that  I  need  not  spend  time  to  demonstrate 
this  proposition. 

I  think  it  was  a  very  pertinent  remark  of  Mr.  Carter's  when 
he  said  that  the  determination  of  the  question  of  depreciation 
in  accounting  is  a  question  of  public  policy  more  than  a  ques- 
tion of  mere  accounting  and  the  method  by  which  it  is  to  be 
handled  will  be  very  significant  of  the  general  policy  of  the  cor- 
poration which  will  be  affected  by  the  business  necessities  of 
the  situation.  It  always  has  been  so  and  it  probably  always 
will  be.  In  any  attempt  at  supervision  I  think  that  if  we  are  to 
fairly  and  sufficiently  regard  the  ultimate  public  interest,  we 
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shall  approach  the  depreciation  problem  as  a  purely  business 
proposition. 

I  do  not  think,  Mr.  President,  that  I  ought  to  take  up  your 
time  further.  A  great  deal  of  attention  has  already  been  paid 
to  this  important  subject  and  I  assume  that  it  is  to  have  more 
consideration  by  the  Institute  at  some  other  time. 

Mr.  a.  E.  Forstall:  Mr.  President,  I  want  to  emphasize 
a  little  the  method  of  treating  depreciation  to  determine  the 
present  value  of  a  property,  as  illustrated  by  the  case  with 
which  my  name  has  been  connected  in  the  paper.  It  has 
seemed  to  me  that  the  only  way  in  which  to  determine  the  then 
present  value  of  a  property  at  any  particular  time  is  to  first 
determine  its  cost  of  reproduction  absolutely  new,  and  then  to 
determine  the  cost  of  putting  the  existing  plant  in  a  condition 
that  is  equivalent  to  being  absolutely  new.  That  is  the  way  in 
which  I  always  work,  and  always  expect  to  work.  Of  course, 
that  brings  in  both  the  question  of  physical  decay,  and  that  of 
its  adequacy  with  reference  to  the  amount  of  work  required  by 
the  company,  because  the  latter  affects  the  question  of  whether 
it  is  worth  while  to  put  the  apparatus  into  a  condition  as  good 
as  new.  If  it  is  not,  why  then,  of  course,  that  has  to  be  taken 
into  consideration.  But,  assuming  that  that  is  the  correct  way 
of  getting  at  the  present  value,  this  leads  me  up  to  the  point 
of  saying  that  a  great  deal  of  stress  ought  to  be  laid  upon  the 
statement  made  in  one  of  the  conclusions  of  Dr.  Humphreys' 
paper,  that  the  life  table  should  be  corrected  and  amended  from 
year  to  year  as  required  by  changes  in  existing  conditions.  The 
tendency  of  such  experts  as  Prof.  Marks,  and  Mr.  Adams,  and 
others  of  that  class,  is  not  to  base  depreciation  upon  the  condi- 
tion of  the  plant,  but  to  take,  for  example,  a  piece  of  apparatus 
and  simply  to  say  that  since  its  probable  life  is  thirty  years,  and 
it  has  been  in  use  ten  years,  33K^  per  cent,  of  its  value 
has  gone.  Xow  that  seems  rather  extreme,  but  in  a  case  with 
which  I  was  connected,  Mr.  Adams  did  take  a  piece  of  appara- 
tus and  attempt  to  fix  its  value  in  just  that  way.  He  acknowl- 
edged, however,  that,  so  far  as  he  knew,  it  was  in  good  condi- 
tion and  perfectly  adequate  for  the  purposes  of  the  company, 
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and  for  any  purpose  that  they  might  require  for  ten  or  fifteen 
years  in  the  future.  But  his  contention  was  that  so  many  years 
is  the  average  life,  and  that  30  per  cent,  of  these  had  passed, 
and  that  therefore  that  piece  of  apparatus  was  worth  30  per 
cent,  less  than  a  new  one. 

Now  in  regard  to  the  figures  on  our  books,  I  think  that  if 
we  rely  too  much  on  estimates  of  yearly  depreciation  without 
making  actual  examinations  to  find  the  value  of  the  plant,  we 
will  lay  a  certain  amount  of  foundation  for  adverse  theories 
of  that  kind.    We  want  to  be  very  careful  to  avoid  that. 

Another  point  that  has  been  made  by  these  so-called  ex- 
perts is  that  the  idea  of  charging  each  year  the  actual  loss  by 
depreciation  for  that  year  instead  of  taking  care  of  deprecia- 
tion by  a  sinking  fund  is  a  theory  that  has  been  brought  up  in 
the  last  two  or  three  years  to  meet  the  exigency  of  the  occa- 
sions which  have  arisen.  Bearing  on  that  very  important  point 
we  have  this  quotation  from  Dicksee  on  page  336,  also  one  from 
Mr.  Leake,  and  there  is  also  a  quotation  that  I  would  like  to 
call  attention  to  by  Matheson,  given  in  his  book,  "The  Depre- 
ciation of  Factories,"  in  which  he  states  that  the  cost  of  de- 
preciation is  the  annual  loss  through  depreciation.  With  their 
experience,  I  think  it  is  fair  to  assume  that  other  people  can 
look  at  it  in  the  same  way  without  much  hesitation. 

Now  as  to  the  reserve  to  cover  contingencies  like  changes 
in  the  price  of  material,  and  things  of  that  kind.  The  neces- 
sity for  that  was  strikingly  impressed  upon  me  by  this  same 
case  that  was  spoken  of  where  Mr.  Adams  took  oflF  30  per  cent, 
on  apparatus  as  good  as  new.  I  claimed  that  5  cents  per  thou- 
sand feet  of  gas  made  should  be  set  aside  as  a  reserve  to  meet 
possible  increase  in  prices  of  material  and  other  contingencies. 
I  was  not  cross-examined  particularly  on  that,  but  after  the 
hearing  the  Chairman  of  the  Commission,  who  was  hearing  the 
case,  met  me  at  the  station,  and  while  waiting  for  the  train  to 
come  to  take  us  out  of  town  I  had  a  conversation  with  him,  and 
he  rather  took  me  to  task  for  that  on  the  ground  that  it  was 
too  much,  because  owing  to  the  high  cost  of  materials  at  the 
time  he  thought  prices  were  not  apt  to  go  up.  I  acknowledged 
that  prices  were  high,  but  told  him  that  even  so  there  was  ne- 
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cessity  for  a  five-cent  reserve.  That  company  is  now  paying  a 
half  a  cent  more  per  gallon  for  gas  oil  than  they  were  at  that 
time,  and  that  alone  makes  a  difference  in  cost  of  gas  of  over 
two  cents  out  of  every  five  already. 

Mr.  p.  p.  Young:  Mr.  President,  I  have  been  much  inter- 
ested in  Dr.  Humphreys'  paper.  No  one,  after  hearing  it  read, 
ought  to  be  confused  between  the  actual  cost  of  depreciation  and 
figures  obtained  from  methods  of  treating  same.  The  balance 
sheet  of  a  company  should  represent  the  company's  exact  con- 
dition so  far  as  that  is  possible.  If  we  fail  to  take  up  depre- 
ciation charges  on  physical  property  the  only  tenable  theory 
that  we  can  advance  for  not  doing  so  is  that  the  value,  not 
shown  on  the  Balance  Sheet,  of  the  intangible  property  of  the 
Company,  franchises,  good-will,  etc.,  is  equal  to  the  amount  of 
depreciation  we  fail  to  take  up. 

The  paper  that  Dr.  Humphreys  has  read  is,  I  think,  unique. 
It  is  remarkable  how  very  little  literature  there  is  on  the  sub- 
ject of  Depreciation.  Dr.  Humphreys  has  referred  to  the 
works  of  Prof.  Dicksee  and  Mr.  Forstall  to  Matheson's  work 
on  "Depreciation  of  Factories."  Dr.  Humphreys  has  also  men- 
tioned a  paper  by  chartered  accountant,  Mr.  P.  D.  Leake, 
and  Dr.  Humphreys  has  now  made  a  notable  contribution  to 
the  subject. 

The  names  of  Dicksee  and  Matheson  are  those  of  authori- 
ties on  this  subject  and  we  must  now  add  the  two  other  names 
to  our  list. 

Mr.  Carter  has  suggested  the  term  "supersession'*  for  use 
in  place  of  the  term  "depreciation."  While  I  think  the  term 
supersession  is  a  good  one,  I  should  not  be  in  favor  of  doing 
away  with  the  use  of  the  older  term.  Depreciation  is  a  word 
that  has  come  to  mean  a  great  deal.  Its  usage  has  been  general. 
Accountants  in  England  have  always  used  the  term  as  cover* 
ing  all  of  the  three  elements  that  Dr.  Humphreys  has  named. 
Accountants  in  this  country  have  followed  that  practice.  The 
term  "depreciation"  is  so  well  understood  and  has  become  so 
intimately  associated  with  its  various  constituent  elements  that 
I  do  not  think  it  would  be  a  good  plan  to  discontinue  its  use. 
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The  question  of  how  much  depreciation  should  be  shown  in 
our  accounts  is,  of  course,  another  matter.  We  know  there  is 
such  a  thing  as  depreciation  and  we  can  approximate  its  cost, 
but  how  it  should  be  brought  into  the  accounts  is  a  matter  that 
requires  careful  consideration. 

I  have  been  attending  this  week  a  convention  of  the  Ameri- 
can Street  &  Interurban  Railway  Accountants'  Association, 
which  is  very  much  interested  in  this  matter  of  depreciation. 
They  have  a  committee  on  a  standard  form  of  accounts.  This 
committee  is  working  in  accord  with  the  Interstate  Commerce 
Commission  and  with  various  state  Public  Service  Commis- 
sions. 

The  Committee  on  uniform  accounting  of  the  National 
Etectric  Light  Association  are  to  hold  a  joint  meeting  with  this 
Street  Railway  Committee,  and  the  subject  of  "depreciation" 
will  probably  be  given  more  consideration  than  any  other  mat- 
ter. 

The  resolution  which  was  offered  by  Mr.  Doherty  is  a  good 
one. 

We  want  a  committee  on  accounting  that  has  an  under- 
standing of  accounts  to  co-operate  with  the  railway  and  elec- 
tric lighting  committees  so  that  this  important  work  relating  to 
accounts  may  be  properly  considered. 

I  have  always  regretted  that  Gas  Associations  generally 
have  not  paid  more  attention  to  accounting,  and  I  hope  this 
paper  will  mean  a  departure  from  that  policy. 

A  Member  :  There  is  one  point  which  has  been  brought  out 
I  think,  and  that  is  one  which  makes  you  think  how  necessary 
it  is  to  be  absolutely  exact  in  charging  off  matters  of  depre- 
ciation. When  it  comes  to  making  your  factory  returns  jibe 
with  your  books,  then  watch  out,  and  do  not  put  too  low  a 
value  on  your  plant  or  the  municipal  people  will  take  it  up.  It 
makes  you  think  how  very  close  you  must  watch  yourself. 

The  President:  I  will  take  this  occasion  to  make  a  couple 
of  announcements.  No  banquet  tickets  will  be  sold  after  ten 
A.  M.  to-morrow  morning.     Mr.  T.  C.  Jones,  our  Treasurer, 
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says  that  he  would  be  glad  to  receipt  for  any  dues  which  may 
be  due  to  the  Institute. 

Now  is  there  any  further  discussion  on  this  paper? 

Dr.  Humphreys:  Gentlemen,  I  feel  that  I  have  taken  too 
much  of  your  time  already,  but  there  are  a  few  things  I  should 
like  to  add,  which  will  take  but  a  few  minutes  to  say. 

I  thank  you  for  the  discussion  so  far  as  it  has  gone ;  I  will 
refer  only  to  some  of  the  points  which  have  been  made. 

Let  me  refer  to  the  statement  made  by  Mr.  Young  as  to  the 
limited  amount  of  literature  on  this  subject.  There  is  one  im- 
portant paper  which  was  written  some  years  ago,  and  which 
has  not  been  mentioned,  and  that  is  a  paper  which  was  pre- 
pared by  Mr.  G.  G.  Ramsdell,  and  read  before  the  New  York 
Society  of  Gas  Lighting.  Whether  that  is  now  open  for  gen- 
eral reference  I  do  not  know,  but  I  presume  it  is  so. 

With  regard  to  Mr.  Carter's  reference  to  the  fact  that  the 
courts  probably  would  not  accept  as  of  material  importance 
the  valuations  of  plants  located  at  a  distance  as  affecting  the 
valuation  of  a  local  plant,  possibly  that  may  be  the  case  in  some 
courts,  but  I  am  sorry  to  say  that  I  have  not  the  same  amount 
of  confidence  in  all  the  courts.  As  to  the  New  York  Commis- 
sion, recently  deceased,  I  know  it  was  not  so,  and  he  knows  it 
was  not  so  if  he  will  stop  and  reflect  a  little.  In  the  New 
York  Consolidated  Gas  case  evidence  was  brought  in  by  the 
experts  against  the  Company  as  to  the  value  of  plants,  some  of 
them  three  thousand  miles  away,  and  when  I  went  in  to  testify 
against  that  evidence,  and  to  show  the  inapplicability  of  some 
of  it,  I  wasn't  allowed  to  testify  on  any  of  those  places.  Out- 
side of  the  record  one  member  of  the  Commission  asked  me  to 
favor  him  with  a  copy  of  my  rather  elaborate  tables  prepared 
for  use  as  evidence,  making  the  statement  that  they  would 
be,  no  doubt,  of  great  value  to  the  Commission — but  notice, 
this  was  to  be  outside  of  the  evidence. 

Mr.  Carter  also  made  a  remark  in  regard  to  the  history 
of  a  plant  commending  itself  to  the  court.  It  should.  That 
lies  at  the  very  basis  of  what  I  am  trying  to  urge  in  this  whole 
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matter,  but  if  that  history  is  not  a  correct  history  it  is  of  no 
value  or  worse  than  no  value.  If  such  a  company  as  his  can 
go  back  for  thirty  years  or  more,  and  show  a  correct  history, 
and  show  the  values  as  they  actually  existed  it  is  of  com- 
manding importance. 

Now  I  still  prefer  to  differ  with  Mr.  Carter  on  the  question 
of  the  difference  between  Depreciation  and  Contingency  Re- 
serve. We  differ  on  very  few  points,  as  Mr.  Carter  knows. 
I  contend  that  on  the  very  point  of  exactness  in  accounts  as 
to  which  he  is  properly  so  particular  in  emphasizing,  that  we 
should  distinguish  between  the  two.  There  is,  of  course,  a 
very  essential  difference  between  depreciation  and  the  reserve 
held  against  contingencies  which  may  or  may  not  materialize. 
We  know  that  depreciation  will  materialize.  We  know  that 
year  by  year  there  will  be  an  item  of  cost  for  depreciation; 
we  are  not  so  sure  as  to  the  item  coyered  by  contingency  reserve. 
That  might  be  regarded  as  a  cushion  between  cost  plus  return 
on  our  investment  and  price  charged  per  thousand. 

Now  I  want  to  say  a  word  or  two  about  Mr.  Barker's 
criticism.  I  am  not  quite  sure  whether  I  took  in  his  criticism 
accurately  or  not,  but  what  I  really  understood  was  that  he 
thinks  that  this  subject  ought  to  be  treated  from  a  practical 
standpoint ;  that  I  have  not  been  so  treating  it,  but  that  I  have 
been  treating  it  from  a  theoretical  standpoint.  I  suppose  in 
that  case  that  my  thirty  odd  years  of  practical  experience  is 
to  be  wiped  out,  and  that  my  experience  of  five  years  as  a 
college  president  makes  me  a  theoretical  man  and  disqualifies 
me  from  being  a  practical  man. 

Mr.  Barker:  Oh,  no.  Nothing  of  the  sort.  I  would  be 
the  last  man  to  suggest  any  such  thing.  I  think  what  I  said 
was  this :  that  the  paper  showed  a  marked  contrast  between  the 
method  of  approach  of  the  purely  theoretical  man,  and  the  man 
who  combines  both  theory  and  practical  experience,  as  Mr. 
Humphreys  certainly  does.     (Applause.) 

Dr.  Humphreys:  I  will  take  it  all  back,  Mr.  Barker. 

Mr.  Barker:  I  tried  to  make  mvself  clear,  but  if  I  con- 
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veyed  any  such  impression  as  that  I  am  very  sorry.    I  did  not 
intend  to. 

Dr.  Humphreys:  The  fact  is,  I  evidently  did  not  under- 
stand Mr.  Barker.  I  thought  he  was  making  the  suggestion 
that  my  paper  was  purely  a  theoretical  discussion  of  the  sub- 
ject, and  it  would  have  to  be  considered  from  that  standpoint. 
It  must,  of  course,  be  considered  as  a  business  question,  and  if 
you  will  refer  to  pages  352  and  353  you  will  find  that  I  have 
done  so.  We  must  take  up  and  consider  every  phase  of  the  mat- 
ter when  we  are  considering  the  question  of  dq^reciation, 
namely,  from  the  standpoint  of  the  constructing  engineer,  the 
operating  engineer,  the  man  of  business,  and  finally  that  of  the 
accountant. 

I  would  like  to  refer  once  more  before  I  close  to  the 
question  which  came  up  as  to  the  use  of  terms.  I  quite  agree 
with  the  gentleman  who  objected  to  doing  away  with  the 
term  "depreciation,"  and,  on  the  other  hand,  I  do  agree,  to  a 
certain  extent  with  the  idea  of  employing  terms  which  could 
be  more  easily  understood.  In  my  lectures  to  the  Stevens  stu- 
dents I  am  very  apt  to  push  "depreciation"  aside  as  much  as 
possible,  and  to  lead  the  young  men  on  to  appreciate  that  after 
all  depreciation  and  repairs  or  maintenance  are  firmly  bound 
together,  and  that  they  cannot  be  separated.  I  rather  divide 
up  the  subject  under  these  heads:  repairs  and  current  re- 
newals, deferred  renewals,  as  for  instance,  the  refilling  of  re- 
tort benches,  and  final  renewals,  the  last  being  what  we  would 
ordinarily  call  "depreciation,"  but  I  try  to  treat  the  whole 
subject  of  wear  and  tear  and  depreciation  under  these  heads 
just  named,  and  I  use  those  terms  a  great  deal  more  than  I 
do  depreciation,  but  I  also  define  depreciation  in  connection 
with  the  terms  I  more  often  use,  because  the  student  must  be 
prepared  to  know  what  the  term  depreciation  is  supposed  to 
cover. 

I  thank  you,  gentlemen,  and  apologize  for  taking  so  much 
of  your  time. 

The  President:  I  would  like,  before  adjourning,  to  ask 
the  Committees  on  Next  Place  of  Meeting,  President's  Address, 
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and  Nominations  if  they  will  be  ready  to  report  from  10.45  on, 
to-morrow  morning. 

Dr.  Humphreys:  According  to  the  by-laws  the  Nomin- 
ating Committee  must  report  the  first  day,  or  there  must  be 
twenty  or  more  members  objecting.  Are  you  going  to  have 
enough  to  carry  it  over? 

The  President:  There  was  unanimous  consent  given  to 
the  postponement  of  the  report  this  morning,  and  that  amounts 
to  a  suspension  of  the  by-law.  Will  those  Committees  please 
be  ready  to  report  to-morrow  morning? 

We  will  now  adjourn  until  to-morrow  at  ten  o'clock. 

The  Institute  adjourned  to  10  A.  M.  Thursday,  October 
17th. 


Second  Day — Morning  Session. 

Convention  called  to  order  at  10:05  a.  m.,  President 
Walton  Clark  in  the  chair. 

The  President:  The  meeting  will  please  come  to  order. 
The  first  business  of  the  morning  is  the  report  of  the  "Wrinkle 
Departmient,"  by  Mr.  M.  R.  Bump,  Editor. 

Mr.  Bump:  Mr.  President  and  Gentlemen,  I  was  rather 
unfortunate  in  getting  a  late  start  on  the  work  of  the  Wrinkle 
Department  this  year,  and  also  in  being  away  from  my  office 
a  good  deal  of  the  time,  and  some  of  the  material  I  wa^  un- 
able to  get  in  shape  to  put  into  this  report,  and  therefore  I 
merely  put  in  what  I  had  time  to  get  in  shape,  and  what  came 
in  in  time  to  hand  to  the  printers.  The  consequence  is,  I  have 
considerable  material  which  I  can  hand  to  the  Editor  of 
next  year's  Wrinkle  Department,  and  which  I  think  will  prove 
of  value.  I  desire  to  present  the  material  as  contained  in  the 
proceedings,  and  also  desire  to  thank  the  members  of  the  Insti- 
tute for  the  valued  assistance  which  they  have  given  me. 
Considering  the  late  start,  the  results  reflect  credit  on  the  co- 
operative spirit  of  our  members. 
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M.  R.  Bump,  Editor. 


Electric  Cut-Off  for  Relief  Holder  Protection. 

This  device  consists  of  a  heavy  magnet,  revolving  drum  and 
cut-oflf  attachment  for  releasing  dnmi  when  wound  up,  all 
attached  to  heavy  wood  base,  so  that  the  apparatus  may  be 
attached  to  any  wall. 

B.  &  C. — These  are  pole  pieces  and  moveable  armature  of 
a  strong  magnet  attached  to  P,  an  iron  support,  with  binding 
post  extensions ;  and  O,  a  two-piece  bracket  having  pivot  holes, 
or  journals  in  which  the  extended  axles  of  C  work. 

Armature  C  is  connected  with  pawl  Al,  and  moveable 
lever  E  by  means  of  a  **T"  shaped  lever  D,  so  that  when  D 
is  raised  contact  is  made  between  binding  post  H  and  lever  E, 
and  pawl  Al  is  pushed  into  a  notch  of  A,  thus  blocking  the 
movement  of  A.  If  D  is  lowered,  it  cuts  the  circuit  and 
releases  A,  which  is  free  to  revolve  as  the  weight  drops,  thus 
drawing  down  on  the  cord  connected  with  a  quick  closing 
valve  Z,  which  is  placed  in  the  steam  supply  line  of  the  exhaust 
engine.  This  downward  jerk  closes  valve  Z  and  stops  the 
exhauster. 

(E)  is  separate  from  (D)  and  pivots  on  the  end  of  hori- 
zontal arm  of  D,  as  well  as  at  the  end  of  F,  so  that  downward 
motion  of  D  at  the  pivot  point  causes  upward  motion  of  E  at 
the  point  of  contact  with  H. 

Direction  of  Current.  Current  comes  in  over  line  wire  Y 
to  binding  post  N,  then  to  binding  post  G  and  to  connection 
E  at  L;  through  E  to  H  (when  contact  is  made),  then  to 
small  wire  passing  through  magnet  coils  and  down  to  M,  then 
to  the  knife  switch  K,  which  is  merely  a  cut-off  to  break  the 
circuit. 
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K  is  not  necessary  when  there  is  no  contact  at  top  of  holder. 
If  only  one  contact  on  the  holder  is  used,  and  that  one  at  the 
bottom,  the  machine  will  not  stop  the  exhauster  when  the 
holder  reaches  the  top,  so  that  one  setting  each  time  it  trips 
will  keep  it  in  readiness  for  work.  We  use  signal  lights  for 
top  connection  on  relief  holder,  which  are  cut  in  on  the  same 
circuit  as  the  cut-oflf;  therefore  leave  knife  switch  open  until 
ready  to  let  the  holder  down  for  the  last  time,  then  close  it 
and  raise  D ;  this  makes  the  circuit  complete  at  E  and  H  and 
raises  the  armature  C. 

As  the  current  excites  the  magnet  coils,  C  is  drawn  down 
which  releases  A  and  breaks  contact,  so  no  heating  effect  is 
obtained  in  the  coils  of  the  magnet. 

A  window  weight  is  attached  at  the  end  of  the  -moveable 
cord,  and  as  it  drops,  the  drum  is  revolved  and  the  cord  lead- 
ing to  the  valve  is  wound  up,  pulling  up  on  the  handle  of  the 
quick  closing  valve  on  the  steam  line,  closing  it  and  shutting 
off  the  exhauster. 

This  cord  can  be  run  for  quite  a  distance  over  pulleys  and 
in  any  direction  if  necessary. 

Q  is  a  cast  iron  support  for  A,  being  made  from  a  reel  used 
for  raising  street  arc  lights. 

I  is  a  piece  of  ebonite  insulation  and  I  a  thin  sheet  insula- 
tor to  keep  the  current  from  sparking  across  from  support  of 
H  to  support  of  moveable  armature  C. 

Pulley  J  simply  deflects  the  cord  and  gives  a  greater  arc 
of  contact  between  the  cord  and  drum. 

Holder  Contacts.  For  contact  with  the  holder,  use  a  brass 
"T"  shaped  strip  extended  from  the  guide  wheel  frame  and 
connected  to  a  free  wire  at  the  top  of  the  holder,  so  that  the 
movement  up  and  down  will  not  be  retarded  or  interfered 
with  in  any  way.  This  free  wire  should  be  connected  to  one 
of  the  line  wires  of  the  circuit.  For  contact  at  the  bottom, 
the  other  line  wire  should  be  connected  to  a  stationary  brass 
spring  about  nine  inches  long  by  two  inches  wide,  fastened  at 
one  end  and  arched  so  that  when  the  movable  contact  on  the 
holder  touches  it,  it  may  move  freely  over  the  spring;  and  if 
the  holder  should  be  allowed  to  go  so  low  that  this  movable 
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contact  passes  the  spring,  in  returning  it  will  not  be  obstructed 
and  make  a  contact  again  on  the  upward  movement  of  the 
holder. 

Bells  and  lights  for  signals  may  also  be  cut  in  by  the  same 
contact  if  so  desired.  If  all  connections  are  properly  made 
the  machine  should  not  allow  the  holder  to  drop  more  than  an 
inch  and  a  half  after  contact  is  made,  and  the  exhauster  should 
be  stopped  within  a  few  revolutions  after  the  drop  is  released. 

W.  R.  Rhodes, 

Supt.  Springfield  (111.)  Gas  Light  Co. 
111.,  No.  1. 


Changing  Wet  Lute  to  Dry  Lute  Purifiers. 

This  method  consists  in  filling  the  water  lutes  with  con- 
crete and  making  a  neat  cement  face  on  the  top.  The  covers 
of  the  boxes  were  cut  at  the  corners  and  spread  until  a  flat 
surface  was  made  all  around  to  cover  the  cement  face.  They 
are  held  in  place  by  anchor  bolts  imbedded  in  the  concrete,  and 
a  gasket,  consisting  of  cotton  hose  covered  with  graphite  and 
boiled  oil,  is  used. 

Thomas  Crawford,  Gen.  Mgr., 
Clinton  (Iowa)  Gas  Light  &  Coke  Co. 


Temporary  Scaffold  under  Bridges. 

This  consists  of  made  up  vertical  and  horizontal  pieces 
which  can  be  quickly  assembled,  as  shown  in  the  accompany- 
ing sketch.  The  horizontal  pieces  are  of  smaller  diameter  than 
the  vertical  and  simply  slide  through  the  tees. 

A.  J.  Daly,  Supt., 
North  District  Laclede  Gas  Light  Co., 

St.  Louis,  Missouri. 
111.  Xo.  2. 
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Protection  for  Blast  Pipe  Lines. 

In  addition  to  the  contrivances  ordinarily  employed  to  avoid 
explosions  in  blast  lines,  we  have  found  a  very  effective  way 
to  further  protect  the  blast  lines  from  explosions  or  kick-backs. 
This  is  accomplished  with  a  device  constructed  as  follows: 

Cut  a  hole  in  the  tee  that  is  connected  with  the  blast  valve 
of  the  generator — ^hole  to  be  about  one-half  the  area  of  the 
blast  pipe — and  rivet  in  the  tee  around  the  hole  a  double 
flanged  ring.  Between  the  ring  flanges  place  a  piece  of  % 
inch  sheet  asbestos  across  the  aperture.  In  case  of  leak  from 
the  blast  valve,  the  explosion  will  blow  out  the  sheet  asbestos 
and  thereby  save  the  pipe. 

W.  B.  Cline, 

Los  Angeles  Gas  &  Electric  Co. 
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Asbestos  Rope  for  Gaskets  on  Dry  Lute  Purifiers. 

We  formerly  had  considerable  trouble  keeping  the  cover 
joints  tight  on  our  dry  seal  purifiers,  especially  when  the  gas 
was  hot  or  the  pressure  high,  say  from  60  to  80  inches  of 
water.  Red  lead  putty  was  satisfactory  in  the  days  when  the 
pressure  was  from  20  to  40  inches.  We  now  use  asbestos 
gaskets  on  all  our  purifiers.  An  asbestos  soft-twisted  }i  inch 
rope  is  used  as  a  gasket,  and  such  a  gasket  has  held  perfectly 
tight  with  87  inches  of  pressure.  Before  setting  the  gasket, 
apply  a  thin  coat  of  red  lead  to  the  top  of  the  purified  box 
where  the  asbestos  rope  is  to  be  placed.  After  the  gasket  is  set 
and  just  before  setting  the  cover  of  the  box,  apply  a  thin  coat 
of  a  paint  composed  of  a  mixture  of  graphite  and  oil  to  the 
under  side  of  the  cover  where  the  flanged  part  will  rest  on 
the  asbestos  gasket  on  the  top  of  the  box. 

The  asbestos  is  far  cheaper  than  red  lead  putty  and,  if  set 
in  the  manner  just  described,  will  last  from  twelve  to  fifteen 
months  without  renewing,  and  it  forms  a  very  tight  joint,  pre- 
venting leakage  of  gas  in  the  purifier  house. 

W.  B.  Cline, 
Los  Angeles  Gas  &  Elec.  Co. 


Stopper  for  Gas  Off-Take, 

to  enable  blasting  generator  while  seal  or  scrubber  is  being 
cleaned. 

A  convenient  valve  or  stopper  for  a  gas  oflF-take  pipe 
between  seal  and  generator,  which  will  enable  the  operator  to 
blast  his  machine  while  cleaning  seal,  and  will  also  prevent 
any  danger  from  explosions  between  seal  and  generator  while 
cleaning  or  preparing  to  clean  seal  or  wash  box,  is  constructed 
as  follows : 

Take  a  piece  of  sheet  steel  about  %  ii^ch  thick  and  have  a 
steel  disc  made  about  2  inches  greater  in  diameter  than  the 
cross-section  of  the  oflF-take  pipe.  This  disc  should  be  ''dished" 
about  4  inches,  and  an  eye  bolt  fastened  in  the  centre.  It  is 
then  placed  in  a  cage  on  the  under  side  of  washer  diaphragm 
directly  under  gas  oflF-take  pipe,  and  the  oflF-take  pipe  beveled 


Digitized  by  VjOOQIC 


37» 

on  the  inside  edge  to  conform  to  the  "dish"  of  the  disc.  A 
rod,  one  end  of  which  is  hooked  to  the  eye  bolt  in  the  disc,  is 
then  passed  up  through  the  cleaning  elbow  and  door  of  the 
off-take  pipe — a  small  hole  having  been  cut  in  door  to  admit 
rod,  and  a  rod  throat  attached  to  door  through  which  the  rod 
is  passed.  The  upper  end  of  the  rod  for  about  15  inches  of 
its  length  is  threaded,  and  with  the  aid  of  a  6  inch  hand  wheel 


111.  No.  3— Stopper  for  Gas  Off-Take. 

with  a  thread  cut  through  the  centre,  working  on  the  threaded 
rod,  it  is  a  simple  matter  to  screw  the  disc  tight  up  against 
the  beveled  edge  of  the  gas  off-take  pipe.  The  cage  that  holds 
the  disc  is  made  of  two  pieces  of  2  inch  by  Yi  inch  flat  iron 
bent  at  right  angles  and  crossed  at  center,  with  a  bolt  at  the 
intersection,  and  the  four  ends  cap-screwed  to  the  under  side 
of  the  diaphragm.     The  cage  should  be  made  as  deep  as  the 
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cross  section  of  the  off -take  pipe.  When  the  stopper  is  not  in 
use  (when  the  generator  is  running),  the  disc  rests  on  bottom 
of  cage,  the  rod  and  wheel  having  been  taken  out  of  elbow 
entirely. 

W.  B.  Cline, 
Los  Angeles  Gas  &  Electric  Co. 
111.,  No.  3. 

High  Pressure  Drip  Cock  Wrench. 

This  wrench  is  designed  for  use  in  opening  the  cock  for 
blowing  high  pressure  drip  boxes. 

C.  J.  Fox, 
Suburban  Gas  Co.,  Chester,  Pa. 
111.,  No.  4. 

Repairing  a  Cracked  Compressor  Cylinder. 

The  following  method  was  used  in  order  to  make  quick 
repairs  to  an  18  inch  diameter  cylinder  which  had  been  cracked 
by  fire,  which  destroyed  the  roof  of  the  compressor  room : 

The  inner  cylinder  was  cracked  through  half  its  circum- 
ference. Starting  at  one  end  of  the  crack,  we  drilled  a  ^ 
inch  tap  hole  for  ]/^  inch  pipe  thread,  plugging  this  hole  with 
an  %  inch  pipe  threaded  rod  and  cutting  off  flush  with  the 
cylinder.  Then  along  the  crack  we  drilled  a  second  hole  over- 
lapping the  first  plug,  and  plugging  it  with  a  threaded  rod  as 
in  the  first  case.  We  continued  this  treatment  throughout  the 
entire  length  of  the  crack,  which  required  130  holes,  practi- 
cally forming  a  solid  plug  throughout  the  entire  crack.  This 
immediately  stopped  the  water  leak  and  also  the  gas  leak,  and 
we  believe  the  outer  shell  of  the  cylinder  is  strong  enough  to 
hold  the  inner  section,  and  that  the  cylinder  will  now  last  the 
lifetime  of  the  balance  of  the  compressor. 

This  same  method  may  be  used  in  repairing  boiler  cracks. 
It  might  not  answer  on  a  single  casting  like  a  steam  cylinder, 
as  in  that  event  it  would  act  as  a  wedge  and  tend  to  split  the 
cylinder  further. 

J.  D.  Shattuck, 

Suburban  Gas  Co.,  Chester,  Pa. 
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Repairs  to  Damaged  Relief  Holder. 

The  holder  was  damaged  by  being  drawn  down  against  a 
4  inch  "U"  pipe,  used  for  pumping  tar  into  the  holder  tank,  and 
which  had  slipped  out  ol  place  and  come  in  contact  with  the 
cup  of  the  inner  lift  of  a  200,000  ft.  relief  holder.  When  dis- 
covered, five  goose  necks  were  broken  off  from  the  inner  sec- 
tion, the  balance  were  off  the  guides,  the  holder  was  canted 
about  two  sheets,  and  the  cup  was  rolled  like  a  piece  of  paper 
where  the  pipe  struck  it,  and  the  holder  badly  buckled  on  the 
side.  The  damage  occurred  during  a  storm  and  the  water  gas 
maker  relied  on  the  tell  tale  which  showed  no  sign  of  the 
trouble.  Holder  makers  said  the  only  way  to  repair  the  damage 
was  to  land  the  section,  clean  the  tank  which  contained 
100,000  gallons  of  tar,  raise  the  outer  section  by  jack  screws 
and  cut  out  and  replace  the  damaged  portions.  Instead  of  this 
method  the  following  plan  was  employed : 

We  first  landed  the  section,  thoroughly  ventilated  it  by  air 
blast,  syphoned  two  inches  of  light  oil  from  the  surface  of  the 
tank  by  means  of  inverted  syphons  working  near  the  surface. 
We  then  blew  the  inner  section  up  with  air.  We  cut  holes 
through  the  grip  of  the  outer  section  at  each  column  and  in- 
serted through  these  holes  heavy  hooks  that  had  been  made. 
(111.  No.  6.)  These  hooks  we  attached  by  means  of  a  two- 
inch  hemp  cable  to  the  horizontal  girder.  The  pressure  gauge 
on  the  holder  designated  a  pressure  of  3  inches.  The  air  was 
permitted  to  escape  until  there  was  a  ^/lo  in.  pressure  on  this 
gauge  and  the  crown  was  just  waving.  This  stretched  the 
cables  nearly  one  foot.  We  then  tied  the  goose-necks  to  the 
column  as  securely  as  possible  and  then  let  the  balance  of  the 
air  out  of  the  section  so  that  the  goose-necks  took  some  of  the 
weight.  We  found  that  we  had  succeeded  in  hanging  the  sec- 
tion level  and  it  stayed  level  throughout  the  three  weeks  that 
it  hung  on  the  cables,  the  cables  stretching  during  that  time 
nearly  another  foot.  We  then  drew  the  water  down  in  the  tank 
below  the  cup  and  proceeded  to  cut  out  the  damaged  section 
of  the  holder  (as  shown  in  print  No.  5),  and  took  out  the 
bent  cup,  sent  the  piece  to  a  nearby  ship-building  place  and 
had  the  channel  iron  re-rolled.     We  put  this  section  of  the 


Digitized  by  VjOOQIC 


382 

cup  together  on  the  ground  and  were  ; 
place  with  very  little  difficulty,  contrar 
by  holder  people,  who  said  that  the 
together  at  this  point  when  the  section 
would  be  practically  impossible  to  force 
piece  in  again.  As  a  matter  of  fact,  th 
into  place. 

The  most  difficult  job  of  the  entire  w( 
two  feet  of  channel  iron  of  the  next  secti 
to  cut  any  more  than  the  one  section,  anc 
bent  piece  back  by  hand  we  made  a  numi 
made  a  number  of  tools  to  drive  up  the 
corners.  We  succeeded  in  driving  up  ev 
the  work.  The  end  that  was  bent  bad 
shaped  in  place  by  means  of  the  above  r 
perfectly  true,  but  it  is  joined  up  with  th 
out,  and  has  made  a  tight  job.  The  load  was  8,200  pounds  on 
each  cable  and  column. 

The  air  was  kept  pure  in  the  holder  by  means  of  a  canvas 
air  blast.  The  entire  work  was  completed  in  about  three  weeks 
and  at  a  cost  of  about  one-third  of  any  estimate  given  us  by 
holder  builders  for  making  these  repairs,  and  also  without 
accidents  of  any  kind. 

J.  D.  Shattuck, 
Suburban  Gas  Co.,  Chester,  Pa. 

111.,  Nos.  5  &  6, 


Store  Room  System. 

Bins  are  arranged  with  all  fittings  of  the  same  size  in  a 
horizontal  line  and  all  those  of  the  same  kind  in  a  vertical  line. 
To  the  top  of  each  bin  a  tin  drawer  is  fastened.  Checks  are 
stamped  with  the  first  letter  or  number  of  each  account.  When 
any  number  of  any  size  of  fittings  is  withdrawn,  that  number 
of  checks  are  put  in  the  drawer  indicating  what  use  was  made 
of  the  fittings.  At  the  end  of  each  month,  the  checks  arc 
withdrawn  and  counted,  and  the  total  withdrawn  entered  on 
the  store  room  record.  They  are  then  classified  and  counted 
for  report  of  materials  on  diflferent  classes  of  work.    The  in- 
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ventory  is  then  checked  by  means  of  cards  in  each  box,  show- 
ing number  purchased  and  used  each  month.  This  system 
saves  a  great  deal  of  clerical  work  at  the  end  of  the  month  and 
enables  the  storekeeper  to  keep  very  close  account  of  his  stock. 

C.  A.  Werber, 
Atlanta  (Ga.)  Gas  Light  Co. 


Method  of  Sealing  Off  Worn  Out  Retorts. 

Where  several  retorts  are  connected  to  a  single  pipe  and 
it  becomes  necessary  to  blind  one  of  them,  considerable  diffi- 
culty is  encountered  in  making  a  tight  job  by  the  ordinary 
method  of  building  a  single  12  inch  brick  wall  inside  the 
mouthpiece.  In  order  to  overcome  this  difficulty  the  follow- 
ing plan  has  been  successfully  employed,  with  the  result  of 
materially  increasing  the  candle  power : 

Build  three  walls  of  single  brick  thickness;  the  first  about 
one  foot  inside  the  retort;  the  second  just  inside  the  retort, 
and  the  third  in  the  mouthpiece  itself. 

The  first  wall  acts  merely  as  a  deflector  of  heat  from  the 
second  wall,  which  should  be  built  as  carefully  as  possible  and 
mudded  thoroughly  with  fire  clay.  The  third  is  also  carefully 
built  and  so  placed  that  even  if  air  does  leak  in  between  the 
mouthpiece  and  retort,  that  it  cannot  be  drawn  into  the  gas. 

Paul  McMichael,  Supt., 
Atlanta  (Ga.)  Gas  Light  Co. 


Check  System  for  Meter  Repairers. 

Each  man  in  repairing  a  meter  is  required  to  solder  a  num- 
ber or  tag,  indicating  date  meter  was  repaired,  on  the  bottom 
of  the  meter  and  on  the  left  side  near  the  top  place,  his  ini- 
tials. Should  there  be  any  further  trouble  with  the  meter,  a 
glance  will  show  when  and  by  whom  it  was  repaired.  Also  on 
the  inside  on  the  back  plate  the  repairer  writes  the  nature  of 
repairs  made  by  him.  The  result  has  been  to  make  the  repair 
men  very  careful  in  their  work. 

Geo.  W.  Ackerman, 
Atlanta  (Ga.)  Gas  Light  Co. 


Digitized  by  VjOOQIC 


386 

Charging  Device  for  Inclined  Retorts. 

One  of  the  objections  urged  against  the  use  of  the  inclined 
retort  system,  especially  at  small  gas  works  was,  that  the  cost 
of  coal  storing  and  charging  apparatus  would  be  out  of  pro- 
portion to  the  advantages  derived  by^  reason  of  simplicity  in 
drawing  and  charging  the  retorts  as  compared  with  the  hori- 
zontal retorts. 

We  have  had  in  successful  operation  during  the  last  twenty 
months  a  simple  device  for  charging  inclined  retorts  which  may 
be  largely  explained  by  means  of  the  accompanying  photo- 
graphs. 

Illustration  No.  7  shows  a  "Farmer's  Dump  Wagon"  in 
which  the  charge  is  carried  from  the  coal  shed,  weighed,  and 
then  raised  to  the  charging  floor,  by  means  of  a  common 
hydraulic  elevator ;  to  be  dumped  into  the  retort  as  shown  on 
the  illustration. 

The  wagon  is  loaded  for  one  retort  only ;  as  our  charges 
are  governed  entirely  by  the  quantity  of  gas'  required ;  and 
range  from  400  lbs.  to  sometimes  over  600  lbs.  per  charge ;  the 
duration  also  ranging  from  4  to  6 — or  even  8  hours,  regulated 
by  the  necessity  for  gas  as  just  mentioned. 

The  lower  retorts  are  charged  by  the  dump  wagon  being 
rolled  to  the  open  mouthpiece  of  the  retort,  and  then  tilted 
until  the  contents  of  the  wagon  are  in  the  retort. 

The  evenness  with  which  the  charges  distribute  themselves 
leaves  nothing  to  be  wished  for.  The  upper  retorts  are  charged 
in  like  manner;  only  that  in  their  case,  the  elevator  must  lift 
the  wagon  a  little  higher;  which  is  then  rolled  upon  a  small 
wagon  with  a  flat  platform  top. 

This  is  then  rolled  up  to  the  retort,  and  the  charge  dumped 
as  before.     (See  Fig.  7.) 

The  actual  time  required  to  dump  the  coal  into  the  retort 
is  about  8  to  10  seconds,  and  the  whole  operation  of  drawing 
and  charging,  from  the  time  the  lids  are  opened  until  again 
closed,  requires  less  than  four  minutes  for  one  man  to  draw 
the  charge,  augur  the  stand  pipe,  charge  the  retort  and  close 

the  lids. 

B.  F.  Bullock, 
111.,  No,  7.  Fredericksburg,  Va. 
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Shield  for  Outside  Gas  Arcs. 

A  simple  shield  to  protect  mantles  from  wind  while  clean- 
ing outside  arc  lamps  is  made  by  cutting  a  piece  of  heavy  can- 
vas 28  inches  long  and  fastening  same  on  wires,  as  shown  on 
the  accompanying  sketch. 

Mr.  Frazer,  Battle  Creek  (Mich.)  Gas  Co. 

Ill,  No.  8. 
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IlL  No.  8— Shield  for  Outside  Gas  Arcs. 

Respirator. 
To  Enable  a  Man  to  Work  in  a  Gaseous  Atmosphere, 

The  head'  piece  is  an  ordinary  workman's  cap,  to  which  is 
attached  face  protector  made  of  sheet  tin,  oiled  silk  and  clear 
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celluloid;  rubber  tubing  attached  to  waist  as  shown;  air  sup- 
plied by  centrifugal  fan  mounted  in  box ;  air  pressure  main- 
tained uniform  by  large  gas  bag  as  shown,  or  by  ordinary  gas 
engine  bag  inserted  in  tubing.  A  constant  pressure  is  main- 
tained within  the  face  protector,  so  that  there  is  a  constant 
outward  flow  around  the  edges  at  cheeks  and  chin.  Two  head 
pieces  are  attached  to  the  pump,  the  tubing  leading  to  each 
head  piece  being  of  1  inch  diameter,  and  the  tubing  from 
junction  back  to  pump  being  V^  inch.  This  device  is  home- 
made. 

United  Gas  Improvement  Co., 
Philadelphia  Gas  Works, 
Distribution  Department. 
PHOTO  CUTS  9,  10,  11. 


Meter  Test  Orifice. 

This  is  a  safety  device  used  in  turning  on  gas.  It  is  not 
safe  to  depend  on  watching  the  meter  dial  for  movement  of  the 
same,  because  there  is  no  certainty  that  the  meter  is  in  such 
condition  that  it  will  register  at  small  rates  of  consumption. 
If  the  meter  has  an  internal  leak,  it  will  pass  some  gas  without 
movement  of  the  test  hand,  and  thus  deceive  the  person  watch- 
ing same.  The  orifice  for  sizes  up  to  100-light  inclusive  is 
made  of  cast  aluminum,  the  disc  is  of  brass,  and  the  small  hole 
is  of  proper  size  to  pass  ^  of  a  cubic  foot  of  gas  per  hour 
under  20  tenths  pressure.  When  ready  to  turn  on  gas,  the 
operator  screws  test  orifice  on  meter  outlet  screw,  disconnect- 
ing the  riser,  if  necessary.  Gas  is  then  turned  on  meter  and 
the  operator  observes  if  test  hand  moves  within  a  stated  time, 
as  described  in  schedule  furnished  him.  If  so,  he  knows  that 
meter  is  in  condition  to  register  a  flow  of  gas  at  the  rate  of  ^ 
of  a  cubic  foot  per  hour,  or  over.  Test  orifice  is  then  removed, 
meter  attached  to  house  piping,  gas  turned  on,  and  if  test 
hand  of  meter  shows  no  movement  in  same  length  of  time, 
operator  is  sure  house  piping  is  tight  and  no  burners  are  open. 
This  test  orifice  is  also  found  useful  in  complaints  of  leaks,  as 
it  enables  the  workman  to  form  some  idea  of  the  size  of  leak 
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in  house  piping,  by  comparing  rate  of  movement  of  the  meter, 
when  attached  to  house  piping,  with  the  rate  shown  when  the 
test  orifice  is  on.  For  larger  sizes  the  test  orifice  is  made  of 
cast  brass  with  brass  disc,  as  shown. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works, 
111.  No.  12.  Distribution  Department. 


Meter  Setting  Gauge. 

This  gauge  is  used  in  setting  meters,  its  object  being  to 
strain  the  meter  and  meter  screws  as  little  as  possible.  The 
gauge  consists  of  two  meter  screws  mounted  on  a  rod  com- 
posed of  steel  tubing.  One  sci*ew  slides  on  the  rod.  and  can 
be  clamped  when  properly  set.  The  gauge  is  first  applied  to 
meter  to  be  set,  the  two  screws  on  the  gauge  being  adjusted 
exactly  over  the  screws  on  the  meter.  The  gauge  is  then  used, 
instead  of  the  meter,  in  making  up  the  meter  connection,  the 
latter  being  adjusted  so  they  hang  in  exact  position  before  the 
meter  is  lifted  to  them.  This  practice  reduces  strains  in  meter 
screws,  and  thus  reduces  meter  leaks. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works, 
111.  No.  13.  Distribution  Department. 

Meter  Column  Pump. 

The  drawing  illustrates  a  hand  pump  for  clearing  water  or 
condensation  out  of  meter  columns.  It  is  harmful  to  the  meter 
to  turn  same  upside  down  in  order  to  pour  out  this  condensa- 
tion. This  is  true  of  all  meters,  but  especially  so  of  those 
where  the  diaphragms  are  dipped  in  oil.  The  pump  is  made 
of  %  inch  brass  tubing,  with  handle  and  piston  rod  of  %  inch 
wire.  The  piston  is  a  leather  washer  held  by  nut  screwed  on 
end  of  rod.  This  pump  is  used  in  several  sizes  to  suit  the 
sizes  of  meters. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 
111.  No.  14.  Distribution  Department. 
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Standard  Service  Drips. 

Where  levels  do  not  permit  service  to  drip  back  to  main, 

a  service  drip  is  inserted  at  the  most  convenient  point  outside 

of  the  building.    It  is  considered  bad  practice  to  place  service 

drip  in  cellar.    The  drawing  illustrates  the  forms  of  drip  used. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works, 
Distribution  Department. 
Ill,  No.  15. 


Saf^y  Independent  Cock. 

The  drawing  illustrates  a  special  form  of  independent 
cock,  in  which  the  nozzle  on  the  side  outlet  for  reception  of 
hose  is  bent  downward.  This  form  of  cock  is  used  in  order  to 
lessen  the  risk  of  accident  by  a  person  inadvertently  turning 
gas  into  the  wrong  pipe.  In  the  ordinary  independent  cock, 
the  handles  of  the  two  gas  cocks  (on  the  gas  bracket  and  on 
the  side  outlet)  are  side  by  side,  and  one  is  easily  turned  in 
mistake  for  the  other.  In  the  form  here  described,  the  handle 
of  the  cock  supplying  the  side  outlet  is  on  top  of  the  fixture, 
and  is  thus  easily  distinguished  from  the  handle  of  the  cock 
on  the  gas  bracket,  which  is  always  on  the  bottom. 

United  Gas  Improvement  Co., 
Philadelphia  Gas  Works. 
Distributio|i  Dcpt 
111.  No.  16. 
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Union  Joint  for  Rubber  Tubing. 

In  the  drawing  this  joint  is  shown  as  applied  to  the  safety 
independent  cock,  described  in  number  16  above,  but  this  joint 
is  applicable  for  the  connection  of  appliances  with  rubber 
tubing  to  any  other  design  of  fitting.  For  use  with  this  joint, 
the  tubing  is  purchased  with  brass  ends,  tapped  with  ^  inch 
pipe  threads.  The  joint  is  of  the  regular  union  pattern  with 
nut  and  tail  piece,  but,  instead  of  being  of  the  ground  joint 
type,  the  gas  tight  feature  is  obtained  by  the  pressing  of  a 
sharp  edge  on  the  soft  metal  conical  end  to  the  tail  piece.  This 
feature  permits  of  several  independent  cocks  being  attached  in 
different  rooms,  and  the  gas  heater  or  appliance  with  the  tub- 
ing and  tail  piece,  carried  from  room  to  room  and  connected 
where  desired.  The  advantage  is  a  greater  safety,  as  it  is 
impossible  for  this  joint  to  slip  or  pull  off  as  can  the  ordinary 
slip  joint.  The  joint  can,  of  course,  be  made  gas  tight  by 
screwing  the  nut  by  hand,  so  that  it  is  an  easy  matter  for  con- 
sumer to  move  the  appliance  from  one  location  to  another.  At 
the  appliance  end  of  the  tubing,  a  threaded  connection  is  made 
by  the  fitter,  and  this,  of  course,  need  not  be  disconnected  by 
the  consumer.  On  any  appliance  where  there  is  danger  of  the 
heat  from  the  burners  being  conducted  to,  and  injuring,  the 
tubing,  a  distance  piece  or  nipple  about  three  inches  long 
is  used. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 

Distribution  Dept. 

111.  No.  17. 


Chain  Hook  for  Tapping  Large  Mains. 

The  object  of  this  hook  is  to  save  the  necessity  of  excava- 
ting under  a  large  main  for  the  purpose  of  attaching  the  tap- 
ping device.  The  hook  can  be  forced  under  the  main  and 
adjusted  as  shown. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 

Distribution  Dept. 
111.,  No.  18. 
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Street  Leak  Drill. 

This  drill  is  used  for  boring  leak  holes,  instead  of  driving 
a  bar.  The  object  is  to  prevent  entering  and  injuring  terra 
cotta^or  metal  conduits,  containing  electric  wires.  The  pave- 
ment and  pavement  foundation  are  pierced  by  driving  a  bar, 
which  is  then  removed,  and  the  leak  drill  is  then  used  in  pierc- 
ing the  earth  to  the  required  depth.  If  the  drill  chokes  with 
earth,  it  is  pulled  out,  cleaned,  and  again  inserted.  In  hard 
soil  the  drill  should  be  operated  by  three  men,  one  bearing  his 
weight  directly  over  the  centre,  and  one  at  each  end  of  the 
handle  rotating  it. 

United  Gas  Improvement  Co., 
Philadelphia  Gas  Works. 

111.  No.  19. Distribution  Dept. 

Lather  Pot  for  Complaint  Men. 

This  is  a  tin  bottle  similar  in  shape  to  a  talcum  powder 
bottle,  with  a  brush  like  a  shaving  brush  soldered  to  the  metal- 
lic lid. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 
111.  No.  20.  Distribution  Dept. 

Service  Cleaning  Device. 

By  the  use  of  this  device  it  is  safe  for  one  man  to  blow  out 
or  clean  out  a  service.  Without  the  device,  it  is  not  safe  for 
this  work  to  be  done  by  one  man  alone.  In  using  the  device, 
the  gas  is  first  shut  off  at  the  curb  cock ;  then  the  plug  at  the 
head  of  the  service  is  removed  and  the  device  attached.  By 
the  proper  manipulation  of  the  two  cocks,  the  man  can  blow 
out  a  service,  or  blow  wood  alcohol,  or  oil,  into  it  without  the 
necessity  of  any  gas  escaping  into  the  cellar.  By  the  use  of 
the  plug  with  small  hole,  a  wire  can  be  pushed  into  the  service 
with  a  very  small  escape  of  gas.  Before  the  device  is  removed 
from  the  head  of  the  service,  the  curb  cock  is  again  shut. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 

111.  No.  2L  Distribution  Dept. 
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111.  No.  20— Lather  Pot  for  Complaint  Men. 
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Work  Completion  Schedule. 


A  valuable  addition  to  the  ordinary  form  of  consumers' 
record  in  facilitating  the  completion  of  work  is  the  Work  Com- 
pletion Schedule.  Each  work  card,  on  its  way  to  the  fitting 
department,  is  stamped  by  the  clerk  at  the  consumer's  record 
with  a  date,  or  hour,  before  which  it  must  be  completed.  The 
clerk  places  a  dummy,  or  finder  card,  in  the  consumer's  record, 
so  that  if  the  work  card  so  stamped  has  not  returned  to  him 
from  the  fitting  department  before  the  date  for  which  it  is 
scheduled,  he  starts  an  inquiry  for  the  same.  As  soon  as  the 
work  of  the  previous  day  is  entered  on  the  consumer's  record, 
the  clerk  goes  over  the  record,  canvassing  the  same  for  all 
overdue  work.    The  clerk  is,  of  course,  provided  with  a  previ- 
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ously  arranged  schedule  of  the  number  of  days,  or  hours,  that 
is  permitted  for  different  classes  of  orders.  The  existence  of 
a  date  on  each  work  card  is  found  to  be  very  effective  in 
spurring  on  the  workmen  in  the  fitting  department.  The  use 
of  the  method  here  described  has  been  found  valuable  in  bet- 
tering the  service  rendered  to  consumers  on  all  classes  of 
work. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 

Distribution  Dcpt. 


Correspondence  Methods. 

In  offices  where  it  is  the  practice  to  retain  a  carbon  copy 
of  letters  sent  out,  attaching  the  same  for  file  to  the  letter 
which  is  answered,  the  carbon  copy  should  be  made  on  the 
back  of  the  letter  which  is  ans>yered.  This  saves  paper,  saves 
room  in  the  file,  and  prevents  any  possibility  of  a  letter  and  its 
answer  getting  separated.  Of  course,  there  are  occasions  when 
this  practice  cannot  be  used,  but  so  far  as  it  is  applicable  it  is 
of  value. 

United  Gas  Improvement  Co., 

Philadelphia  Gas.  Works. 

Distribution  Dept. 


Knife  for  Topping  Meters. 

This  "wrinkle"  consists  of  a  two-edged  knife  instead  of 
the  ordinary  form  with  one  edge.  This  enables  the  O|>erator 
to  follow  the  soldering  iron  in  either  direction  without  turning 
the  knife,  and  thus  quickens  the  removal  of  the  top  from  the 
meter. 

United  Gas  Improvement  Co., 

Philadelphia  Gas  Works. 

Distribution  Dept 
111.  No.  22. 
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Meter  Repairers  Soap  Cup. 

The  advantages  of  this  cup  are  the  two  compartments,  the 
upper  one  for  soap  and  the  lower  one  for  water.  The  drip- 
pings from  the  soap  pass  through  the  perforations  and  drop 
into  the  water.  The  use  of  this  cup  results  in  a  saving  of  soap 
and  the  maintenance  of  a  uniform  quality  of  light  soapsuds. 
The  cup  is  used  in  shops  where  meters  are  tested  and  repaired, 
the  soapsuds  being  required  to  determine  and  locate  leakage 
on  the  meters. 

United  Gas  Improvement  Co., 
Philadelphia  Gas  Works. 
Distribution  Dept. 
111.  No.  23. 


Device  for  Cleaning  Holder  Rivets. 

The  tool  is  made  with  three  prongs  so  shaped  as  to  fit  the 
rivets  closely.  The  edges  are  ground  sharp.  The  tool  may  be 
inserted  in  a  spiral  screw  driver  when  one  stroke  is  sufficient  to 
clean  the  rivet  nicely. 

E.   P.   Gartland, 
Denver  (Col.)  Gas  &  Electric  Co. 
111.  No.  24. 


Re-Tapping  Stopper. 

This  is  a  stopper  for  use  in  re-tapping  mains.  The  stop- 
per is  inserted  and  put  in  place  and  the  enlarged  hole  can  then 
be  chiseled  out  until  the  right  size  for  the  reamer. 

C.  L.  Day, 
Peoples  Gas  Light  Co.,  Chicago. 
111.  No.  25. 


Digitized  by  VjOOQIC 


1 

0 

Z 

0 

h 

u 


Q^ 


c 

C 

c 

c 


3v 


Mm 


u 


^3 

o* 

2: 


0 
10 


iW^d^A 


Digitized  by  VjOOQIC 


408 


catting  ^d^e 
Ill.'^No.  24— Device  for  Cleaning  Holder  Rivets. 
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Decorative  Gas  Arch  at  Fredericksburg,  Md. 

The  accompanying  photographs  show  a  novel  design  for 
decorative  lighting  with  gas.  This  arch  was  afterwards  remod- 
eled by  placing  a  gas  sign,  "Cook  with  Gas,"  in  place  of  the 

arc  lamps. 

R.  C.  CoNGDON,  Mgr., 

Atlanta  (Ga.)  Gas  Light  Co. 
Ills.  Nos.  26(a)— 26(b). 


Tabulation  of  Discharge  Through   a  Two-Inch  Diam- 
eter Diaphragm. 

Several  years  ago  Mr.  McDonald,  of  Louisville,  gave  the 
results  obtained  by  using  a  diaphragm  with  a  small  orifice  in 
'  measuring  the  output  of  his  plant.  In  order  to,  obtain  a  set  of 
figures  for  daily  use  a  one-sixteenth  inch  thick  diaphragm  with 
a  two  inch  diameter  hole  was  inserted  in  the  outlet  of  a  relief 
holder.  A  U  gauge  was  connected  up  to  openings  drilled  about 
a  foot  and  one-half  on  each  side  of  the  diaphragm,  and  scale 
attached  which  could  be  read  to  tenths  of  an  inch.  Repeated 
observations  were  made  on  the  flow  at  from  one-half  to  three 
inches  diflferential  pressure,  20,000  feet  of  gas  being  used  for 
each  observation,  the  final  results  being  the  average  number  of 
readings.  These  results  were  plotted  and  a  curve  drawn,  which 
was  extended  up  to  eight  inches  by  using  the  figures  already 
obtained  together  with  the  usual  formula. 

The  following  table  gives  the  flow  in  cubic  feet  per  hour 
of  one  opening.  Should  continuous  readings  be  desired,  a 
recording  gauge  could  be  used.  Additional  holes  should  be 
used  whenever  the  loss  of  pressure  becomes  too  great. 
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^55^^^°^^^^    Cu-  Ft.  perHr.  Tenths  Inches  Cu.  Ft.  per  Hr. 
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Arrangement  for  Hanging  Arcs. 

This  plan  consists  in  a  pair  of  swing  joints  so  that  the  lamp 
may  be  lowered  for  cleaning  and  maintenance. 

Geo.  W.  Thomson, 

Suburban  Gas  Co.,  Chester,  Pa. 
111.  No.  27.  

Portable  Outfit  for  Testing  Large  Mains. 

The  outfit  consists  of  a  12  H.  P.  gasoline  engine  belted  to 
an  air  compressor;  the  whole  outfit,  including  truck,  is  about 
Ay2  tons. 

C.  L.  Day, 

Peoples  Gas  Light  and  Coke  Co.,  Chicago,  111.. 
111.  No.  28. 


Industrial  Installation  for  Melting  Wax. 

This  installation  consists  of  a  water  heater  and  piping  sys- 
tem for  melting  wax  in  lithographic  and  similar  establishments. 

F.  C.  Shepard, 
Minneapolis  Gas  Light  Co. 
111.  No.  29. 


Industrial  Installation  for  Melting  Glue  for  Sash  and 
Door  Factories. 

This  installation  consists  of  water  heater  and  piping  system 
as  shown  in  the  accompanying  photograph. 

F.  C.  Shepard, 
Minneapolis  Gas  Light  Co. 
III.  No.  30. 


Method  of  Supporting  Service  Pipes. 

The  object  of  this  plan  is  to  support  service  pipes  while  a 
trench  is  open  or  after  back  filling,  in  order  to  prevent  trap- 
ping the  pipe. 

Geo.  Beadenkopf, 
Consolidated  Gas,  Electric  Light  &  Power  Co., 

Baltimore,  Maryland. 
111.  No.  31. 
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111.  No.  29. — Installation  for  Melting  Wax  in  Lithographic  Establishments. 
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111.  No.  30 — Installation  for  Melting  Glue  in  Sash  and  Door  Factories. 
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Test  Plug  for  Main  Testing. 

This  plan  is  to  use  the  ordinary  soil  pipe  plug  used  by 
plumbers  which  has  an  expanding  rubber  ring.  It  is  simpler 
to  handle  than  the  ordinary  cast-iron  plug,  which  must  be  put 
in  with  rope. 

Geo.  Beadenkopf, 
Consolidated  Gas,  Electric  Light  &  Power  Co., 

Baltimore,  Maryland. 
111.  No.  32. 


Display  Room  Fixtures. 

One  is  a  revolving  post  for  displaying  gas  brackets,  and  the 
other  a  series  of  swinging  shelves  for  displaying  hot  plates  and 
small  burners.  They  are  both  designed  to  minimize  space 
required. 

Vernon  K.  Gould, 
Bangor  (Me.)  Gas  Light  Co. 
111.   No.  33. 


Lead  Pipe  Cutter. 

The  accompanying  sketch  shows  the  plan  of  a  hand  oper- 
ated lead  cutter  that  has  the  advantage  of  great  capacity  and 
also  does  not  flatten  the  pipe  at  point  of  cut,  as  the  knife  is 
very  thin  and  sharp.  The  reel  is  arranged  with  four  spokes, 
on  one  side  shorter  than  the  four  on  the  other  side,  so  that 
after  removing  the  reel  a  coil  of  lead  pipe  can  be  slipped  over 
the  four  short  spokes. 

C.  L.  Day, 
Peoples  Gas  Light  and  Coke  Co.,  Chicago,  111. 

111.  No.  35. 
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111.  No.  33— Revoh-ing  Post  for  Displaying  Gas  Brackets. 
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Pipe  Testing  Rack. 

When  laying  a  12  inch  wrought  iron  high  pressure  line  in 
Chicago,  leaks  were  found  after  putting  a  pressure  of  60 
pounds  per  square  inch  on  th^  line.  The  expense  was  consid- 
erable in  locating  the  leak,  and  in  removing  and  replacing  the 
imperfect  pipe,  and  at  the  same  time  the  work  was  delayed. 

In  order  to  discover  imperfect  lengths  before  the  pipe  was 
placed  in  the  trench,  an  apparatus  was  constructed  (shown  in 
accompanying  sketch)  to  test  each  length  separately.  It  con- 
sists of  two  iron  caps  connected  by  two  iron  bars,  which  are 
drilled  so  that,  by  placing  pins'  in  .the  holes  behind  the  forged 
cross  bar,  it  may  be  used  on  different  lengths  of  pipe. 

A  piece  of  ^  inch  sheet  rubber  is  fitted  into  each  cap,  and 
after  the  caps  are  screwed  up  tight  the  length  is  pumped  up  to 
10  pounds  per  square  inch  pressure  by  means  of  a  hand  pump 
attached  to  a  pipe  leading  from  a  tap  hole  in  one  of  the  caps, 
and  on  which  is  placed  a  steam  gauge.  The  pressure  is  left  on 
for  a  couple  of  minutes  while  the  men  go  over  the  seam  of  the 
pipe  with  soapsuds. 

C.  L.  Day. 
General  Superintendent  of  Street  Department, 
The  Peoples  Gas  Light  &  Coke  Company, 

Chicago,  Illinois. 

111.  No.  36. 


Emergency  Pipettes. 

The  scheme  shown  in  the  accompanying  sketch  has  been 
found  very  useful  in  replacing  broken  pipettes  for  either  Tuttle 
or  Orsat  gas  analysis  sets.  It  often  enables  the  completion  of 
work  that  would  be  spoiled  by  the  delay  necessary  to  secure  a 
new  pipette. 

R.  G.  Griswold, 
Denver  Gas  &  Electric  Co. 
111.  No.  37. 
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Automatic  Hydraulic  Main  Tar  and  Liquor  Overflow. 

A  cast  iron  box  like  sketch  is  attached  to  end  of  hydraulic 
main.  Openings  for  liquor  and  tar  are  cut  in  end  plate  of 
hydraulic  main  opposite  openings  in  overflow  box.  The  level 
is  maintained  by  couplings,  attached  to  4-inch  pipe,  which  may 
be  regulated  by  stem  and  yoke.  The  tar  overflow  is  operated 
the  same  as  liquor  overflow,  but  owing  to  the  diflference  in 
specific  gravities  of  tar  and  ammonia,  the  tar  overflow  is  from 
2  to  3  inches  lower  than  liquor  overflow, 

A  small  stream  of  tar  and  liquor  is  constantly  running  from 
overflows.  The  tar  coming  away  from  hydraulic  constantly 
does  not  become  thick  and  pitchy. 

H.  E.  Mann, 

Cleveland  Gas  Light  &  Coke  Co. 
111.  No.  38. 


Damper  Valve  for  Street  Mains. 

This  valve  is  used  for  partially  closing  off  gas  feeder  mains 
in  certain  districts  of  high  pressures  in  order  to  use  enough 
pressure  on  the  trunk  mains  to  give  good  service  in  outlying 
poor  pressure  districts.  In  the  average  case  it  can  be  set  for 
the  load  conditions  and  run  without  attention  for  some  time. 

Chas.  S.  Beardslee, 
Cleveland  Gas  Light  &  Coke  Co. 
111.  No.  40. 
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The  following  wrinkles  were  compiled  by  the  editor  from 
various  bulletins  and  letters  of  instruction  to  operators,  written 
by  Mr.  Henry  L.  Doherty. 


Method  of  Improving  Workmanship  of  Fitters  and  Meter 

Men. 

"A  good  plan  of  improving  the  service  of  these  departments 
is  to  have  a  bulletin  board  in  the  shops  and  post  daily  and 
monthly  the  number  of  orders  executed  by,  and  the  number  and 
nature  of  mistakes  and  faults  found  in  the  work  of  each  man, 
and  endeavor  to  instill  a  rivalry  between  the  different  men  in 
making  a  record  for  quantity  and  quality  of  work  done." 


Using  Large  Meter  as  Test  Meter  in  Laboratories. 

"A  very  handy  arrangement  for  use  in  laboratory  or  other 
test  work  consists  in  extending  the  test  dial  of  a  20  light  meter 
and  putting  on  a  large  needle  of  six  or  eight  inches  diameter. 
The  dial  for  this  needle  should  be  made  of  glass  so  that  the 
other  dials  can  be  read  and  a  rubber  band  should  be  lightly 
stretched  from  the  extended  shaft  to  the  edge  of  the  dial  to 
prevent  any  back  lash  caused  by  the  large  needle.  This  meter 
is  very  satisfactory  for  any  work  except  refined  chemical  work, 

for  which  an:  aspirator  or  wet  meter  should  be  used." 

111.  No.  50. 


Method  of  Clearing  Gas  Filled  Vessels. 

"Whenever  it  becomes  necessary  to  open  chambers  filled 
with  gas  where  there  might  be  danger  of  explosion,  a  very 
good  method  is  to  clear  the  chamber  with  steam  and  after 
opening  and  cleaning  or  repairing,  to  again  clear  the  chamber 
out  thoroughly  with  steam  and  then  turn  in  the  gas.  The 
steam  condenses  and  leaves  the  chamber  full  of  gas.  Care 
should  be  taken  to  leave  the  steam  on  long  enough  to  allow  the 
chamber  to  become  thoroughly  heated  to  prevent  too  sudden 
condensation  of  the  steam." 
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111.  No.  SO— Large  Meter  for  Test  Meter. 

Method  of  Clearing  Gas  Holders  Before  Turning  in  Gas. 

"In  order  to  prevent  all  danger  to  a  gas  holder  before  put- 
ting it  into  service  the  following  plan  could  be  followed :  Pass 
waste  flue  gas  from  the  benches  into  the  holder  and  dilute  the 
atmosphere  until  the  relative  amount  of  oxygen  is  very  small, 
and  then  turn  in  the  gas.  There  is  then  no  danger  of  forming 
an  explosive  mixture  which,  if  ignited,  might  wreck  the  holder. 
In  the  case  of  large  holders  or  holders  remote  from  the  works, 
a  good  plan  is  to  build  a  temporary  furnace  for  obtaining  the 
necessary  flue  products  or  to  connect  a  gas  burner  of  large 
capacity  and  pass  the  flue  products  through  the  holder  until  the 
air  is  replaced  by  them." 
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Means  of  Cheaply  Increasing  the  Capacity  of  Existing 
Distributing  Systems. 

''When  at  Columbus,  Ohio,  we  had  an  unexpected  and  a 
severe  lack  of  gas  supply  at  the  eastern  extremity  of  the  city^ 
This  shortage  was  not  noticed  until  the  frost  had  sunk  deep 
into  the  ground.  All  of  the  available  routes  for  a  new  gSiS 
main  were  paved.  Our  large  main  led  out  East  Broad  street 
under  a  beautiful  asphalt  street,  which  the  city  would  not  per- 
mit to  be  opened  for  a  continuous  ditch.  I  think  this  main 
was  16  inches  in  diameter.  I  proposed  to  Mr.  Butterworth 
that  we  open  this  street  at  each  block  and  insert  a  4  inch  steel 
main  inside  the  16  inch  main,  and  by  the  use  of  suitable  pres- 
sure regulators  at  suitable  points,  we  would  empty  the  gas  from 
the  4  inch  main  into  the  16  inch  main,  carrying  whatever  pres- 
sure on  the  4  inch  main  which  was  necessary  to  yield  suffi- 
cient conductivity  to  maintain  our  pressure,  say,  up  to  60  lbs. 
per  square  inch.    This  plan  is  open  to  the  following  objections : 

1st.     Reduction  of  capacity  of  the  16  inch  pipe. 

2d.  Depreciation  of  candle  power,  due  to  compression  and 
high  velocity  of  flow  in  4  inch  pipe. 

3d.     Power  required. 

4th.  Low  capacity  of  high  pressure  pipe  if  flow  is  no 
greater  than  a  square  root  of  the  pressure. 

The  plan  has  the  following  advantages : 

1st.     Prevents  tearing  up  streets  for  continuous  ditch. 

2d.     Can  be  installed  quickly  and  cheaply. 

3d.  Leakage  from  high  pressure  main  will  simply  escape 
into  low  pressure  main. 

4th.  Permits  high  conductivity  with  good  pressure  regu- 
lation." 

Scheme  for  Determining  Leakage  in  Recuperator  Flues 
OF  Gas  Benches. 

"The  low  temperature  of  gases  leaving  the  stack  of  a  gas 
bench  can  only  be  explained  by  leakage  of  air  from  the  sec- 
ondary flue  to  the  waste  gas  flue.  This  leakage  is  a  foe  to  good 
heats  and  economy. 
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"Suppose  leakage  does  occur,, the  flow  will  be  from  point 
of  greater  pressure  to  point  of  lesser  pressure,  and  as  exhaust 
flues  must  have  the  lesser  pressure,  the  secondary  air  will  flow 
to  the  exhaust  flues.  This  has  a  deterring  effect  in  two  ways : 
First,  some  of  the  heat  absorbed  in  the  secondary  flues  is  lost 
because  some  of  the  secondary  air  is  lost,  and,  second,  this  air 
dilutes  and  lessens  the  temperature  in  the  exhaust  flue,  and  the 
differential  temperature  between  the  secondary  flue  and  the 
exhaust  flue  is  thereby  lessened  and  heat  is  transferred  to  the 
secondary  air  met  further  down. 

"To  lessen  this  leakage  use  stack  damper  to  yield  least  pos- 
sible difference  between  the  secondary  and  exhaust  flue.  To 
determine  extent  and  approximate  location  of  this  leakage, 
make  flue  gas  analysis  at  point  flue  gases  enter  recuperator 
flues  and  test  at  each  flue  going  down.  The  increase  of  O  plus 
O  X  3.34  N  =  leakage,  and  the  increase  of  O  represents  leak- 
age at  each  flue. 

A  heat  balance  can  be  worked  out  from  this  and  the  loss 
due  to  leaky  flues  approximated.  Sometimes  leaks  in  flues  can 
be  plastered  up,  resulting  in  better  heats  and  less  fuel  con- 
sumption." 

Oil  Piping  System  for  Cold  Climates. 

"In  order  to  secure  good  oil  circulation  in  cold  weather,  the 
following  has  proven  satisfactory.  Insert  a  }i  inch  pipe  inside 
the  oil  pipe  and  when  too  cold  for  the  oil  to  flow  freely  turn 
steam  into  the  small  pipe.  Care  must  be  taken  to  have  the 
piping  drain  to  the  pump  in  this  case  in  order  to  prevent  any 
vaporisation  of  the  light  oils  from  shutting  off  the  pump.  By 
means  of  this  plan  oil  can  easily  be  kept  flowing  in  exposed 
piping  in  coldest  weather." 


Screen  for  Protection  of  Blast  Piping. 

"The  method  consists  of  the  installation  of  a  diagonal  or 
conical  screen  of  large  area  in  the  blast  piping  which  will  pre- 
vent ignition  in  the  piping  back  of  the  screen.     The  screen 
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is  made  diagonal  or  conical  in  order  to  give  a  large  area  and 
cause  as  little  back  pressure  as  possible.     Figure   1  shows 
diagonal  screen  in  square  box  inserted  in  blast  line,  and  Fig.  2 
the  conical  screen  in  the  blast  pipe." 
111.  No.  47.  

Method  of  Making  Round  Scrubber  Trays. 

"Make  a  semi-circular  form  and  make  the  trays  in  two  or 
four  sections,  as  desired.  This  method  has  the  advantage  of 
being  simple  and  quick.  The  only  sawing  to  be  done  is  a 
straight  cut  instead  of  a  circular  cut  as  ordinarily  made.  It 
also  enables  assembling  the  trays  with  a  very  small  waste  of 
material,  which  is  a  considerable  item  where  hard  wood  is 
used." 

111.  No.  48.  '      

Method  of  Using  Canvas  in  Making  Scrubber  Trays. 

"The  plan  shown  on  the  accompanying  sketch  shows  a  sim- 
ple, cheap  method  of  making  scrubber  trays.  It  is  also  effec- 
tive for  placing  a  large  amount  of  surface  in  the  scrubbers, 
being  thinner  than  the  box  boards  ordinarily  used.  The  plan 
is  to  assemble  the  trays  in  sections,  taking  care  to  keep  the 
canvas  tight  when  wet.  Boards  are  inserted  every  fifth  or  sixth 
row  to  make  the  trays  stiff  and  keep  them  in  shape.  The  can- 
vas can  be  wound  around  the  cleats  and  each  piece  cut  to  fill 
the  section  between  the  wooden  braces." 
111.  No.  49. 

Deodorizing  Foul  Lime  in  Purifiers. 

"In  order  to  overcome  the  extremely  offensive  odor  about 
the  works  when  lime  purifiers  are  being  changed,  I  suggest 
that  the  boxes  be  connected  to  the  waste  flues  from  the  benches 
or  boilers  and  the  lime  carbonated  before  the  box  is  opened. 
The  outlet  of  these  gases  from  the  box  should  be  into  the 
chimney  of  the  boiler  plant,  which  will  take  them  up  into  the  air 
and  dissipate  them.  When  the  lime  is  thoroughly  carbonated 
it  can  be  removed  without  trouble,  and,  if  desired,  it  could  be 
dried  until  caked  enough  to  handle  in  lumps  by  admitting  the 
flue  gases  hot." 
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m.  No.  47 — Screen  for  Protection  of  Blast  Piping. 


111.  No.  48 — Method  of  Making  Round  Scrubber  Trays. 
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in.  No.  49 — Method  of  Using  Canvas  in  Making  Scrubber  Trays. 

Scheme  for  Heating    Seal    Box    and    Scrubber   When 
Starting  Water  Gas  Plant. 

"In  small  water  gas  plants  where  the  machines  are  nm  only 
a  few  hours  each  day  there  js  a  considerable  loss  in  cold 
weather,  due  to  the  seal  box  being  cold  and  not  getting  into 
normal  operating  condition  until  quite  a  number  of  runs  have 
been  made,  there  being  a  considerable  loss  in  candle  power 
during  these  runs.  In  order  to  have  the  seal  and  scrubber  in 
good  condition  before  starting  the  runs,  I  suggest  that  a  blow- 
off  be  installed  on  the  outlet  of  the  scrubber  and  that  after  the 
machines  have  been  heated  up  to  normal,  the  blast  be  passed 
through  the  seal  and  scrubber  for  a  few  minutes  before  starting 
the  first  run." 


Determination    of    Lowest    Permissible    Pressure    on 
lIvDRAULic  Main. 

"In  order  to  secure  best  operating  results  the  pressure  in 
the  hydraulic  main  should  be  no  more  than  necessary  to  pre- 
vent drawing  in  of  furnace  gases.  In  order  to  arrive  at  the 
proper  pressure,  the  following  method  should  be  employed: 
Starting  at  the  pressures  now  being  carried  on  your  hydraulic 
main,  make  a  number  of  tests  on  the  gas  for  CO2  and  O.  Then 
reduce  the  pressure  one-tenth  for  several  hours  and  repeat  the 
tests.  This  should  be  continued  until  the  tests  begin  to  show 
some  increase  in  CO2  and  O.  Then  if  the  hydraulic  main  is 
in  sections,  tests  should  be  made  to  determine  whether  the 
seals  are  being  drawn  on  any  special  section,  and  if  possible 
the  leak  traced  to  a  certain  standpipe,  which,  if  defective, 
should  be  repaired.    After  getting  the  house  in  as  good  uniform 
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condition  as  possible,  the  seal  should  be  increased  one-quarter 
to  one-half  inch  above  the  point  where  leakage  shows  and 
maintained  at  that  point,  and  the  vacuum  drawn  by  the  ex- 
hausters should  be  readjusted  whenever  operating  conditions 
are  changed." 


Drafting  Board  for  Copying  Drawing  Prints. 

"It  is  often  desired  to  copy  blue  prints  or  other  drawings  or 
tabulations  of  various  kinds,  and  a  draughting  table  with  a  glass 
top  serves  as  an  excellent  means  of  accomplishing  this  result. 
The  board  should  be  built  with  an  ordinary  pine  frame  with  a 
large  plate  glass  set  in  the  frame  and  arranged  for  illumina- 
tion underneath.  In  order  to  diffuse  the  light  a  gtound  glass 
screen  or  a  piece  of  oiled  paper  or  tracing  cloth  should  be 
placed  under  the  glass.  The  lights  should  be  strong  enough  to 
allow  seeing  through  two  thicknesses  of  ordinary  blue  print 
paper  clearly  and  should  be  arranged  to  distribute  the  light  as 
evenly  as  possible.  For  holding  drawings  on  the  board  use  a 
heavy  paper  mat  fastened  to  the  wooden  frame.  Cut  a  hole 
of  the  desired  size,  paste  the  drawing  paper  over  same  and 
then  cut  it  oflf  from  the  mat  when  finished." 

111.  No.  51. 


Distribution  Record  System. 

"In  connection  with  the  above  plan,  the  following  system 
of  company  records  works  out  very  nicely.  Make  to  the  same 
scale  separate  record  maps  of  the  distribution  mains  as  fol- 
lows: (1)  A  map  showing  streets  only;  (2)  a  skeleton  map 
showing  mains  only;  (3)  a  contour  map  showing  elevations; 
(4)  a  map  showing  drips,  etc.  These  maps  can  be  placed  over 
each  other  on  the  glass  board  above  described  in  any  desired 
combination  and  can  also  be  blue  printed  in  any  desired  com- 
bination." 
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Handy  Street  Main  Reference. 
"A  map  of  the  street  mains  corrected  weekly,  or  monthly 
and  placed  under  plate  glass  forming  the  top  of  the  manager's 
desk  and  the  application  desk  make  a  very  handy  reference.  A 
prospective  customer  can  be  told  at  a  glance  whether  he  can 
get  service." 


^/ 
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111.  No.  51. 
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Orsat  Apparatus  for  Accurate  Analysis. 

"The  principal  difficulty  with  the  Orsat  apparatus  is  to  keep 
the  solutions  fresh  and  active  as  the  solutions  are  still  capa- 
ble of  considerable  absorption  after  thev  are  too  old  to  remove 
the  last  traces  of  CO  and  O.  For  this  reason  I  suggest  the 
use  of  two  pipettes  for  each  of  those  elements,  one  of  which 
containing  the  older  solution  is  first  used  to  remove  the  bulk 
of  the  CO  or  O,  and  the  other  containing  a  fresh  solution  is 
used  for  removing  the  last  traces  of  these  gases.  In  this  way 
the  new  solution  remains  in  good  condition  much  longer.  For 
accurate  work  the  sample  of  gas  should  be  passed  back  into 
the  caustic  potash  solution  after  passing  through  the  other 
solutions."  i 

Method  of  Increasing  Capacity  of  Compressors. 

"In  our  Pintsch  plant  at  Denver  we  were  unable  to  handle 
our  load  with  the  compressors  installed.  In  order  to  get  addi- 
tional capacity  we  installed  a  Roots  blower  and  later  a  small 
compressor  worked  at  as  high  pressure  as  we  could  furnish  and 
not  stall  the  main  compressor.  This  was  found  to  be  about  10 
pounds  per  square  inch  and  the  capacity  of  the  Pintsch  com- 
pressor was  increased  about  66  per  cent.  When  the  Roots 
blower  was  belted  to  the  main  compressor  in  a  mining  plant, 
the  steam  consumption  was  increased  only  slightly  to  give  a 
very  material  increase  in  capacity." 

Meter  for  Pintsch  Gas  and  High  Pressure  Distribution 

Systems. 

"In  many  cases  it  is  desirable  to  install  a  meter  on  moder- 
ately high  pressures,  as  in  natural  gas,  and  recent  high  pres- 
sure distribution  systems,  and  for  that  purpose  an  ordinary  tin 
meter  enclosed  in  a  cast  iron  case  is  often  very  handy.  The 
pressures  inside  and  outside  the  case  bein^  equalised  by  a  con- 
nection into  the  jacket  and  the  meter,  will  then  operate  up  to 
the  usual  differential  pressures  without  trouble.  The  cast  iron 
case  should  have  a  glass  window  in  front  of  the  meter  dial 
and  the  readings  should  be  corrected  to  correspond  to  the  pres- 
sure carried." 
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Method  of  Drying  Coal  or  Coke. 

"In  many  places  where  the  coal  is  very  wet  at  certain  sea- 
sons, or  where  the  coke  is  marketed  immediately  after  quench- 
ing, it  is  desirable  to  dry  them  quickly  and  cheaply  before 
using.  For  this  purpose  I  suggest  that  hot  flue  g^ses  from  the 
bench  stacks  be  pumped  through  the  bunkers  or  bins.  The 
temperature  of  the  gases  can  be  regulated  by  means  of  an  air 
inlet  on  the  suction  side  of  the  fan.  In  many  cases  this  method 
will  quickly  remove  snow  and  ice  from  the  coal  and  improve 
carbonizing  results  materially  and  also  prevent  unnecessary 
damage  to  the  retorts." 


Method  of  Compensating   for   Insufficient   Condensing 
AND  Scrubbing  Capacity  in' Water  Gas  Plants. 

"The  use  of  a  circular  water  spray  around  the  inlet  of  the 
relief  holder  with  the  result  of  forcing  the  gas  through  a  thin 
sheet  or  spray  of  water  is  of  material  assistance  in  removing 
the  light  tar  vapors  and  in  reducing  the  temperature  of  the 
gas.  In  the  case  of  a  relief  holder  where  the  gas  is  being  con- 
stantly mixed  and  moved,  the  use  of  water  on  the  relief  holder 
cover  is  often  of  material  assistance  in  cooling  the  gas." 


Method  of  Using  Cork  in  Purifying  Material. 

"Attention  has  been  called  to  the  desirability  of  cork  as  a 
diluent  for  purifying  material  on  account  of  its  light  weight  and 
of  the  fact  that  it  does  not  grind  up  and  become  small  when 
handled.  For  this  reason  we  have  used  the  same  cork  many 
times  by  merely  floating  it  off  from  the  iron  when  the  material 
becomes  inactive.  We  have  found  very  little  loss  in  the  bulk 
of  the  cork  after  years  of  service,  during  which  it  has  been 
floated  off  from  the  spent  oxide  and  mixed  with  fresh  oxide 
as  many  as  twelve  times.  On  this  account  the  relatively  high 
first  cost  of  the  cork  has  been  more  than  compensated  for  by  its 
long  life." 
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Method  of  Measuring  the  Rate  of  Propagation  of  Flame. 

"A  simple  method  of  measuring  the  rate  of  propagation  of 
flame  for  different  gases  consists  in  metering  the  discharge 
through  a  calibrated  orifice  and  increasing  the  flow  until  the 
flame  leaves  the  edge  of  the  orifice.  A  lava  tip  can  be  used  or 
a  plain  orifice  will  serve  the  purpose. 


Continuous  CO2  Sampling  Apparatus. 

An  apparatus  for  continuously  withdrawing  a  small  propor- 
tion of  the  flue  gases  from  bench  or  boiler  stacks,  is  shown  in 
the  attached  sketch. 

The  closed  tank  B  is  placed  in  the  open  tank  A.  The  sides 
of  B  extend  below  the  bottom,  forming  an  air  chamber  L.  C 
is  an  angle  valve  with  stem  extended  to  work  the  disc  at  c. 
The  flexible  metallic  hose  d  connects  with  a  perforated  pipe 
running  through  the  stack.  The  tube  /  in  connection  with  cock 
X  permits  of  the  air  chamber  L  being  filled  or  emptied  as  re- 
quired. The  pipe  n  prevents  the  air  in  L  passing  up  into  the 
tank  B. 

To  operate  the  apparatus,  fill  both  tanks  with  water,  with 
the  exception  of  a  couple  inches  at  the  top  of  B,  which  must  be 
filled  with  oil.  Pump  enough  air  into  L  to  raise  B  several 
inches  above  the  water  level  in  tank  A,  and  regulate  the  open- 
ing at  c  so  that  the  tank  fills  in  the  given  time. 

It  will  be  noted  that  as  the  air  chamber  L  rises,  the  pres- 
sure due  to  the  head  of  water  gets  less  and  the  air  expands, 
tending  to  increase  the  upward  pressure  on  B,  also  as  more  of 
the  tank  rises  out  of  the  water,  the  total  weight  of  B  increases. 
These  two  forces  oppose  one  another,  and  if  the  tank  is  prop- 
erly proportioned,  they  will  balance,  thus  causing  a  constant 
flow  of  water  through  s  at  any  position  of  tank  B. 

The  advantages  claimed  by  makers  of  automatic  COj  re- 
corders is  that  the  firemen  can  see  at  any  time  the  results 
obtained.  These  conditions  can  be  approximated  with  the 
above  apparatus  bv  taking  frequent  tests  until  the  fireman  is 
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trained  to  his  work.    In  actual  practice  it  is  found  that  the 
average  fireman  soon  learns  how  to  get  results. 

It  is  questionable  if  the  average  of  a  day's  run  taken  from 
a  recording  apparatus  is  as  accurate  las  that  obtained  from  a 
sampling  tank  as  above. 

V.  F.  Dewey, 
Detroit  City  Gas  Co. 
111.  No.  41.  

Sampling  Tank  for  Gas. 

For  photometric  and  calorimetric  testing,  it  is  often  advan- 
tageous to  get  an  average  sample  of  gas  passing  through  the 
main  during  a  period  of  several  hours  or  more.  The  ordinary 
method  is  to  pass  the  gas  into  a  sample  holder,  throttling  the 
inlet  to  a  point  where  the  holder  will  fill  in  the  given  time. 
The  effect  of  wire  drawing  the  g^s  through  the  small  inlet 
is  found  to  be  deleterious  to  the  C.  P.,  and  also  causes  the 
holder  to  fill  more  or  less  rapidly  as  the  specific  gravity  of  the 
gas  changes. 

The  sampling  device  shown  in  the  attached  sketch  was  de- 
signed to  overcome  these  troubles. 

B  is  a  closed  tank  placed  inside  of  the  open  tank  A.  C  is 
an  angle  valve  with  a  stem  of  such  length  that  the  disc  seats  at 
c.  The  holder  is  connected  with  the  sampling  line  with  metal- 
lic hose  D.    H  is  a  flap  valve  of  large  area. 

To  operate,  fill  both  tanks  and  turn  gas  on  full,  then  adjust 
opening  at  c  until  the  gas  pressure  forces  the  water  from  B  to 
A  at  the  rate  required.  The  tank  B  will  rise  as  it  fills  with  gas, 
similar  to  an  ordinary  holder.  Check  valve  H  allows  the  tank 
to  empty  rapidly. 

V.  F.  Dewey, 
Detroit  City  Gas  Co. 

111.  No.  42.  

Constant  Water  Level  for  Station  Meters. 

With  stationary  meters  running  at  variable  speeds,  it  is  dif- 
ficult to  maintain  a  constant  water  level.  The  device  shown  in 
attached  sketch  owing  to  the  small  opening  at  C,  does  not  allow 
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111.  No.  41. 
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lU.  No.  42— Gas  Sampling  Tank. 
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the  meter  to  throw  the  water  out  at  each  oscillation  in  the 
drum,  but  is  large  enough  to  take  care  of  any  permanent 

change  in  the  water  level. 

V.  F.  Dewey, 
Detroit  City  Gas  Co. 
,       111.  No'.  43.  

Continuous  Record  of  Depth  of  Seal. 

The  attached  sketch  shows  a  method  of  recording  the 
depth  of  seal  on  hydraulic  main. 

The  end  of  pipe  Y  is  placed  flush  with  the  bottom  of  the 
dip  pipes,  a  small  but  continuous  supply  of  gas  is  passed  into 
the  hydraulic  through  pipe  X.  The  pressure  on  Y  is  equal 
to  that  on  the  dip  pipes. 

V.  F.  Dewey, 

Detroit  City  Gas  Co. 
111.  No.  44.  

Overflow  for  Hydraulic  Main. 

The  overflow  shown  in  the  attached  sketch  claims  the  fol- 
lowing advantages: 

1.  The  sides  of  the  box  B  present  a  long  edge  for  the 
water  to  pass  over,  thus  permitting  a  large  body  of  water  to 
be  pumped  through  the  main  without  affecting  the  seal. 

2.  The  overflow  is  open  to  atmospheric  pressure,  which 
makes  the  pressure  on  the  retort  entirely  independent  of  the 
vacuum  drawn  by  the  exhauster  (providing  the  changes  of 
vacuum  are  not  too  sudden  and  the  circulating  water  supplied 
the  main  is  ample). 

With  above  conditions  the  level  of  the  water  in  the  main 
will  rise  and  fall  proportional  to  the  vacuum,  but  the  pressure 
on  the  dip  pipe  will  vary  only  with  a  change  of  the  height  of 
the  overflow. 

It  is  found  to  be  perfectly  safe  in  practice  to  carry  a  high 
vacuum  on  the  main,  which  more  thoroughly  washes  and 
cools  the  gas  by  passing  it  through  a  greater  depth  of  water. 

V.  F.  Dewey, 
Detroit  City  Gas  Co. 

111.  No.  45. 
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111.  No.  43— Station  Meter  Overflow. 
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111.  No.  44— Record  of  Depth  of  Seal  on  Hydraulic  Main. 
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Til.  No.  46 — Overflow  for  Hydraulic  Main. 
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Method  of  Cleaning  House  Piping. 

This  method  consists  in  using  compressed  air  for  cleaning 
house  services.  The  air  (or  gas)  is  compressed  into  a  main 
storage  tank  to  about  200  poimds  pressure,  and  delivered  from 
this  tank  to  a  wagon  tank  carrying  about  140  pounds  pres- 
sure. From  the  wagon  tank  the  air  is  drawn  into  small  tanks, 
such  as  are  used  for  air  brakes  on  street  cars. 

By  means  of  this  plan  two  men  with  a  wagon  will  average 
IS  to  16  cleans  per  day,  against  9  or  10  with  the  old  hand 
pump. 

Garnet  W.  McKee, 

Detroit  City  Gas  Co. 
111.  No.  46. 


Total  Sulphur  in  Oxide. 

Where  a  frequent  determination  of  total  sulphur  in  oxide 
is  made,  the  following  method  will  be  foimd  equally  accurate 
and  more  rapid  than  the  ordinary  extraction,  or  slow  oxidation 
method. 

A  bomb  similar  to  the  accompanying  cut  is  needed,  may  be 
easily  made,  and  should  be  of  brass. 

A  is  bored  out  of  1  inch  brass  and  threaded  for  the  lock 
nut  C,  which  draws  B  down  on  the  gasket  D,  making  the 
bomb  gas  tight.  This  gasket,  D,  may  be  of  any  suitable  sul- 
phur free  material. 

The  post  extends  through  the  shaft  B  and  must  be  insu- 
lated at  F.    G  is  a  second  post,  screwed  into  B. 

H  is  an  ordinary  64  gauge  iron  wire,  which  serves  to  com- 
plete the  circuit,  when  three  or  four  dry  batteries  in  series  are 
attached  by  contact  on  E  and  any  point  on  A. 

To  make  a  determination,  place  in  the  bomb  about  10  grams 
of  sodium  peroxide;  add  ^  gram  of  an  oxidizing  mixture 
composed  of  11  parts  boric  acid,  4  parts  potassium  chlorate 
and  1  part  magnesitun  oxide,  ^^  gram  of  the  dried  and  pulver- 
ized oxide,  and  ^  gram  of  naphthalene  or  ^  gram  of  pulver- 
ized coal  whose  sulphur  content  is  known.  Mix  thoroughly. 
Qose  bomb  and  explode  charge  by  closing  the  circuit  as  before 
stated,  taking  the  precaution,  however,  to  immerse  the  bomb 
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in  about  a  quart  of  water,  otherwise  the  bomb  is  Hable  to'  fuse 
from  the  heat  generated  by  the  rapid  combustion.  After  cool- 
ini^.  open  bomb,  dissolve  out  charge  with  hot  water  ami  precipi- 
tate the  sulphur  by  the  usual  method. 

The  total  time  required  for  operation  up  to  the  point  of 
precipitation  with  barium  chloride  is  not  more  than  ten  min- 
utes. 

With  proper  modification,  this  method  is  applicable  for  the 
estimation  of  total  sulphur  in  any  combustible  substance. 

R.  M.  Redding,  Chemist, 
Laboratory  N.  O.  Gas  Light  Co. 


Device  to  Maintain  Constant  Operation  of  Ammonia 
Scrubber  Pump. 

Lever  of  throttle  valve  marked  A  is  attached  to  float  in 
overflow  pit  by  means  of  cable,  which  passes  over  pulleys  B-B. 
Counter  weight  C  is  attached  to  end  of  cable. 

Liquor  flowing  into  overflow  pit  is  pumped  into  primary 
scrubber.  As  level  of  liquor  changes  in  pit  the  float  acts  on 
lever  of  throttle  valve,  causing  same  to  open  or  close,  thus 

niaintainiiij^  ..  c   nsl:.nt  wo* kin;;  ;  f  pump. 

H.  E.  Mann, 
Qeveland  Gas  Light  &  Coke  Co. 
111.  No.  39. 
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The  President  :  Gentlemen,  you  have  heard  the  report  of 
Mr.  Bump  for  the  Wrinkle  Department. 

A  Member:  Mr.  President,  I  move  that  we  accept  the  re- 
port which  Mr.  Bump  has  submitted,  that  we  extend  him  the 
thanks  of  the  Institute  for  his  work,  and  that  he  be  continued 
as  Editor  for  next  year. 

Motion  seconded. 

The  President  :  The  motion  is  that  the  Institute  extend  its 
thanks  to  Mr.  Bump  for  the  work  which  he  has  done  in  collect- 
ing wrinkles,  and  that  he  be  continued  as  Editor  of  the  Wrinkle 
Department.  All  in  favor  say  "Aye."  Contrary  minds,  "No." 
It  is  carried. 

The  next  business  is  the  report  of  the  Committee  on  Meth- 
ods of  Taking  Candle-Power  of  Gas,  Mr.  W.  H.  Gartley, 
Chairman. 

Mr.  Gartley,  how  long  will  it  take  to  read  your  paper?  I 
ask  that  question  because  we  can  interrupt  the  discussion,  but 
I  would  not  like  to  interrupt  the  reading  of  the  paper.  Per- 
haps it  would  be  better  to  summarize  the  paper. 

Mr.  Gartley  :  Mr.  President  and  Gentlemen :  This  report 
occupies  a  good  many  pages  in  the  book  which  has  been 
printed,  and  those  of  you  who  have  read  it,  and  those  of  you 
who  will  read  it,  will  see  that  the  committee  has  not  attempted 
to  lay  down  any  hard  and  fast  rules  as  to  the  method  of  taking 
candle-power  of  gas.  That  was  a  condition  which  it  would  be 
hardly  fair  for  the  Institute  to  impose  upon  us,  and  the  com- 
mittee did  not  think  that  it  was  called  upon  to  attempt  it. 
The  report  is  intended  to  cover  most  of  the  features,  or  in- 
tended to  cover  step  by  step  how  a  proper  photometric  test 
should  be  made.  It  is  shown  what  kind  of  a  room  the  photom- 
eter bar  should  be  installed  in,  and  what  is  generally  req- 
uisite for  the  installation  of  a  photometer.  While  the  report 
does  not  recommend  the  adoption  of  any  one  standard,  it  has 
presented  the  facts  regarding  the  well  known  lamps  and  others 
in  such  a  way  as  to  assist  in  making  a  wise  selection. 

i   The  question  of  a  standard  is  a  very  important  one.    The 
report  does  not  offer  very  much  encouragement  to  those  men 
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who  believe  that  the  proper  way  to  make  an  accurate  determi- 
nation of  candle-power  of  gas  is  by  one  or  a  pair,  or  half  a 
dozen  pair  of  any  standard  candles.  They  have  endeavored  to 
point  out,  however,  that  the  candle  itself  is  an  unreliable 
standard.  The  question  at  this  day  is  becoming  more  and 
more  acute.  Gas  companies  are  being  called  upon  to  deliver  a 
certain  number  of  candles,  a  fixed  candle-power,  and  they 
are,  in  a  great  many  instances,  subject  to  penalties  if  they  do 
not  do  it.  We  hope  that  the  report  of  the  committee  will  assist 
the  inspectors  of  municipalities  and  state  commissions  to  get  a 
proper  installation  of  the  proper  instruments  and  proper  de- 
tail of  apparatus,  and  then  to  take  the  readings  in  a  proper 
way. 

The  Illimiinating  Engineering  Society  has  taken  the  initia- 
tive in  endeavoring  to  fix  upon  a  value  for  the  unit  of  light. 
That  is  something  which  every  one,  as  it  seems  to  me,  needs. 
It  is  nearly  time  that  we  should  agree.  The.  International  Pho- 
tometerical  Committee  which  met  this  year  in  Zurich  has  done 
some  work  along  that  line,  and  has  arrived  at  some  conclu- 
sions. The  intention  is  that  the  Institute  and  associations  that 
are  interested  in  the  subject  of  municipal  lighting  shall  appoint 
representatives  to  a  committee  who  will  consider  the  whole 
subject  of  getting  up  or  adopting  a  definite  unit  of  illuminating 
value.  I  want  to  read  a  portion  of  the  report  which  refers  to 
that.  That  portion  will  be  found  on  page  478.  (See  report 
under  the  head  of  "The  Unit"  down  to  Appendix  A.) 

Now  I  want  to  say  that  it  is  not  proposed  that  the  gas  com- 
panies will  take  a  low  voltage  electric  light  and  use  that  as  a 
standard  for  gas  at  all.  Of  course,  there  is  a  difference  be- 
tween the  two.  Such  a  course  would  only  give  confusing  re- 
sults, because,  while  the  gas  flame  would  be  influenced  to  a 
marked  degree  by  changeable  atmospheric  condition,  the  elec- 
tric lamp  would  be  unaffected.  It  is  iritended  that  the  flame 
standard  against  which  the  gas  is  to  be  compared  will  be  g^ven 
a  value  by  taking  it  to  a  laboratory  in  which  it  may  be  com- 
pared against  a  standard  electric  glow  lamp,  the  flame  standard 
being  burned  in  a  normal  atmosphere  or  in  an  atmosphere  of 
known  water  vapor  and  carbonic  acid  content  from  which  its 
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value  in  a  normal  atmosphere  might  be  calculated.  The  elec- 
tric glow  lamp  having  had  its  value  fixed  in  multiples  of  the 
unit  of  light,  by  comparison  with  the  standard  lamps  in  posses- 
sion of  the  Bureau  of  Standards  at  Washington,  and  your 
flame  standard  lamp  having  been  given  a  certified  value  in 
terms  of  the  unit,  you  have  a  standard  against  which  to  com- 
pare your  gas  that  will  be  influenced  by  changes  in  atmos- 
pheric conditions  almost  exactly  to  the  same  degree  as  the  gas 
flame. 

I  want  to  say  that  the  committee  is  under  a  great  many 
obligations  to  the  Bureau  of  Standards  at  Washington.  Dr. 
Hyde  was  in  our  laboratory  at  Philadelphia  and  conducted  a 
series  of  experiments  regarding  the  pentane  lamp  which 
showed  the  effect  of  these  atmospheric  conditions  on  the  pen- 
tane lamp.  The  experiments  conducted  there  were  such  that 
they  led  us  to  carry  on  -some  more  extended  experiments  with 
better  equipment  which  he  suggested  to  us,  and  the  results  are 
found  in  this  report. 

I  do  not  think  it  is  necessary  to  take  the  time  further. 


REPORT  OF  COMMITTEE  ON  METHODS  OF  TAKING 
CANDLE  POWER  OF  GAS. 

Room. 

Your  Committee  on  Methods  of  Taking  Candle  Power  of 
Gas  recommend  that,  for  continuous  and  accurate  testing  and 
for  convenience  in  operation,  the  photometer  room  in  which 
the  60  inch  bar  photometer  is  installed  should  not  be  less  than 
14  feet  9  inches  long  when  gas  from  one  supply  is  to  be  meas- 
ured. Where  gas  from  more  than  one  supply  is  to  be  meas- 
ured, a  separate  meter  for  each  supply  should  be  provided. 
(See  photometer  meters,  page  465,  paragraph  6.)  For  each 
additional  meter  set  upon  the  extended  photometer  table,  add 
1  foot  6  inches  to  the  length  of  the  photometer  room. 

The  width  of  the  photometer  room  should  be  not  less  than 
8  feet  6  inches. 

The  height  of  the  photometer  room  should  be  not  less  than 
12  feet.     These  dimensions  as  to  length  and  width  are  the 
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least  that  will  permit  of  convenience  in  movement  about  the 
photometer,  the  table  of  which  is  to  be  8  feet  9  inches  long 
and  2  feet  6  inches  wide,  when  a  single  meter  is  used.  The 
minimum  height  of  12  feet  is  given  from  considerations  of 
ventilation. 

Ventilation. 

If  any  wall  of  the  photometer  room  is  formed  by  a  wall  of 
the  building  in  contact  with  the  outside  air,  that  wall  shotild 
be  jacketed  with  non-conducting  material  to  make  it  readily 
maintain  the  same  temperature  as  those  sides  communicating 
with  the  interior  of  the  building.  No  room  having  walls  of 
considerable  difference  of  temperature  can  be  free  from  drafts. 

The  photometer  room  is  in  best  condition  when  built  in  the 
middle  of  a  room  that  is  warmed  and  well  ventilated,  and  not 
used  for  any  purpose  tending  to  vitiation  of  its  atmosphere. 
In  this  case,  the  photometer  room  may  receive  for  its  proper 
ventilation  a  supply,  in  cold  weather,  of  pure,  warm  air  from 
the  outer  room,  while  its  sides  are  exposed  to  a  uniform  tem- 
perature on  the  outside  and  to  a  uniform  temperature  on  the 
inside;  and  in  warmer  seasons  it  is  protected  from  the  direct 
rays  of  the  sim. 

While  the  air  in  the  photometer  room  is  best  supplied  from 
the  outside  room,  the  flues  discharging  the  vitiated  air  from  it 
may  open  into  the  outside  room  again  if  the  height  of  this 
room  is  not  less  than  ten  feet  above  the  ceiling  of  the  photo- 
meter room.  In  this  case,  the  openings  in  the  ceiling  of  the 
photometer  room  should  extend  the  full  length  of  the  photo- 
meter table  and  should  be  light  tight. 

If  the  height  of  the  outside  room  is  less  than  this  limit,  the 
ventilation  of  the  photometer  room  should  be  carried  on  by 
means  of  light  tight  ventilators  controlled  by  a  damper.  In 
this  case  the  openings  in  the  ceiling  of  the  photometer  room 
should  discharge  into  a  box,  to  which  these  ventilators  are 
connected,  and  the  ventilators  should  be  carried  through  the 
.roof  of  the  outer  room. 

The  air  may  be  admitted  to  the  photometer  room  through 
suitable  openings  in  the  outer  side  of  the  walls  or  partitions, 
thence  downward  with  a  sufficient  offset  to  exclude  light,  and 
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tken  into  the  room  through  registers  set  in  the  baseboard* 
These  openings  should  extend  around  the  entire  room.  The 
total  area  of  the  register  openings,  for  a  room  of  the  minimum 
size  g^ven  herein,  should  not  be  less  than  ten  square  feet,  made 
up  of  twenty-four  registers,  6  inches  by  10  inches,  or  their 
equivalent. 

For  the  purpose  of  light  and  ventilation  when  gas  pipes  are 
to  be  disconnected,  and  for  cleaning,  two  or  more  light  tight 
shutters,  opening  into  the  outside  room,  should  be  provided. 

Such  a  room  will  permit  of  the  continued  presence  of  two 
persons,  a  5  foot  per  hour  gas  flame  and  the  flame  of  the  pen- 
tane  lamp,  and  yet  maintain  a  low  degree  of  vitiation,  without 
drafts.     (See  Appendix  A — ^part  2.) 

Vitiation  Effects. 

The  charts  of  Appendix  A  show  the  relative  eflfects  of 
vitiation  on  approximately  22  candle  power  mixed  coal  and 
water  gas,  and  on  some  of  the  standards  of  light  that  are  now 
in  use. 

The  percentage  of  loss  in  candle  power  of  the  g^is  flame 
being  less  than  that  of  any  of  the  standards  shown,  we  can 
safely  assume  that  any  vitiation  of  the  atmosphere  beyond  the 
normal  will  cause  the  candle  power  of  the  gas  flame  to  show 
higher  than  it  would  if  measured  imder  normal  conditions. 
This,  of  course,  presupposes  that  the  formulae  corrections  for 
humidity  and  carbonic  acid  content  as  supplied  to  the  flame 
standards  have  not  been  used.  These  charts  are  also  inter- 
esting as  showing  that  the  divergencies  between  the  gas  flame 
and  the  candles  are  greater  than  between  the  gas  flame  and  the 
pentane  lamp  or  the  Elliott  lamp. 

The  photometer  room,  therefore,  should  be  supplied  with  an 
abundant  quantity  of  air,  uniform  in  purity  and  in  tempera- 
ture, from  the  outside  room,  the  temperature  of  which  may  be 
kept  uniform  either  by  the  indirect  or  the  hot  air  system  of 
heating.  If  the  location  is  such  that  there  is  no  one  present 
at  night,  a  gas  stove  or  electric  heater  could  well  be  employed 
to  maintain  the  temperature  at  the  desired  degree  during  oflF 
hours. 
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Humidity  Effects. 

In  those  climates  in  which  the  heat  of  the  summer  is  accom- 
panied by  high  humidity,  there  is  introduced  a  problem  which 
is  difficult  to  solve.  A  very  disturbing  factor  in  correct  candle 
power  determinations  is  the  change  in  the  quantity  of  water 
vapor  present  in  the  air.  While  in  the  winter  the  humidity  will 
be  below  normal  at  the  temperature  of  the  photometer  room,  it 
can  be  brought  up  to  normal ;  but  in  the  summer,  the  problem 
is  to  reduce  the  humidity.  The  introduction  of  methods  of 
cooling  the  air  during  the  summer  months,  by  which  the  humid- 
ity may  be  controlled,  appears  to  be  essential  for  correct  work. 

Formulae  for  correcting  the  candle  power  of  the  pentane 
and  Hefner  lamps  for  variations  in  the  humidity  and  carbonic 
acid  content  of  the  atmosphere  supporting  combustion  of  their 
fuels  have  been  deduced  empirically  by  Mr.  Paterson  of  the 
British  National  Physical  Laboratory  and  Dr.  Liebenthal  of  the 
Reichsanstalt.  In  these  cases,  however,  great  care  has  been 
observed  to  keep  the  fuel  of  these  lamps  exactly  constant  in 
composition. 

We  could  not  expect  to  apply  any  formulae  for  these  atmos- 
pheric constituents  to  a  tlame  of  varying  composition  such  as 
changeable  gases  requiring  different  quantities  of  air.  Q)n- 
sequently,  when  we  compare  a  gas  flame  against  another  flame 
standard,  we  must  either  have  normal  atmospheric  conditions 
in  the  room  or  we  mtlst  know  that  these  atmospheric  condi- 
tions influence  the  flames  of  the  standard  and  the  gas  exactly 
alike.  To  compare  a  gas  flame  against  an  electric  lamp  nor- 
mal atmospheric  conditions  are  imperative,  otherwise  an  error 
of  as  much  as  10  per  cent,  may  be  introduced  generally  against 
the  gas  flame. 

The  photometer  room  and  laboratory  of  the  Btu-eau  of 
Standards  at  Washington  is  equipped  with  cool  brine  coils, 
over  which  the  air  to  the  photometer  room  is  passed,  thus 
reducing  the  quantity  of  water  vapor. 

The  range  of  absolute  error  which  is  attributable  to  this 
humidity  cause  alone  is  set  forth  in  Mr.  J.  B.  Klumpp's  Notes 
in  the  Report  of  the  Research  Committee  of  The  American  Gas 
Light  Association  in  1905,  in  which  the  pentane  lamp  value  is 
shown  to  be  subject  to  a  total  variation  of  as  much  as  25  per 
cent,  between  the  extreme  ranges  of  humidity  in  Philadelphia 
in  a  vear. 
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Temperature  Control. 

The  temperature  control  of  the  photometer  room  is  a  mat- 
ter of  prime  importance.  Not  only  must  the  pipes  conducting 
the  gas  to  the  photometer  room  be  protected  from  chilling 
below  the  minimum  temperature  of  the  gas  in  the  mains,  but 
fluctuations  in  the  temperature  of  the  photometer  room  during 
the  times  when  the  readings  are  not  being  taken  constitute  a 
cause  that  leads  to  frequent  inaccurate  determinations. 

Gases  depend  for  their  illuminating  quality  more  or  less  on 
the  condensible  vapor.  When  a  gas  passes  through  a  pipe  the 
sides  of  the  pipe  become  coated  with  a  condensate  from  the 
gas  that  will,  if  the  temperature  and  the  gas  do  not  change, 
remain  in  equilibrium  with  the  vapors  in  the  gas.  In  other 
words,  there  will  be  no  interaction  between  this  condensate  and 
the  vapors  in  the  gas.  If  the  temperature  of  the  condensate 
changes  even  slightly,  it  will  no  longer  be  in  equilibrium  with 
the  vapors  in  the  gas ;  and  there  will  be  an  absorption  of  the 
vapors  of  the  gas  if  the  pipe  gets  colder,  or  there  will  be  a 
yielding  up  of  the  vapors  to  the  gas  if  the  pipe  gets  warmer, 
resulting  in  a  temporary  decrease  or  increase  in  the  candle 
power. 

What  is  true  of  the  pipe  is  particularly  true  of  the  photo- 
meter meter.  The  meter  water  is  also  influenced  through  the 
fact  that  the  solubility  of  benzene  vapors  in  water  is  affected 
by  temperature.  Like  ammonia,  so  with  benzene  vapors ;  cold 
water  will  absorb  more  of  them  than  hot  water  will.  It  is  for 
these  reasons  that  a  sudden  increase  in  the  temperature  of  the 
photometer  room  will  give  temporarily  a  higher  reading  of  a 
gas  flame. . 

In  Appendix  B  is  given  the  result  of  the  experiments  to 
show  the  influence  on  the  candle  power  of  passing  gas  through 
meters  in  which  the  temperature  has  been  changed. 

An  even  temperature  of  75°  F.  in  the  photometer  room 
throughout  the  year  is  desirable. 

Construction. 
The  photometer  room  may  be  constructed  of  metal,  such  as 

corrugated  or  stamped  iron,  or  of  wood,  or  of  brick,  or  tile. 

The  photometer  room  shown  in  plate  1  of  Appendix  A  is 
shown  as  made  of  sheet  iron. 
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Photometer. 

The  Committee  recommends  the  use  of  the  60  inch  bar  of 
the  improved  Letheby  type,  and  does  so  without  prejudice  to 
the  80  inch  or  100  inch  bars.  After  diligent  inquiry  among  the 
gas  companies,  it  is  believed  to  be  their  tendency  to  equip  them- 
selves with  60  inch  bars,  and  they  seem  to  have  been  governed 
by  the  consideration  that  more  60  inch  bars  of  modem  design 
are  being  used  than  any  other. 

Of  ninety-eight  sets  of  questions  sent  out  to  the  larger  g^s 
companies,  seventy-three  companies  replied;  of* these  sixty-two 
companies  use  bar  photometers.  They  have  in  use  83  bar  pho- 
tometers, of  which  37  are  60  inch,  29  are  100  inch,  and  4  are 
80  inch  bars. 

The  advantages  of  the  60  inch  bar  are: 

First.    That  being  shorter,  it  requires  less  space. 

Second.  That  the  two  light  sources  usually  compared  in 
plain  gas  photometry  are  at  such  relative  distances"  from  the 
disc  as  to  give  it  the  best  theoretical  illumination  for  easily 
comparing  the  star  or  other  figure  on  the  disc. 

Assuming  as  normal  for  America  a  10  candle  power  stand- 
ard and  a  20  candle  power  gas,  the  disc  box  at  correct  setting 
will,  on  a  60  inch  bar,  be  about  2.07  feet  from  the  10  candle 
light;  and,  on  a  100  inch  bar  it  will  be  3.45  feet  from  the  10 
candle  light.  The  setting  being  correct,  the  illumination  on 
both  sides  of  the  disc  will  be  equal. 

The  human  eye  has  objects  best  illuminated  to  suit  its 
vision,  that  is  for  sensitive  discernment  of  differences  in 
appearance,  when  that  illumination  is  from  2  to  3  foot  candles. 

Computing,  therefore,  from  the  above  figures,  we  find 
that  for  the  60  inch  bar  the  disc  has  an  illumination  of 
j^^fy  =  2.34  foot  candles;  and  that  for  the  100  inch  bar 
the  illumination  is  deficient,  being  only  one-third  this,  or 
j^i^  =  .84  foot  candles.  The  100  inch  bar  with  a  10 
candle  power  standard  is  well  adapted  for  the  determination 
of  incandescent  mantle  lights  where  the  range  is  from  60  to 
100  candles. 

The  objection  may  be  urged  against  any  form  of  straight 
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bar  photometer,  such  as  the  Letheby,  that  while  the  standard 
lamp  used  had  had  its  value  assigned  when  it  was  at  one  dis- 
tance from  the  disc,  yet  in  the  operation  of  taking  varying  can- 
dle powers  the  standard  lamp  is  used  at  varying  distances  from 
the  disc,  and  the  nearer  the  lamp  is  to  the  disc  the  greater  is 
the  light  area  of  its  flame  at  the  disc.  In  some  cases,  such  as 
the  Edgerton  Standard,  this  has  been  met  by  an  accurate 
determination  of  the  effective  centre  of  the  Edgerton  standard 
flame,  which  was  then  placed  in  the  position  of  the  standard 
light  source. 

The  effective  centre  of  the  circular  flame  of  the  pentane 
lamp  is  at  a  point  forward  of  the  geometric  centre,  a  distance 
equal  to  one-third  the  radius  of  the  flame ;  so  that  if  the  lamp 
Is  set  up  with  its  effective  centre  30  inches  distant  from  the 
centre  of  the  bar,  the  effect  of  varying  the  distance  of  the  disc 
from  the  pentane  lamp  will  be  neutralized  and  accuracy  main- 
tained. 

The  art  of  photometry  of  gas  flames  has  been  much 
advanced  by  the  work  of  the  Gas  Referees  in  London  and  their 
associates.  These  gentlemen,  acting  as  arbitrators  between 
the  gas  companies  and  the  municipal  authorities  for  many 
years,  have  brought  to  bear  on  most  of  the  questions  that  have 
presented  themselves — and  it  would  seem  that  almost  every 
possible  question  had  presented  itself — a  high  degree  of  techni- 
cal knowledge  and  practical  experience.  Their  decisions  and 
the  results  of  their  investigations  are  entitled  to  the  highest 
respect,  and  the  investigator  who  differs  with  their  findings 
should  realize  that  such  responsibility  must  not  be  assumed 
lightly.  One  of  the  limitations  of  the  work  of  the  London  Gas 
Referees  must  be  kept  in  mind — they  deal  with  London  gas 
as  burnt  in  the  City  of  London.  The  methods  and  apparatus 
used  by  them  may  not  be  practicable  for  gases  of  wide  range 
in  candle  power. 

The  Gas  Referees  of  London  and  their  associates  made  a 
thorough  study  of  the  advantages  and  peculiarities  of  different 
types  of  photometers  prior  to  the  adoption  of  the  new  table 
photometer  in  1898.  This  photometer  is  a  modified  form  of 
the  Foucault,  and  is  similar  in  principle  to  that  used  in  Paris. 
The  objection  just  cited  is  here  met  by  fixing  the  positions 
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of  both  3tandard  and  test  lights  and  also  of  the  disc,  or 
"photoped"  as  it  is  called.  The  ten  candle  pentane  lamp  was 
placed  1000  mm.,  and  the  London  Argand  Burner  1265  mm., 
respectively,  distant  from  and  on  the  same  side  of  the 
photoped.  All  other  distances  of  importance  were  similarly 
fixed  with  exactness,  so  that  it  would  be  possible  to  turn  out 
a  series  of  uniform  instruments.  The  adjustment  of  equality 
of  the  disc's  illumination  was  gained  through  varying  the  rate 
of  flow  of  the  gas,  and  this  equality  is  judged  from  the  rear 
of  the  photoped  by  transmitted  light. 

Sudh  a  method  was  not  flexible,  however,  as  it  would  not 
easily  permit  the  testing  of  gases  varying  widely  in  candle 
power,  nor  the  use  at  the  same  distance  of  both  Argand  and 
flat  flame  burners.  We  find,  however,  that  in  the  1907  Noti- 
fications, the  Referees  have  returned  to  the  principle  of  move- 
able parts ;  but  in  this  case  it  is  the  test  flame  which  is  made 
to  move  and  not  the  disc.  We  are  not  able  to  persuade  our- 
selves that  this  is  the  best  method  of  meeting  all  the  difficul- 
ties. 

It  seems  to  the  Committee  that,  as  one  requisite  of  accurate 
photometry  is  that  both  flames  shall  be  as  quiet  as  possible,  it 
is  a  wide  departure  from  this  accepted  stand  to  oscillate  the 
test  flame  to  and  fro  during  a  determination  of  the  gas  burn- 
ing through  it. 

It  was  desired  that  actual  tests  should  be  conducted  to  find 
whether  the  Table  Photometer  in  operation  had  advantages 
over  the  type  which  the  Committee  recommends.  For  this  pur- 
pose one  was  imported  from  London.  It  was  set  up  in  a  room 
27  feet  9  inches  by  18  feet  6  inches  and  16  feet  high,  containing 
a  60  inch  bar  photometer  and  a  125  cubic  foot  gas  holder.  In 
this  way  it  was  possible  to  furnish  the  identical  gas  to  each 
photometer,  and  to  maintain  all  temperature  and  atmospheric 
conditions  equal. 

The  photometrists,  after  considerable  practice  to  enable 
them  to  do  consistent  work  on  the  Table  Photometer,  report 
that  while  its  design  is  to  give  greater  convenience  to  the  oper- 
tor  and  permit  him  to  remain  seated  during  a  test,  they  are 
not  able  to  make  a  setting  with  as  great  readiness  nor  within  as 
narrow  limits  as  with  the  other  photometer.    As  a  consequence 
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there  is  a  wide  disagreement  of  the  readings  by  the  same  indi- 
vidual, although  the  average  by  the  two  meUiods  is  not  far 
from  agreement.  More  practice  may  bring  greater  skill,  but 
at  present  they  do  not  see  any  refinement  in  observation  by 
comparison  of  the  two  fields  on  the  photoped.  Apart  from 
this  criticism,  the  Table  Photometer  is  the  logical  development 
toward  the  elimination  of  several  disturbing  factors,  such  as 
"personal  equation*'  and  varying  distance  of  standard  from  " 
disc. 

Two  other  points  should  be  mentioned  while  speaking  of 
the  possibility  of  adoption  of  such  a  Table  Photometer  in 
American  practice.  It  would  not  be  feasible  to  place  more 
meters  upon  such  a  table  for  the  purpose  of  testing  diflferent 
gases  on  a  Works  photometer,  because  the  space  on  the  table 
near  the  observer  is  already  filled.  Secondly,  it  would  be  advo- 
cating the  abandonment  entirely  of  the  present  photometric 
equipment  in  this  country,  for  we  are  unable  to  learn  of  the 
use  of  such  Table  Photometers  here. 

The  Committee  is  of  the  opinion  that  while  advocating  the 
continued  use  of  the  bar  photometer,  yet  every  means  con- 
tributing to  its  greater  accuracy  should  be  encouraged.  To 
this  end  we  recommend  the  "substitution"  method  in  testing 
gas. 

It  is  known  that  in  most  cases  if  two  lamps  A  and  B  prove 
equal  when  A  is  at  the  left  of  the  bar  and  B  is  at  the  right,  yet 
they  may  differ  slightly  when  B  is  at  the  left  and  A  is  at  the 
right.  This  may  be  due  to  personal  equation,  to  air  drafts, 
to  unequal  reflecting  surfaces,  or  other  contributing  causes. 
If,  however,  A  is  known  to  have  a  standard  value,  and  the 
desire  is  to  test  the  candle  power  of  the  gas  against  A's 
units,  then  substitute  A  in  the  place  that  will  be  used  by  the 
gas  and  evaluate  B  in  A's  terms  in  the  position  which 
it  (B)  will  continue  to  occupy.  All  that  is  now  desired  of  B 
is  that  it  shall  continue  constant,  yielding  always  the  value 
given  it  by  A's  units.  A  is  then  taken  away  and  the  gas  is 
swung  into  the  position  which  A  occupied.  It  is  here  subject 
to  exactly  the  same  environment  that  A  had,  and,  through  com- 
parisons with  B,  obtains  its  candle  power  in  terms  of  A. 
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Furthermore,  A,  being  the  standard  of  reference,  is  used  least 
and  will  be  preserved  longer. 

The  installation  of  photometric  apparatus  necessary  for  the 
exact,  or  approximately  exact,  valuation  of  a  gas  flame  requires 
a  stable  equipment.  Attention  must  be  g^ven  to  many  details 
of  the  care  of  the  gas  in  its  approach  to  the  room  and  in  its 
treatment  in  the  room.  We  call  attention  to  the  grave  sources 
of  error  capable  of  the  widest  ranges  of  injustice  that  are 
introduced  when  these  details  are  not  observed.  The  determi- 
nation of  the  candle  power  on  portable  photometers  must  be 
accepted  with  the  greatest  caution.  Of  this  class  of  photo- 
meters it  must  be  said  that  accuracy  is  often  sacrificed  to  con- 
venience of  handling.  The  usual  sources  of  error  in  a  portable 
photometer  are  as  follows: 

First.  The  photometer  is  closed  in  and  thus  supplied  with 
vitiated  air;  also  under  this  condition  such  air  as  the  flames 
get  is  supplied  through  small  crevices  and  accompanied  by 
drafts. 

Second.  The  body  of  the  photometer  is  not  rigid,  and  the 
movement  backward  and  forward  of  the  disc  box  causes  vibra- 
tion of  the  flame. 

Third.  The  disc  box  is  set  so  near  the  bed  of  the  table 
that  the  dust  gathering  upon  the  table  may  easily  become  appre- 
ciably a  reflecting  surface. 

Fourth.  Many  of  these  portable  photometers  are  without 
a  governor  or  without  a  device  for  measuring  pressure. 

Fifth.  It  is  a  common  practice  to  use  rubber  tubing  in 
connection  with  them,  such  tubing  having  the  property  of 
absorbing  benzene  vapors  and  reducing  the  candle  power. 

Sixth.  A  photometer  equipment  comprises  a  proper  prepa- 
ration of  room  as  to  ventilation  and  temperature,  careful 
guarding  of  the  gas  against  chilling,  and  other  precautions 
against  error  that  will  not  be  found  if  the  photometer  is  set 
up  anywhere  and  everywhere. 

Piping. 

The  temperature  of  the  gas  in  the  pipe  conveying  the  sam- 
ple from  the  main  to  the  photometer  should  not  be  allowed  to 
fall  below  the  minimum  temperature  in  the  main.    The  service 
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pipe  should  be  taken  from  a  point  not  above  the  middle  of  the 
main,  and  where  it  is  carried  under  a  water  tight  pavement 
should  have  only  a  slight  drip  back  to  the  main.  It  is  better 
to  drip  the  piping  toward  the  cellar,  thereby  securing  more 
cover  to  the  service  pipe  than  to  the  main.  In  the  cellar  of  the 
building,  it  should  be  protected  carefully  against  chilling.  The 
pipe  should  run  as  direct  as  possible  to  the  photometer  and 
should  be  covered  with  non-conducting  covering. 

Several  companies  have  adopted  .the  use  of  cooling  coils  on 
Works  photometer,  through  which  the  gas  passes  before  enter- 
ing the  photometer  meter,  thus  securing  at  all  times  of  the 
year  the  candle  power  of  the  gas  at  a  constant  temperature. 
By  observations  with  the  hygrometer  (as  devised  by  Bond  and 
Tutwiler,  of  the  Philadelphia  Gas  Works),  at  the  Testing  Sta- 
tion, the  temperature  to  which  the  gas  has  fallen  before  reach- 
ing the  testing  station  photometer  may  be  determined,  and  the 
fall  in  candle  power,,  due  thereto,  may  thus  be  anticipated  at 
the  Works. 

The  use  of  pure  or  vulcanized  rubber  hose  for  conducting 
gas  to  a  photometer  is  condemned  as  decreasing  the  candle 
power  of  the  gas. 

Governor. 

*  In  order  to  secure  exact  measurements  on  the  photometer 
meter,  the  gas  in  the  inside  of  the  meter  drum  should  be  under 
uniform  pressure.  For  this  purpose  a  governor  should  be 
placed  on  the  inlet  to  the  photometer  meter.  The  Committee 
recommends  the  use  of  a  dry  governor,  which,  while  somewhat 
less  delicate  than  a  wet  governor,  avoids  the  two  objections  to 
a  wet  governor:  namely,  first,  the  more  attention  that  it  re- 
quires and  the  introduction  of  fresh  water  from  time  to  time 
which  must  be  saturated  before  a  correct  reading  is  to  be 
made ;  second,  the  wet  governor  acts  as  an  averaging  tank  and 
will  not  show  as  rapidly  as  the  dry  governor  changes  in  the 
candle  power. 

A  dry  governor,  smaller  in  size  and  capable  of  delicate 
adjustment,  should  be  placed  on  the  outlet  of  the  photometer 
meter  to  still  further  reduce  the  pressure  supplied  to  the 
burner,  and  to  obviate  small  fluctuations  caused  by  the  dipping 
of  the  meter  partitions  into  the  water. 
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Forty-two  companies  report  using  dry  and  eighteen,  wet 
governors ;  those  using  governors  at  inlet  only,  those  at  outlet 
only,  and  those  at  both  inlet  and  outlet  are  about  equal  in 
numbers. 

Meter. 

The  Committee  recommends  the  adoption  of  the  1-12 
cu.  ft.  per  revolution  wet  photometer  meter,  unencumbered 
by  a  superimposed  clock.  The  rate  of  flow  of  the  gas  should 
be  determined  by  a  detached  watch  or  clock.  With  a  1-12 
cu.  ft.  per  revolution  meter,  the  gas  is  being  burnt  at  the  rate 
of  five  cubic  feet  per  hour  when  the  meter  makes  one  revolu- 
tion per  minute.  The  observer  can  watch  the  meter  dial  with 
his  eye  and  snap  the  watch  at  the  completion  of  a  revolution 
of  the  meter  hand.  He  then  reads  from  his  watch  the  number 
of  seconds  required  for  a  revolution. 

The  candle  power  computer  is  based  on  the  use  of  the  1-12 
cu.  ft.  per  revolution  meter. 

The  speed  of  the  drum  throughout  a  revolution  should  be 
as  nearly  as  possible  exactly  uniform.  Should  the  movement 
of  the  meter  hand  appear  erratic,  a  leak  should  be  suspected, 
and  a  test  made  to  ascertain  if  this  is  true.  It  may  be  occa- 
sioned either  by  friction  of  the  circumference  of  the  drum  or 
by  its  shaft,  due  either  to  a  deposit  of  sediment  below  the  drum? 
or  to  dryness  of  the  stuffing  box.  Either  cause  will  produce 
an  erratic  motion  and  be  accompanied  by  fluctuations  of  the 
water  in  the  gauge  glass. 

Qear  water  should  be  used  in  the  meter,  and  it  is  at  the 
correct  height  when  the  bottom  of  the  meniscus  is  at  the  height 
of  the  pointer  on  the  glass.  The  drum  should  revolve  freely 
with  a  1-lOth  inch  pressure. 

The  meter  should  not  be  connected  rigidly  with  wrought 
iron  pipe  at  the  inlet  and  outlet,  as  such  connections  render  the 
leveling  screws  inoperative  without  straining  the  meter.  Lead 
connections  are  preferred.  It  is  best  to  set  the  meter  and 
level  it  first  and  then  bend  the  connections  into  place. 

When  gas  from  more  than  one  supply  is  to  be  measured  in 
sequence  on  the  photometer,  a  separate  meter  should  be  pro- 
vided for  each  kind  of  gas,  in  order  to  secure,  in  the  shortest 
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interval  of  time,  accurate  determinations.  For  instance,  if  a 
higher  candle  power  water  gas  is  passed  through  a  meter 
which  has  previously  been  measuring  coal  gas,  a  considerable 
time  must  elapse  before  the  water  in  the  meter  gets  in  equi- 
librium with  the  vapors  in  the  higher  candle  power  gas.  Until 
this  is  accomplished,  the  reading  will  be  too  low. 

In  a  Works  manufacturing  a  mixed  gas,  in  which  the  can- 
dle powers  of  the  coal  gas,  the  water  gas,  the  mixed  gas  at 
inlet  and  the  gas  from  the  street  governor  outlet  are  to  be 
measured,  four  separate  meters  are  recommended. 

The  photometer  equipment  should  include  a  1-12  cubic 
foot  glass  bottle,  such  as  are  supplied  by  photometer  makers. 
Its  capacity  should  be  derived  from  a  cubic  foot  bottle  certified 
by  the  Bureau  of  Standards  at  Washington. 

A  duplicate  meter,  proven  correct  by  a  cubic  foot  bottle, 
should  be  always  on  hand  for  releasing  the  meter  in  use  to  be 
tested  when  any  cause  for  suspecting  its  accuracy  arises. 

Five  companies  replied  that  they  did  not  correct  the  volume 
of  gas  burned  to  60**  temperature,  and  four  make  no  correc- 
tionS  for  barometric  pressure. 

Forty-two  companies  use  1-12  cu.  ft.  meters,  sixteen  use 
1-10  cu.  ft.  meters,  others  use  both. 

Stop  Watch  or  Clock. 

Stop  watches  are  generally  unsatisfactory  because  of  readi- 
ness to  get  out  of  order.  A  good  stop  watch  in  individual 
cases  is  reliable,  but  for  frequent  work  it  is  expensive  to  keep 
in  repair.  A  watch  that  would  lose  five  minutes  a  day  at  a 
uniform  rate  would  introduce  an  error  of  less  than  a  third  of 
1  per  cent.  An  electrically  controlled  clock  of  substantial 
workmanship,  placed  in  a  safe  position  and  operated  by  three 
keys,  for  the  purpose  of  starting,  stopping  and  setting  back 
the  hand,  is  on  the  market  and  forms  a  reliable  instrument. 

The  Swing  Bracket. 

The  burner  should  be  carried  on  a  swing  bracket  supplied 
with  a  plumb  bob  for  placing  the  flame  at  the  proper  distance 
from  the  centre  of  the  bar.    A  swing  bracket  will  permit  of  the 
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placing  of  the  pentane  lamp  by  the  substitution  method.  For 
exact  alignment  of  the  flame,  two  plimib  bobs  should  be  used, 
one  on  each  side  of  the  flame  at  right  angles  to  the  direction  of 
the  bar  and  each  30  inches  from  its  centre.  The  flame  is 
adjusted  in  final  position  by  sighting  across  these  lines. 

Disc  Box. 

The  disc  box  containing  the  disc  is  referred  to  by  many 
writers  as  the  "photometer."  Stine  says:  "The  act  of  meas- 
urement involved  in  photometry  is  confined  to  observations  of 
the  illumination  of  the  lights  compared  upon  some  form  of 
screen;  and  taking  this  as  a  basis,  the  photometer  is  the  screen 
and  its  accessories." 

The  G>mmittee  recommends  the  Leeson  Contrast  Disc  as 
being  the  simplest  disc  to  reproduce,  keep  clean,  read  without 
fatigue  to  the  eye,  and  not  wanting  in  accuracy.  In  gas  photo- 
metry the  slight  irregularities  of  the  meter,  tHe  possibility  of 
slight  drafts,  the  dancing  of  tiie  gas  flame  itself,  makes  the 
use  of  the  Lummer  Brodhun  Disc  fatigfuing  to  the  eye.  Tests 
made  by  two  set  of  observers  on  the  same  gas,  reading  against 
an  electric  standard — one  set  using  the  Leeson  disc,  and  the 
other  the  Lummer  Brodhun  contrast  disc — proved  that  under 
skilled  observers  they  were  equally  accurate. 

The  human  eye  fatigues  perceptibly  with  a  Leeson  contrast 
disc  after  eight  hours  of  work,  and  much  more  quickly  when 
reading  with  the  telescopic  disc. 

Twelve  companies  report  the  use  of  the  Bunsen  or  grease 
spot. 

Twenty-four  companies  use  the  Leeson  contrast  disc. 
Twenty-four  companies  use  the  disappearing  star. 
Eight  companies  use  the  Lummer  Brodhun,  of  which  seven 
are  disappearing  and  one  contrast.' 

Burner. 

The  kind  of  test  burner  that  should  be  used  has  been  the 
subject  of  much  controversy.  It  is  frequently  specified  with 
the  candle  power  of  the  gas  to  be  produced. 
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The  London  Gas  Act  of  1905  contains  the  following  clause : 
"Clause  3.     The  Gas  Referees  shall  from  time  to 
time  prescribe  the  burner  for  testing  the  illuminating 
power  of  the  gas  supplied  by  the  company  and  the 
chimney  (if  any)  to  be  used  with  such  burner.     The 
burner  so  prescribed  shall  be  of  such  pattern  (not  being 
an  incandescent  or  similar  burner)  as  shall  be  practical- 
for  use  by  the  consumer;  and  the  burner  and  chimney 
(if  any)  shall  be  the  most  suitable  for  obtaining,  and 
in  making  the  test  shall  be  so  used  as  to  obtain  from 
the  gas  when  consumed  at  the  rate  of  five  cubic  feet 
an  hour,  the  greatest  amount  of  light." 
The  English  view  is  thus  •  summarized  editorially  in  the 
London  Journal  of  Gas  Lighting  for  July  14th,  1903 :    "The 
fundamental  law  of  gas  testing  for  illuminating  power  is  that 
this  shall  be  done  with  the  burner  best  suited  for  the  purpose,, 
used  in  the  most  favorable  way  for  the  gas,  provided  only  that 
the  burner  itself  shall  be  one  which  consumers  can  use  if  they 
please.     Except  to  the   wilfully   blind,   there  cannot  be  the 
smallest  mistake  as  to  the  intent  of  this  enactment,  which  has 
been  justly  styled  'the  charter*  of  the  illuminating  gas  indus- 
try." 

The  Gas  Act  referred  to  above  embodies  the  conclusion 
arrived  at  after  a  thorough  discussion  of  the  subject  by  the 
London  County  Council  (representing  the  municipality),  and  the 
gas  companies.  It  will  be  impossible  here  to  even  outline  the 
argiunents  presented  on  both  sides;  but  the  question  seems  to 
have  been  settled  for  the  future  by  the  adoption  of  the  Metro- 
politan No.  2  Argand  Burner,  one  of  which  is  here  on  exhibi- 
tion. 

It  consists  of  a  carefully  made  Argand  burner,  fitted  below 
with  an  air  shutter  by  which  the  supply  of  air  to  the  interior 
of  the  flame  may  be  regulated.  The  burner  as  constructed 
makes  a  marked  gain  in  efficiency  over  the  Sugg  D  burner  for 
gases  of  low  quality. 

The  Committee  calls  special  attention  to  that  clause  of  the 
London  Gas  Act  of  1905,  describing  the  '^ind  of  burner  that 
should  be  used  in  testing  the  candle  power  of  gas,  as  citedl 
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above ;  and  you  are  asked  to  note  that  this  is  an  Act  of  Legis- 
lation and  not  alone  the  views  of  the  gas  companies,  and  that 
on  this  subject  the  municipal  officials  and  the  gas  companies 
are  in  accord. 

On  the  Various  Working  Standards  in  Present  Use: 

In  the  reports  received  from  the  various  gas  companies  of 
Americaj  we  find  the  following  working  standards  to  be  in  use : 

A.  British  Candles— of  several  importations.  Used  by 
31  of  the  40  municipal  and  state  inspectors  and  by 
41  gas  companies. 

B.  Edgerton  Standards.  Used  by  18  gas  companies; 
no  municipal  or  state  inspectors. 

•C.  Hefner  Lamps.  Used  by  1  municipal  inspector  and 
5  gas  companies. 

D.  Electric  Incandescent  Lamps.  Used  by  2  munici- 
pal inspectors ;  no  g2is  companies. 

E.  Elliott  Lamps.    Used  by  11  gas  companies. 

F.  Pentane  Lamps.  Used  by  31  gas  companies  and  3 
municipal  inspectors. 

G.  Jet  Photometers,  variously  manipulated.  Used  by 
28  gas  companies,  20  of  which  also  use  bar  photo- 
meters. 

We  should  note  that  each  of  these  standards  is  the  product 
of  incandescent  carbon,  and  that  their  variety  occurs  through 
the  eflFect  of  the  media  in  which  incandescence  is  produced. 

The  electric  lamp  produces  incandescence  of  fixed  carbon 
particles  in  a  vacuum  by  direct  molecular  agitation  by  an  elec- 
tric current.  It  is  not,  therefore,  aflFected  by  variations  in  the 
surrounding  air,  and  is  not  to  be  recommended  for  photo- 
metry of  gas  flames. 

In  all  the  others,  the  carbon  particles  are  dissociated  in  a 
free  stream  and  are  rendered  incandescent  by  the  direct  appli- 
cation of  heat  through  a  combustion  of  gases  whose  oxygen 
supply  is  the  surrounding  air.  Their  flames  are  either  a  single 
jet  or  a  series  of  jets  arranged  in  flat  or  circular  form.  These 
flames  are  either  freely  open,  partly  directed,  or  wholly 
enclosed  and  directed  by  a  chimney. 
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The  attempt  to  preserve  their  luminosity  constant  is  made 
in  either  of  two  ways:  first,  by  a  uniform  consumption  of 
fuel;  second,  by  the  maintenance  of  a  constant  flame  height. 
But  so  long  as  the  flame  and  its  temperature  is  dependent  upon 
a  surrounding  air  of  varying  quality,  the  luminosity  of  tlje 
free  carbon  particles  will  also  vary,  for  this  luminosity  varies 
as  the  fifth  power  of  the  absolute  flame  temperature. 

From  this  and  the  fact  that  humidity  in  the  air  exerts  the 
greatest  eflfect  upon  flame  luminosity,  it  is  clear  that  the  real 
cause  of  variation  in  the  several  standards  is  the  change  in 
flame  temperature.  This  knowledge  should  aid  us  in  the  selec- 
tion of  a  standard ;  for  we  should  choose  that  one  which,  while 
otherwise  constant  and  reproducible,  comes  nearest  to  being 
aflfected  by  atmospheric  changes  exactly  as  our  test  flame  is 
affected.  In  other  words,  we  should  expect  it  to  be  a  flame  of 
similar  dimension,  temperature  and  air  consumption  to  our 
•test  flame.  These  conditions  in  the  list  of  standards  given  are 
nearest  met  by  the  10  candle  pentane  lamp,  as  is  shown  in  the 
vitiation  tests  already  referred  to. 

It  may  be  well  here  to  define  the  ideal  working  standard 
for  gas  photometry,  as  conceived  by  the  Committee : 

First.  The  lamp  should  be  readily  portable,  of  simple  con- 
struction and  unvarying  dimensions. 

Second.  It  should  have  an  independent  fuel,  reasonable 
in  price  and  readily  procurable,  which  should  be  of  definite 
chemical  composition,  with  a  fixed  boiling  point. 

Third.  The  flames  should  be  of  the  same  order  of  lumin- 
osity as  the  test  flames,  of  a  similar  color,  fed  without  a  wick, 
at  a  constant  pressure,  through  a  constant  opening.  No  chim- 
ney should  surround  it. 

Fourth.  The  lamp  should  be  burned  in  a  quiet  room  of 
uniform  temperature  and  be  supplied  with  pure  air  of  the  same 
temperature.  After  reaching  thermal  equilibrium,  its  flame 
height  should  be  set  and  all  the  conditions  named  above  having 
been  complied  with,  the  flame  height  and  flame  value  will 
remain  unchanged  for  that  particular  atmospheric  condition. 

Fifth.  The  flame  of  the  standard  lamp  should  be  influenced 
in  percentage  of  its  normal  value  by  atmospheric  changes  in 
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exactly  the  same  degree  as  those  changes  influence  the  value 
of  the  gas  flame  to  be  measured. 

A  Brief  Description  Follows  of  the  Several  Working 
Standards  Mentioned. 

Of  the  41  gas  companies  using  candles,  24  state  that  they 
are  satisfied  and  16  that  they  are  not. 

(A)  A  history  and  discussion  of  the  standard  candles  is 
presented  in  Appendix  D. 

It  presents  the  indictment  against  the  practicability  of  use 
of  the  English  Standard  Candle  as  a  standard  of  light : 

First.  Because  it  will  not  always  bum  within  the  pre- 
scribed limits  of  time.  In  warmer  climates,  it  frequently 
bums  outside  of  the  prescribed  limfts  more  than  SO  per  cent 
of  the  time.  In  many  of  the  cities  of  this  country  below  the 
42**  parallel  of  latitude,  it  is  necessary  to  keep  the  candles  on 
ice  or  in  ice  boxes.  The  rejection  of  photometrical  observa- 
tions because  of  candles  burning  outside  of  the  prescribed 
limits  makes  an  almost  prohibitive  bar  to  systematic  work. 

Second.  When  burning  within  •the  prescribed  limits  it 
yields  a  light  of  varying  intensity,  due  not  only  to  the  appa- 
rent failure  to  make  candles  conform  precisely  to  the  specifica- 
tions, but  to  the  fact  that  even  if  the  specifications  were  exactly 
fulfilled  in  several  candles,  their  light  would  not  be  uniform; 
and  furthermore,  to  the  effect  of  atmospheric  conditions  upon 
that  light. 

Any  attempt  to  exactly  measure  these  influences,  such  as 
humidity,  would  of  course  be  greatly  complicated  by  the  knowl- 
edge that  the  candle,  in  the  composition  of  its  fuel,  the  wick 
and  its  mechanical  construction,  introduces  elements  of  varia- 
tion not  to  be  found  in  the  pentane  and  Hefner  lamps. 

We  are  not  prepared  to  give  a  definite  formula  for  the 
effect  of  water  vapor  on  candles,  but  we  shall  put  for- 
ward a  tentative  one.  As  Paterson  has  used  the  formula 
Candle  Power  =  10  +  .066  (10-e),  for  the  ten  candle  pen- 
tane lamp,  where  "e"  is  litres  of  water  vapor  per  cubic 
meter  of  dry  air  and  ten  is  the  normal  number  of  litres, 
so,  for  the  B.  T.  S.  candle  in  Philadelphia  we  should  say, 
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Candle  Power  =  1  +  .0087   (9.3-e)   where  9.3  is  the  nor- 
mal  litres  of  vapor  per  cubic  meter  of  dry  air. 

In  this  connection,  it  is  interesting  to  compare  the  average 
values  of  three  kinds  of  candles  bought  as  Standard  Sperm 
Candles,  obtained  from  three  American  cities  of  differing  cli- 
mates where  they  are  used.  These  we  shall  call  A,  B  and  C. 
A  candles  were  twelve  to  the  pound;  B  and  C  candles  were 
six  to  the  pound.  The  comparison  was  made  against  an  elec- 
tric incandescent  lamp  of  constant  light  value;  and  the  value 
of  each  candle  is  the  mean  of  all  determinations  made  during 
its  complete  consumption.  Conclusions  are  drawn  from  those 
tests  made  under  similar  atmospheric  conditions. 


Litres  water 
per  cu.  mtr 
air. 

vapor 
dry 

A 

B 

C 

I8 

.950 

.924 

.929 

22 

.936 

.902 

.918 

23 

.903 

.886 

.851 

Average 

.930 

.904 

.899 

While  a  variation  from  the  normal  rate  of  consimiption  of 
sperm  of  5  per  cent,  is  usually  adopted,  there  seems  to  be  no 
sufficient  reason  why  this  allowable  variation  should  not  be 
extended  to  10  per  cent,  in  seasons  of  high  temperature  and 
humidity. 

While  the  normal  water  vapor  content  of  the  air  for  the 
year  at  the  place  of  test  is  9.3  litres  per  cubic  meter  of  dry 
air,  the  tests  made  above  were  in  an  atmosphere  of  hi^lier 
moisture.  From  this  knowledge  gained  in  these,  and  a  great 
many  other,  experiments  of  the  eflfects  upon  candles  of  water 
vapor  per  cubic  meter,  the  candles  would  be  burning  abnor- 
mally if  they  did  fall  within  the  time  limit.  Corrections, 
applied  when  the  time  of  burning  was  3  per  cent,  faster  or 
10  per  cent,  slower  than  the  normal  rate,  gave  the  same  value 
to  the  candle. 

So  long  as  the  quiet,  matured  candle  flame  bums  to  the 
same  approximate  shape,  there  being  no  irregularity  of  wick 
to  produce  smoke  (denoting  incomplete  combustion),  it  would 
seem  that  a  correction  applied  proportionally  to  the  sperm 
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constunption  error  would  be  sufficient  as  a  safeguard  in  the 
use  of  candles,  without  stating  the  per  cent .  limits  beyond  which 
that  error  must  not  go. 

The  candle  is  used  in  this  country  to-day  more  than  any 
other  standard  of  light,  as  is  shown  in  the  summary  of  work- 
ing standards  previously  given.  It  is  probable  that  it  will 
yield  slowly  to  other  standards  whose  variations  from  nor- 
mal are  known  to  be  within  narrower  limits.  It  possesses  the 
advantage  over  all  other  standards  of  adaptability.  It  is  easy 
to  keep  in  stock,  it  may  be  received  through  the  mail  or  by 
express,  and  can  be  carried  about  in  one's  satchel.  It  has  been 
named  in  many  contracts,  franchises  and  leases  as  the  unit  of 
light  measurement — "sperm  candles,  six  to  the  pound,  burn- 
ing 120  grains  per  hour"  still  continues  to  be  used. 

While  there  is  no  official  manufacturer  of  the  standard 
sperm  candle,  it  is  expected  by  the  gas  companies  of  this 
country  that  these  candles  shall  be  obtained  from  certain  manu- 
facturers in  England,  who  are  believed  to  make  them  as  nearly 
as  possible  in  exact  conformity  with  the  Notifications  last 
issued  by  the  Gas  Referees  in  1894. 

The  Committee  recommends  that  when  British  Standard 
Candles  are  used  as  the  standard  and  unit  in  photometric  work 
on  gas  flames,  that  extra  care  be  taken  in  providing  against 
drafts,  while  securing  good  ventilation,  and  that  the  average 
of  as  many  readings  as  possible  be  secured.  Attention  is  called 
once  again  to  the  definition  of  Mr.  Grafton  that  "the  light  of 
one  English  candle  is  the  amount  of  light  emitted  and  main- 
tained for  at  least  one  hour  after  maturing,  from  the  combus- 
tion of  120  grains  of  sperm  fed  by  a  definite  sized  wick  in  a 
quiet  but  pure  atmosphere." 

(B)  The  Edgerton  Standard  consists  of  the  most  Itmiin- 
ous  zone  of  the  3-inch  flame  produced  by  burning  gas  through 
a  Sugg  "D"  burner  with  a  glass  chimney  l}i  inches  by 
7  inches.  This  zone  is  13-32  of  an  inch  high  and  is  emitted 
through  a  horizontal  slot  cut  in  a  brass  sleeve  surrounding  the 
chimney,  which  sleeve  cuts  off  all  other  light.  Either  coal  gas 
or  water  gas  may  be  used  as  a  fuel,  but  variations  in  quality 
of  over  two  candles  may  not  be  permitted.    Greater  accuracy 
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is  obtained  by  evenly  carburetting  all  gas  used  in  this 
standard  to  a  constant  quality  and  storing  the  fuel  for  use  in 
a  small  holder.  Its  value  varies  from  4  to  7  candles,  depend- 
ing upon  the 'richness  of  the  gas  used.  This  is  the  cheapest 
standard.    Cost,  $3.75. 

Defects.  Fuel  is  usually  not  independent.  Chimney  re- 
quires frequent  cleaning,  and  each  new  one  should  be 
re-standardized.  The  value  varies  with  the  quality  of  the  g^s 
furnished,  which  may  be  considerable  from  hour  to  hour. 

(C)  Hefner  Lamp.  This  is  a  simple,  wick  fed,  open, 
spire  flame,  independent  fuel  lamp.  It  is  small  in  bulk  and 
weight.  Has  been  thoroughly  studied  and  all  corrections  may 
be  applied  by  formula.  Fdv  constancy  and  reproducibility, 
is  the  equal  of  the  best  flame  standards.  Burns  amyl-acetate, 
readily  procurable,  costing  about  75c.  per  pint.  Cost  of  certi- 
fied lamp  is  $27.00. 

Defects.  As  a  unit,  very  few.  As  a  working  standard, 
many.  It  requires  a  perfectly  quiet  atmosphere  in  which  to 
operate;  flame  height  difficult  of  attainment;  flame  reddish 
color,  and  only  .88  value  in  candles.    Has  a  wick. 

Bodies  who  have  adopted  the  amjl-acetate  lamp  as  a 
standard  are:  First,  German  Society  of  Gas  Engineers,  1894; 
and  second.  International  Electro  Technical  Congress,  1896. 

(D)  The  Incandescent  Electric  Lamp.  The  type  of  elec- 
tric incandescent  lamp  generally  used  for  a  photometric  stand- 
ard is  of  lower  voltage  than  those  in  commercial  use.  It  is 
spoken  of  as  a  "low  voltage  glow  lamp."  Such  lamps  when 
first  burned  give,  for  a  constant  voltage,  an  increasing  light 
value.  After  150  or  200  hours  of  steady  burning,  this  value 
becomes  quite  constant  and  can  then  be  reproduced  with  great 
accuracy.  In  this  connection,  Mr.  Paterson,  of  the  British 
National  Physical  Laboratory,  says :  "If  the  only  photometric 
standards  required  were  of  the  low  voltage  type,  the  problem 
might  be  considered  as  solved.  A  properly  aged,  specially 
prepared  low  voltage  filament,  if  burnt  for  say  ten  minutes  a 
day  for  five  days  in  the  week,  should  last  two  or  three  years 
without  changing  the  half  of  one  per  cent,  in  candle  power,, 
provided  no  excess  voltage  is  applied." 
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It  seems  that  after  this  period  the  lamp  loses  in  illuminating 
value,  due  chiefly  to  the  carbon  deposit  on  the  interior  of  the 
glass  bulb.  That  properly  seasoned  lamps  do  remain  remark- 
ably constant  is  shown  by  comparisons  made  both  by  Dr. 
Sharp,  of  New  York,  and  Dr.  Hyde,  of  the  Bureau  of  Stand- 
ards at  Washington.  The  Governmental  Laboratories  of 
America,  England,  France  and  Germany  are  equipped  with 
such  lamps  of  known  value.  If  any  change  occurred  after 
lapse  of  time,  it  is  evident  that  an  intercomparison  would  show 
it. 

Dr.  Hyde  states:  "Since  obtainingthe  original  lamps  (from 
the  Reichsanstalt)  several  comparisons  of  the  standard  of  the 
Bureau  with  that  of  the  Reichsanstalt  have  been  made  by 
means  of  seasoned  incandescent  lamps  sent  to  Germany,  each 
comparison  indicating  that  the  ratio  of  our  unit  to  that  of  the 
Reichsanstalt  has  remained  unchanged  to  within  the  errors  of 
observation." 

Dr.  Sharp's  comparison  gave  similar  results. 

Following  are  the  results  obtained  by  Lummer  and  Brod- 
hun  in  investigating  the  reliability  of  these  glow  lamps  as  sec- 
ondary standards.     (See  Stine,  page  190.) 

"Before  employing  the  incandescent  lamp  as  a  reference 
light,  they  carefully  studied  its  photometrical  qualities.  The 
color  of  the  amyl-acetate  flame  being  reddish,  the  color  of  the 
light  of  the  incandescent  lamp  was  accommodated  to  it  by 
operating  the  lamps  at  a  reduced  voltage.  Two  65  volt  lamps 
were  operated  at  a  constant  pressure  of  55  volts,  the  electricity 
being  supplied  by  a  storage  battery.  Of  the  two  lamps  so 
tested,  one  styled  R  was  burned  continually,  while  the  other 
one,  L,  was  operated  at  certain  intervals.  They  were  com- 
pared against  one  another  at  frequent  intervals,  being  placed 
as  the  two  lights  on  the  photometer  bar.  The  data  obtained 
were: 

Hours  Burned Ratio  L/R 


R 

L 

• 

I 

I 

.8779 

20 

2 

.8764 

62 

3 

.8741 

154 

8-5 

.8724 

211 

13-5 

.8677 
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In  these  tests  especial  accuracy  was  sought  in  the  measure- 
ment of  the  current  and  potential  of  the  lamps.  Under  their 
normal  condition  of  burning,  the  light  energy  of  the  lamps 
varied  nearly  ten  times  as  rapidly  as  tfie  electrical  energy. 

The  conclusion  derived  from  these  tests  was  that  incandes- 
cent lamps  under  proper  electrical  conditions  proved  especially 
constant  light  sources.  In  addition,  they  possess  two  excellent 
properties :  The  color  of  their  light  may  be  adjusted  to  that  of 
the  compared  light,  and  they  are  portable  on  the  photometer 
bar  without  disturbance  of  their  illuminating  power." 

Defects.  As  a  working  standard,  the  cost  of  installation  of 
a  storage  battery,  equipped  for  re-charging,  with  duplicate 
voltmeter  and  resistance  coils,  would  be  about  $700.  The  bat- 
tery must  be  charged  by  direct  current;  the  lamps  must  be 
kept  clean  like  a  glass  chimney ;  there  must  be  several  of  these 
for  the  purpose  of  checking  one  against  the  other;  care  must 
be  used  that  the  lamp  is  not  subjected  to  a  voltage  above  its 
rated  one;  the  voltmeter  itself  must  be  checked  from  time  to 
time ;  the  cost  of  re-charging  must  be  considered,  as  well  as  re- 
newal of  batteries.  For  these  reasons  it  is  not  a  portable  sys- 
tem. 

It  does  not  vary  with  the  flame  under  atmospheric  changes, 
and  consequently  is  absolutely  unfair  as  a  standard  in  gas 
photometry. 

(E)  Elliott  Lamp.  The  Elliott  Standard  is  an  oil  lamp,  of 
student  lamp  type,  fed  by  wick,  except  that  the  wick  and  flame 
are  flat.  Constancy  is  obtained  by  excluding  all  but  a  definite 
sized  portion  of  the  flame  by  means  of  a  flat  screen,  placed  ad- 
jacent to  the  flame  inside  the  chimney.  The  chimney  is  round 
and  bulbous,  so  that  the  glass  is  relatively  distant  from  the 
flame  and  so  better  preserved  from  fouling  by  it.  It  has  an 
independent  fuel  supply,  refined  kerosene,  and  is  quite  con- 
stant in  value  over  short  periods  of  time.  It  is  portable  and 
cheap  to  operate.  Costs  $20.  The  oil  costs  from  15  cents  to 
18  cents  per  gallon,  and  a  gallon  will  last  about  48  hours  steady 
burning.  The  lamp  is  the  invention  of  Dr.  Elliott,  of  New 
York.  The  tests  that  have  been  made  are  of  an  encouraging 
nature. 
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Defects.  It  is  not  strictly  reproducible,  but  is  more  satis- 
factory in  this  respect  than  either  the  candle  or  the  Eilgerton 
Standard.  Has  a  glass  chimney  which  requires  care  for  ac- 
curacy. It  is  difficult  to  trim  wick  to  proper  shapeliness  of 
flame.  Six  companies  using  it  report  favorably  and  four  un- 
favorably. 

(F)  The  Pentane  10  candle  lamp  is  a  portable,  though 
rather  heavy  lamp  (weighing  25  pounds  free,  or  75  to  100 
pounds  boxed  for  shipment),  having  an  independent  volatile 
fuel,  supplied  without  a  wick  to  an  Argand  burner,  where  it 
burns  in  an  open,  semi-directed  flame,  but  with  no  glass  chim- 
ney surrounding  it.  The  fuel  pressure  is  maintained  constant 
by  syphon  action  of  the  heavy  vapor  at  a  constant  head  through 
a  constant  opening.  Its  atmospheric  correction  formulae  have 
been  determined  and  for  constancy  and  reproducibility  it  is 
equal  to  any  flame  standard.  It  is  not  so  much  affected  by 
drafts  as  a  wholly  open  flame.  Costs  $80;  burns  pentane  cost- 
ing $3  per  gallon ;  a  gallon  maintaining  the  standard  flame  for 
a  period  of  about  48  hours  continuous  light. 

It  has  been  adopted  as  the  standard  of  light  by  the  follow- 
ing bodies:  (all  English) 

Engineering  Standards  Committee, 

includes  a  Institution  of  Civil  Engineers. 

b  "  "    Mechanical  Engineers, 

c  "  "    Naval  Architects. 

d  Iron  and  Steel  Institute, 
e  Institution  of  Electrical  Engineers. 

National  Physical  Laboratory. 

London  Gas  Referees. 

Institute  of  Gas  Engineers. 

Defects.  Cost  of  fuel ;  difficulty  of  storing  it ;  difficulty  of 
getting  it  transported ;  and  added  insurance  risk. 

Out  of  thirty-two  companies  using  the  pentane  lamp,  five 
companies  report  them  unsatisfactory. 

Of  each  of  the  above  standards  using  an  independent  sup- 
ply of  fuel,  it  may  be  said  in  general  that  about  20  minutes  are 
required  from  the  time  of  lighting  until  the  standard  is  ready 
for  use. 
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(G)  Jet  Photometers.  While  Jet  Photometers  are  used 
in  some  gas  works  as  a  criterion  by  which  to  judge  of  the  qual- 
ity of  the  gas  made,  they  are  not,  in  the  true  sense  of  the  word, 
photometers. 

The  Unit. 

The  Unit  of  Light  that  has  been  generally  adopted  in  this 
country  is  the  British  Standard  Candle ;  not  a  British  Standard 
Candle,  but  the  British  Standard  Candle;  that  is,  the  average 
of  all  the  British  Standard  Candles  made  under  the  Gas  Ref- 
eree's Notifications. 

It  is  stated  in  Appendix  D  that  the  intensity  of  the  light 
from  the  British  Standard  Candle  since  the  Notifications  were 
promulgated  was  deliberately  changed  by  the  London  County 
Council.  This  introduces  the  possibility  of  the  British  Stand- 
ard Candle  of  one  decade  having  a  different  value  from  that  of 
another..  The  unit  of  light  should  be  an  absolutely  fixed  quan- 
tity. It  should  be  uninfluenced  by  atmospheric  conditions,  geo- 
graphical location  or  local  orejudice.  The  individual  sperm 
candle  is  a  standard  and  not  the  physical  representation  of  the 
Unit.  If  it  is  used  to  represent  exactly  the  intensity  of  the 
Unit,  it  introduces  errors  that  cannot  be  gauged  and  that  will 
sometiiAes  put  the  manufacturer  of  gas  of  a  required  candle 
power  in  a  false  position. 

While  gas  photometry  is  now  about  60  years  old,  we  have 
not  yet  adopted  a  scientific  national  unit  of  light.  England  has, 
and  Germany  has,  and  the  English  and  Germans  do  not  agree. 
Surely  the  time  is  ripe  for  the  photometrists  of  the  United 
States,  both  gas  and  electric,  to  get  together  on  this  question. 

The  Illuminating  Engineering  Society  have  appointed  an 
International  Committee  on  Nomenclature  and  Standards,  of 
which  our  honored  fellow-member  of  this  Institute,  Dr.  A. 
C.  Humphreys  is  Chairman.  Dr.  Himiphreys  has  appointed  a 
sub-committee  to  confer  with  the  Committees  appointed  by  the 
other  associations  interested,  for  the  purpose  of  agreeing  upon 
a  value  for  the  National  Unit  of  Light. 

It  will  occur  to  all  that  the  definition  of  any  theoretical 
unit  avails  little  if  there  can  be  no  practical  way  of  exactly 
reproducing  it  singly  or  in  multiple.    This  difficulty  has  been 
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overcome  and  in  the  electric,  low-voltage  glow  lamp,  of  exactly 
constant  voltage,  we  have  a  cu^dian  of  the  Unit  that  may, 
with  care,  be  carried  to  any  distance  without  change  and  can  be 
maintained  for  an  indefinite  time. 

Having  adopted  a  unit  of  light,  it  would  seem  that  the 
archives  of  the  National  Government  would  be  the  proper 
repository  for  it,  just  as  it  is  for  standard  units  of  length  and 
volume. 

The  Bureau  of  Standards,  of  the  Department  of  Commerce 
and  Labor,  could  furnish  to  the  laboratories  throughout  the 
United  States  electric  glow  lamps,  certified  to  as  to  their  value 
in\  terms  of  the  unit.  Such  laboratories,  or  the  Bureau  of 
Standards,  could  then  give  to  the  lamp  used  by  the  gas  com- 
panies in  their  photometrical  work  their  proper  value  when 
burning  under  normal  condition  in  the  terms  of  the  unit. 

The  Committee  recommends  that  the  Institute  take  a  lively 
interest  in  this  subject  of  the  determination  of  the  Unit  of 
Light.  Our  brother  association,  the  English  Institute  of  Gas 
Engineers,  by  resolution  has  made  the  unit  of  light  equal  one- 
tenth  the  value  of  the  Harcourt  10  candle  pentane  lamp,  at 
the  National  Physical  Laboratory,  and  the  other  English 
Societies  and  Committees  have  followed  suit. 

The  American  Society  of  Electrical  Engineers,  Committee 
on  Standards,  have  adopted  the  following  rule  on  standards: 

"Section  11,  Article  142:  The  luminous  intensity  of  sources 
of  light  is  expressed  in  candle  power.  The  unit  of  candle 
power  should  be  derived  from  the  standard  maintained  at  the 
National  Bureau  of  Standards  at  Washington,  D.  C,  which 
standard  unit  of  candle  power  equals  100/88  of  the  Hefner 
unit  under  Reichsanstalt  standard  condition  for  the  Hefner." 

Would  such  a  value  of  the  unit  be  satisfactory  to  the 
American  Gas  Institute? 

The  International  Incandescent  Photometric  Commission, 
appointed  at  the  time  of  the  World's  Fair  at  Paris,  met  in 
Zurich  in  1903,  and  formulated  plans  for  a  separate  determina- 
tion in  England,  France  and  Germany  of  the  ratios  existing 
between  the  Hefner,  the  Carcel  and  the  Harcourt  pentane  lamp. 
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At  their  meeting  in   1907,  the  ratio  of  the  intensity  of  the 
Hefner  lamp  to  that  of  the  Harcourt  was  declared  to  be 
Harcourt  pentane  =  10.95  Hefners. 

The  English  Institute  of  Gas  Engineers  and  the  English 
Engineering  Standards  Committee  declare  that  the  English 
candle  equals  one-tenth  of  the  Harcourt  pentane  lamp,  or 
1.095  Hefner.  The  American  Society  of  Electrical  Engineers 
have  adopted  the  German  relation  of  the  Hefner  to  the  candle, 
in  which  the  candle  equals  1.14  Hefner.  In  other  words,  the 
unit  of  light  adopted  by  the  American  Society  of  Electrical 
Engineers  is  4.1  per  cent  greater  than  the  unit  of  light  adopted 
by  the  English  Institute  of  Gas  Engineers. 

It  is  this  point  that  has  been  determined  by  the  International 
Incandescent  Photometric  Commission  when  they  adopted  the 
relation  between  the  Harcourt  and  the  Hefner  lamp. 


APPENDIX  "A." 

PART  i:     THE  ARRANGEMENT  OF  THE  PHOTOMETER  TO  COMPARE 
VITIATION   EFFECTS  UPON  STANDARDS. 

In  making  the  comparative  vitiation  tests  between  the  gas 
flame  and  various  standards,  a  V-shaped  comparison  photom- 
eter was  used.  This  was  constructed  by  attaching  rigidly  to 
the  table  of  a  regular  100  inch  bar,  another  wing  table  of  the 
same  height,  shown  in  plate  V,  Appendix  A,  page  488,  at  an 
angle  of  about  40°  with  it.  Upon  this  wing  a  photometer  track 
and  100  inch  scale  were  mounted. 

The  lines  joining  the  light  centres  on  the  two  bars  thus 
converged  at  a  point ;  and  at  this  point  was  placed  a  low  voltage 
incandescent  electric  lamp,  unaffected  by  atmospheric  changes, 
which  served  as  a  standard  light  for  both  tables.  It  became 
the  left-hand  light  on  one  table  and  the  right-hand  light  on  the 
other. 

The  two  lights  under  comparison  were  placed  in  position, 
one  on  the  opposite  end  of  each  bar  from  the  above  standard 
and  the  operator  standing  in  the  angle  between  the  tables  made 
his  disc  settings  alternately  on  the  regular  bar  and  on  the  wing 
bar. 
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The  chemist  made  his  determination  of  water  vapor  and 
carbonic  acid  content  on  a  table  placed  at  a  point  midway 
between  the  two  flames  being  vitiated,  and  there  is  every 
reason  to  believe  that  in  the  closed  room  this  vitiation  was 
equally  felt  by  both  flames. 

A  sketch  is  attached  showing  the  V  photometer.  Sufficient 
and  suitable  screens  were,  of  course,  placed  to  exclude  all 
reflected  light. 

It  was  impossible  to  present  to  each  of  the  two  discs  that 
position  of  the  filament  in  which  it  had  been  standardized ;  but 
so  long  as  the  light  in  each  direction  was  maintained  constant, 
our  purpose  to  find  the  variations  of  the  lights  tested  was 
effected. 

In  some  of  the  tests,  in  order  to  secure  a  higher  degree  of 
vitiation,  from  12  to  15  cubic  feet  extra  of  gas  per  hour  were 
burned  through  a  Fletcher  type  of  Bunsen  burner. 

PAET  n :  COMPUTATION  OF  THE  AMOUNT  OF  AIR  NECESSARY  TO 
SUFFICIENTLY  VENTILATE  THE  PHOTOMETER  ROOM  RECOM- 
MENDED. 

Following  is  the  computation  of  the  normal  vitiation  of  air 
in  a  room  when  two  adults^  one  5  foot  gas  flame  and  one  10 
candle  pentane  flame  are  present :  An  adult  averages  20  respi- 
rations per  minute,  inhaling  some  30  cu.  in.  of  air  each  time, 
thus,  20  X  30  X  60  -^  1728  =  21  cu.  ft.  per  hour  of  air  exhaled. 
The  air  exhaled  contains  4.3  per  cent  of  carbonic  acid ;  there- 
fore, .043  X  21  =.903  cu.  ft.  oiE  carbonic  acid  per  hour. 

The  average  of  several  authorities  gives  .71  cu.  ft.  of  car- 
bonic acid  per  hour  and  .091  lbs.  of  water  vapor  per  hour  as- 
the  product  from  one  person. 

By  figuring  the  products  of  combustion  from  five  cubic  feet 
of  illuminating  gas  of  average  quality  as  shown  by  analysis,  the- 
carbonic  acid  yield  would  be  4.4  cu.  ft.  and  the  water  vapor 
yield  5.1  cu.  ft. 

Assuming  the  use  of  the  pentane  standard,  in  each  hour 
there  is  consiuned  one-sixth  of  a  pint  of  liquid  pentane,  which 
vaporizes  into  .571  cu.  ft.  Upon  combustion  this  produces 
2.87  cu.  ft.  of  carbonic  acid  and  3.43  cu.  ft.  of  water  vapor. 
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Hence  we  have  as  products  of  combustion  from  the  two 
flames  and  the  two  persons  per  hour : 


Carbonic  Add 

Water  Vapor 

Two  persons                1.5  cu.  ft. 

4.00  CU.  ft. 

Five  cu.  ft.  of  gas      4.4     ** 

5.1          '' 

.571  cu.  ft.  pentane 

vapor                2.87    ** 

3.43        '' 

8.77  "  12.53    " 

The  purpose  of  ventilation  in  this  case  is  to  maintain  the 
atmosphere  in  the  photometer  room  of  such  purity  that  there. 
will  be  present  not  more  than  six  parts  of  carbonic  add  in 
10,000. 

The  greatest  factor  in  the  vitiation  of  flames  is  the  water 
vapor  content  of  the  air,  and  it  would  seem  that  our  aim  in 
ventilation  should  be  to  keep  down  the  excess  of  that.  It  is 
found,  however,  that  a  computation  on  the  basis  of  keeping 
down  the  carbonic  acid  content  is  large  enough  to  include  the 
water  vapor  removal  as  well. 

A  total  of  8.77  cu.  ft.  of  carbonic  acid  is  produced  per 

S,77 
hour.    This  is  equivalent  to  that  produced  by  — '—    =  12.3 

persons.  Kent  (page  528,  1904  edition)  gives  3,000  cu.  ft  of 
external  air  per  hour  per  person  as  necessary  to  maintain  a 
purity  of  six  parts  of  carbonic  acid  to  10,000. 

Hence  it  is  necessary  to  provide  12.3  X  3,000  =  36,900 
cu.  ft.  of  external  air  per  hour  for  the  room  mentioned  above. 
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APPENDIX  B. 
Absorptive  Action  of  Water  Upon  Benzbnb  Vapors. 

An  experiment  was  conducted  to  determine  the  absorptive 
action  of  water  at  different  temperatures  upon  the  benzene 
vapors  in  a  g^s,  such  action  being  shown  by  variations  in  the 
candle  power. 

Arrangement  of  Apparatus. — Two  correct  one-twelfth 
cubic  foot  wet  meters  were  used,  supplied  with  a  mixed  gas 
from  the  same  pipe.  This  gas  had  been  subjected  previously 
to  a  temperature  of  35*  F.  The  meters  were  filled  with  gas- 
saturated  water  and  were  placed  in  a  water  bath,  the  tempera- 
ture of  which  could  be  controlled.  The  gas  from  meter  A  was 
led  to  the  right  end  of  the  bar,  A  to  R,  and  that  from  meter 
B  to  the  left  end  of  the  bar,  B  to  L.  (See  sketch.  Appendix 
B,  Plate  1.) 

As  the  gas  had  already  been  subjected  to  a  temperature  of 
35*  F.  in  the  distribution  main,  a  loss  in  candle  power  in  the 
meter  and  its  water  could  not  be  attributed  to  condensation  by 
cooling.  It  is  due  instead  to  the  increased  absorptive  power 
for  benzene  vapors  of  the  water  as  it  was  cooled. 

To  show  this  most  readily,  the  experiment  is  arranged  in 
parallel  columns,  the  steps  in  the  experiment  being  shown  at  the 
left  and  the  results  at  the  right  under  similar  paragraphs. 


Steps  in  Experiment. 

1.  Keep  both  meters  at  70*     1. 
F.,  and  pass  gas  through 
both  until    candle    power 
from  each  shows  equal. 

2.  Gas  being  shut  off  from     2. 
B.,  reduce  its  temperature 

to  40*  F. ;  A  continuing  to 
pass  gas  at  70*  F.  Then 
compare  c.  p. 

3.  Again  raise  temperature  of    3. 
B  to  70*  F.  while  its  gas  is 
shut  off;  A  still  passing 
gas  at  70*  F.,  then  com- 
pare c.  p. 


Results. 
A    constant   relation   was 
established     between     the 
candle    powers    from  the 

two  sources,  -r  =  .9763. 
A 

The  candle  power  of  B 
dropped  7  per  cent,  at  once 
and  took  one  hour  to  re- 
cover under  these  condi- 
tions. 

The  candle  power  of  B  at 
once  rose  to  0.5  per  cont. 
above  A,  and  returned  to 
normal  after  45  minutes. 
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4.  Gas  being  shut  off,  reduce 
temperature  of  B  to  55** 
F. ;  A  still  passing  gas  at 
70*  F.,  then  compare  c.  p. 


4.  The  candle  power  of  B 
dropped  at  once  to  47  per 
cent. below  normal;  recov- 
ered in  30  minutes. 


L«  •    >VtW«^    ftA^, 


m^^^^- 


..^^™-. 


Appendix    B.   Plate.  I. 
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APPENDIX  C. 
^^Es  TO  BE  Observed  in  Taking  Candle  Power. 

tioj^ '  ^  beginning  each  day's  work,  make  a  thorough  inspec- 
tlj^^^  ^U  testing  apparatus  to  sec  that  it  is  in  working  con- 
^^i^  •  If  any  part  is  out  of  adjustment,  correct  it  before 
^t^^  ^ny  determination  involving  the  use  of  that  part,  and 

^^ch  fact  in  the  daily  report. 
^i^ij.  .^  inspection  will  cover  the  following  points  (if  pentane 

^^H^    ^niney  centred,   and   when    cool,    47    mm.    above 
^?.     ^^^^p  vertical,  as  shown  by  spirit  level;  bob  properly 

^  ^fiff^^^   ^^  ^^  ^  ^^^^  '"^^'  exposed  flame  at  height  of 
^.    p  ^O'^ical  shade  admitting  full  weight  on  disc. 
^-    Af^^^^^^^  showing  m  sight  glass  of  saturator  box. 
\v^         U^^^^^*^  level;  no  leaks  at  connections. 

^^ie^^^"^-*^   ^^^^^  ^^  proper  height  in  gauge  glass  and  no 
^^jS".    JIf  ^*^*^^       funnel. 

^^  .  ^^^^  :k^    hands  tight  and  without  motion  when  gas  is 
Jr-    jJ^     ^^^  X  acing  thumb  over  burner  pillar. 


k    X      ^'^^         ^nd  mirror  glasses  clean;  disc  vertical. 
^^5'  Q     ^^        "^^=^f  rotating  disc  plumb  above  pomter. 
^  \  *^.5ame  on  30  inch  line;  bob  properly  hung;  flame 

I     ^         ^^^^^         and  at  height  of  disc. 

.     llj     ^^^  __^  ^^^~^1>  ^^^  injured  or  clogged  and  no  leaks  arotmd  it. 

*bl    *  M^-«^         "*^"       inlet  governor  regelating  pressure  to  15/lOths. 

^^  ^*~~       outlet  governor  in  action  and  diaphragms  pli- 

^  ^»    l-v^^-^^Z^^^  ^^  ^^^  plumb  above  centre  line  of  table. 
^^^•^W^V:^^^^^      screen  so  placed  on  bar  as  to  prevent  all  re- 
^^\\y5^    «*M^      ^^^eaching  the  disc,  but  excluding  no  part  of  flame 


and  its  equipment  in  order. 
lY^^^*    ^^^^"^c:>meter  glasses  clean  and  properly  supplied  with 
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r.    If  cooling  coil  is  used,  see  that  temperature  is  normal. 

2.  No  readings  for  purposes  of  record  shall  be  made  until 
the  gas  to  be  examined  shall  have  been  purging  its  meter  for 
an  hour  j  nor  if  the  water  in  the  meter  be  fresh  until  it  shall 
have  been  saturated  with  gas  for  five  hours ;  nor  until  the  pen- 
tane  lamp  has  burned  at  normal  height  for  15  minutes;  nor 
until  the  test  burner  shall  have  been  lighted  for  ten  minutes. 

If  a  portable  photometer  must  be  used  and  in  a  new  loca- 
tion and  the  water  in  its  meter  has  been  once  saturate^  with 
gas  of  different  quality,  then  three  hours  must  be  allowed  for 
the  pipes  and  the  meter  to  become  saturated  with  the  gas  of 
new  quality,  before  its  candle  power  is  taken. 

3.  No  reading  for  record  shall  be  made  during  less  than 
two  revolutions  of  the  meter  hand  within  the  normal  rate  of 
flow,  and  with  four  settings  of  the  disc,  two  direct  and  two 
reversed.  Readings  for  official  purposes  shouM  be  made  dur- 
ing five  revolutions  of  the  meter  hand  and  with  ten  settings. 

4.  Quiet  and  silence  will  be  preserved  during  the  test, 
and  after  the  room  has  been  thoroughly  ventilated  and  the 
door  closed,  sufficient  time  for  subsidence  of  all  drafts  will  be 
allowed  before  the  test  proceeds. 

5.  Pentane  will  be  carried  to  the  lamps  in  closed  metal 
cans  only.     During  the  filling  the  lamps  will  be  not  lighted. 

6.  The  temperature  of  the  gas  after  its  delivery  into  the 
photometrist's  care  for  testing  shall,  under  no  circimistances, 
be  cooled  below  the  minimum  temperature  which  it  had 
reached  before  delivery  to  him. 

7.  Report  blanks  should  be  provided,  and  with  ample 
space  left  for  remarks.  A  schedule  of  hours  for  reading 
should  be  strictly  adhered  to. 

A  system  to  follow  and  an  orderly  habit  on  the  part  of  the 
reader  are  strong  guarantees  of  good  work.  To  this  should 
be  added  intelligence,  alert  to  detect  an  unusual  result  and  to 
quickly  set  about  discovering  its  cause. 

8.  Records  should  be  kept  neatly,  l^bly  and  fully. 

9.  It  should  be  the  aim  of  every  reader  to  thoroughly 
master  the  scientific  and  mechanical  principles  involved  in  the 
determination  of  correct  candle  power. 
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We  will  now  go  through  the  entire  process,  (A)  of  stand- 
ardizing an  Elliott  lamp  versus  candles,  and  (B)  of  reading 
the  candle  power  of  a  flat  gas  flame  against  a  ten  candle  pen- 
tane  lamp  for  an  official  determination. 

(A)  Standardizing  an  Elliott  Lamp. 

1.  Thoroughly  clean  the  chimney  and  select  the  side  to  be 
exposed  to  the  disc. 

2.  Place  a  dry  wick  in  the  burner  and  turn  the  regulator 
up  and  down  through  the  full  length  of  the  wick  to  make  sure 
that  it  moves  freely  in  its  channel. 

3.  Place  the  sheet  brass  pattern  over  the  head  of  the  wick 
and  with  a  pair  of  sharp  shears  trim  carefully  to  the  intended 
form.  Singe  the  head  of  the  wick  to  free  it  from  fluff  and 
irregularities  so  as  to  obtain  a  smooth,  even  top. 

4.  Fill  reservoir  of  lamp  with  Pratt's  Astral  Oil,  invert  it 
in  place ;  fix  the  burner  in  position  and  set  the  wick  flush  with 
its  channel. 

5.  Allow  five  minutes  for  the  wick  to  fill  its  capillaries. 
In  the  meantime  place  the  lamp  in  the  position  of  the  working 
standard  with  the  wick  in  line  between  the  30  inch  plumb  lines 
and  at  such  elevation  that  the  centre  of  the  diaohragm  will  be 
at  the  height  of  the  disc  centre. 

6.  Light  the  wick;  place  the  burner  cap  and  screen  with 
chimney  mounted  and  side  selected  toward  the  disc.  Regu- 
late the  flame  for  a  few  moments  until  the  fuel  supply  is  uni- 
form, when  the  flame  height  may  be  fixed.  The  flame  should 
have  an  approximately  level  top.  It  should  be  set  not  more 
than  J4  inch  above  and  parallel  with  the  upper  edge  of  the 
diaphragm  and  when  so  set  should  present  a  luminous  whole 
to  the  diaphragm,  save  the  blue  flame  at  the  bottom. 

Jf  it  does  not  meet  these  conditions  the  chimney  must  be 
removed  and  the  wick  readjusted  or  trimmed.  The  tendency 
will  be  for  the  centre  of  the  flame  to  rise  too  high.  In  this 
case,  it  may  be  well  to  cut  the  top  of  the  wick  even  a  trifle 
concave. 

7.  When  the  flame  is  correctly  shaped  and' regulated,  it 
should  so  bum  for  twenty  minutes  before  the  test  begins,  and 
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a  final  setting  across  the  plumb  lines  should  be  made  to  sec 
that  the  flame  is  30  inches  distant  from  the  bar  centre. 

8.  Candle. — If  long  candles  are  used,  one  should  be  cut 
in  half,  its  cut  ends  pared  to  a  cone  shape,  mounted  in  the 
balance  at  the  opposite  end  of  the  bar  and  lighted.  These 
may  be  burning  while  the  Elliott  lamp  is  making  ready.  They 
should  bum  until  the  wicks  project  a  bright  red  tip  to  the 
edge  of  the  flame  and  there  is  a  regular  cup  the  full  diameter 
of  the  candle,  said  cup  being  fairly  dry.  There  must  be  no 
loose  or  cut  strands  to  mar  the  flame's  shape.  The  candles 
should  then  be  rotated  until  the  curvature  of  each  wick  makes 
an  angle  of  45*  with  the  disc,  and  90*  with  the  other,  one 
curving  toward  the  disc  and  the  other  away  from  It. 

9.  See  that  the  knife  edges  of  the  balance  are  clean  and 
recesses  free  from  dirt;  also  that  edges  are  properly  placed. 
See  that  the  beam  pointer  does  not  touch  the  scale  and  that  it 
moves  freely. 

10.  When  the  candles  and  Elliott  lamp  have  both  ar- 
rived at  the  proper  condition  and  the  air  in  the  room  is  pure 
and  quiet,  so  adjust  the  candle  flames  that  their  vertical  axes 
are  30  inches  distant  from  the  bar  centre,  move  the  beam 
counterweight  to  a  position  near  equilibrium,  and  make  a  final 
delicate  adjustment  of  the  counterweight  by  means  of  the 
screw  nuts  attached  to  it,  in  such  a  way  that  the  beam  will  soon 
fall.  As  the  pointer  passes  the  zero  mark  on  the  scale,  start 
the  timer  and  immediately  place  a  40  grain  weight  in  the  scale 
pan  under  the  candles.  This  again  raises  the  pointer  to  the  top 
of  scale. 

11.  Ten  readings  should  now  be  made  at  exact  intervals 
of  one  minute,  beginning  fifteen  seconds  after  the  clock  was 
started. 

Readings  should  be  made  by  placing  the  disc  near  the  point 
where  its  two  sides  are  equally  illuminated  and  then  gradually 
decreasing  the  oscillations  to  the  right  and  left  of  the  proper 
position  until  the  pointer  stops  at  the  point  of  equality. 

Record  the  reading  at  once. 

Gire  must  be  taken  not  to  mistake  differences  in  color  of 
light  for  diflFerence  in  intensity  of  illumination. 
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After  five  readings  the  disc  is  reversed ;  the  candles  should 
burn  between  9y2  and  10j4  minutes  to  consume  the  40  grains. 
After  the  tenth  reading,  watch  the  pointer  carefully  for  its 
falling.  As  the  pointer  passes  the  zero  mark,  stop  the  clock 
and  record  the  time  elapsed.  If  it  be  exactly  ten  minutes,  the 
consumption  is  normal  and  the  average  reading  on  the  bar 
multiplied  by  2  (the  number  of  candles),  gives  the  value  of  the 
Elliott  lamp.  If  the  time  is  not  ten  minutes,  the  correction  for 
sperm  consumption  is  proportional,  thus: 

Observed  seconds      _       Observed  reading 
6oo  seconds  Corrected  reading 

^  ^    ,        -.  6oo  X  Observed  reading 

or,  Corrected  readmg    = ;^-r j-  , 

Observed  seconds 

Example. — If  the  average  of  ten  readings  was  4.91  and 
the  observed  seconds  were  584,  then 

Corrected  reading  .=     —    — -   -^       =    5.044 

504 

This  is  the  value  of  the  Elliott  lamp  in  terms  of  the  two  can- 
dles. Multiplying  by  two,  therefore,  we  obtain  10.09  candles 
as  the  value  of  the  Elliott  lamp.  At  least  two  such  determi- 
nations should  be  made  to  assign  the  temporary  daily  value  to 
the  Elliott  lamp. 

When  extinguishing  the  candle  flames,  first  hold  a  piece 
of  sperm  against  the  red  tips  to  quench  them  and  then  blow 
out.  This  avoids  a  disagreeable  odor.  Remove  candle  bal- 
ance. 

(B)  Determination  of  Candle  Power  on  a  Flat 
Flame  Burner  Versus  the  Pentane  Lamp. 

1.  Should  the  pentane  lamp  have  been  authoritatively 
standardized,  the  value  so  given  will  be  used ;  but  in  case  it 
has  no  value  assigned,  then  it  should  be  set  up  in  the  position 
of  the  working  standard  and  its  value  determined  in  the  same 
way  as  just  described  for  the  Elliott  lamp,  except  that  the 
value,  being  of  a  more  permanent  nature,  should  be  the  result 
of  at. least  thirty  determinations,  using  six  pair  of  candles  in 
a  pure  atmosphere  of  normal  humidity. 
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It  ought  not  to  be  necessary  to  restandardize  this  lamp 
oftener  than  once  per  year,  unless  some  change  of  parts  or 
accident  requires  it. 

The  assigning  of  a  value  through  candles,  as  above  sug- 
gested, will  rarely  cause  a  wide  departure  from  the  ten  candle 
value  which  is  normal  to  the  lamp,  but  lacking  certification, 
and  there  being  always  a  possibility  of  a  defect  in  the  making, 
this  check  is  a  helpful  precaution. 

2.  Placing  Lamp. — The  lamp,  with  all  cocks  closed,  is  so 
set  in  the  position  of  the  working  standard,  that  the  bob  prop- 
erly hung  below  the  burner  will  be  30  inches  from  the  centre 
of  the  scale;  and  the  centre  of  the  flame,  when  adjusted,  will 
be  at  the  height  of  the  disc  centre  and  the  gas  flame  centre.  The 
verticality  of  the  burner  and  chimney  is  then  secured  by  ad- 
justing the  screw  legs  of  the  tripod  until  the  spirit  level  on 
the  horizontal  platform  shows  level  in  all  positions  of  rotation. 
The  position  of  the  lamp  should  now  be  changed  so  that  the 
burner  bob  is  again  exactly  over  its  cross  line. 

When  standardizing,  it  is  well  to  check  the  accurate  dis- 
tance of  the  burner  itself  by  turning  the  flame  low  and  sight- 
ing across  the  plumb  lines,  altering  the  longitudinal  position 
of  the  leveled  lamp  until  the  flame  is  visually  bisected. 

3.  Filling. — Open  the  inlet  and  outlet  cocks  on  the  satu- 
rator  box  and  the  drip  cock  at  the  bottom  of  the  vapor  tube. 
With  no  flame  near,  pour  pentane  from  the  metal  bottle  into 
the  funnel  until  the  saturator  is  about  two-thirds  full,  as  seen 
through  the  sight  glass.     Then  close  all  cocks. 

4.  Remove  the  conical  shade  to  see  that  the  inlet  chimney 
is  concentric  with  the  other  and  with  the  burner  and  that  the 
mica  window  is  turned  away  from  the  disc.  If  these  condi- 
tions are  as  just  said,  then  loosen  one  chimney  centering  screw 
and  insert  between  the  chimney  and  the  burner  the  47  mm. 
block;  then  tighten  the  screw  again  until  the  chimney  is  held 
firmly  in  place  and  remove  the  block. 

Replace  the  conical  shade  and  so  rotate  it  that  the  light 
port  opens  fair  toward  the  disc.  The  lamp  is  now  ready  for 
lighting. 
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5.  Lighting. — The  regulating  cock  being  closed, open  first 
the  outlet  cock  on  the  saturator  box ;  then  open  the  drip  cock. 
At  or  above  60'  F.,  it  is  likely  that  vapor  pressure  will  have 
accumulated  in  the  saturator.  The  drip  cock  will  permit  its 
release  and  fill  the  tube  with  vapor  ready  for  the  syphon 
action  upon  which  the  supply  of  fuel  depends;  and,  further- 
more, discharge  the  excess  vapor  below  the  position  of  the 
flame. 

The  inlet  cock  is  then  opened  to  establish  atmospheric 
pressure  in  the  saturator  and  the  drip  cock  is  dosed.  Light 
a  match  and  hold  over,  but  not  touching,  the  steatite  burner. 
Gradually  open  the  regulating  cock,  when  the  vapor  will  ignite 
gently  if  feeding  properly. 

Should  there  at  first  be  an  excess  of  air  in  the  burner,  the 
flame  will  bum  with  a  greenish  centre,  and  as  the  proper  pro- 
portion of  the  mixture  is  obtained,  a  small  explosion  will  take 
place,  extinguishing  it.  Relight  at  once  without  changing 
the  r^^ating  cock,  when  the  flame  will  bum  normally. 

Its  shape  at  first  will  be  truly  conical,  but  as  the  hot  air 
inner-feed  increases,  the  cone  will  be  bulged,  and  its  top  will 
open  into  a  ring. 

6.  Regulating. — ^During  the  fifteen  minutes  while  the 
flame  is  maturing,  or  the  lamp  reaching  a  thermal  equilib- 
rium, the  flame  should  be,  from  time  to  time,  regulated  to  the  ' 
height  of  the  crossbar.  If  it  be  too  low,  it  will  take  longer  to 
mature;  if  it  be  too  high,  it  will  smoke  the  chimney.  When 
the  flame  remains  steady  and  it  is  time  for  the  reading,  set  its 
height  as  follows:  Move  the  disc  box  near  to  the  lamp;  stand 
in  rear  of  the  lamp,  looking  first  in  at  the  mica  window  and 
then  past  it  at  the  reflection  of  the  flame  front  in  the  disc  glass. 
Lower  the  flame  top  below  the  chimney.  When  it  is  perfectly 
quiet,  slowly  raise  it  until  its  reflected  image  shows  wholly 
luminous  at  the  base  of  the  chimney.  This  is  the  position  of 
maximum  intensity  of  the  flame.  A  further  rise  of  J4  i^ch 
will  not  materially  affect  the  value  of  the  lamp.  The  flame 
top  draws  to  three  luminous  points.  If  the  lamp  is  free  from 
drafts  and  the  air  is  pure,  the  flame  height  will  be  approxi- 
mately correct  when  these  points  are  at  the  height  of  the  cross- 
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bar  on  the  American  lamp.    The  lamp  is  now  ready  for  use. 

7.  The  precautions  to  be  used  before  the  testing  of  gas,  as 
set  forth  in  the  above  rules,  having  been  followed,  the  flat 
flame  is  swung  into  the  position  of  the  test  light,  flame  at  right 
angles  to  the  bar  and  30  inches  distant  from  its  centre,  as 
shown  by  the  correct  position  of  the  bob. 

8.  The  meter  inlet  pressure,  being  maintained  constant 
at  15/lOths,  set  the  rate  of  flow  of  gas  so  that  the  time  of  one 
revolution  of  the  meter  hand  falls  between  58  and  62  seconds. 

9.  Both  gas  and  pentane  flame  being  normal  and  the  air  in 
the  room  pure,  the  test  may  now  begin. 

As  the  meter  hand  passes  the  "5"  mark  on  the  dial,  start 
the  clock.  Ten  readings  will  be  taken,  reversing  the  disc  after 
the  first  five.  An  interval  between  readings  of  one-half 
minute  will  be  preserved,  beginning  fifteen  seconds  after  the 
clock  starts. 

The  clock  will  be  stopped  at  the  end  of  five  revolutions  of 
the  meter  hand.  Observe  the  temperature  of  meter  and  the 
barometric  pressure.    We  will  assume  the  following  data  : 

Average  of  lo  readings  =  2.17 

Value  of  pentane  lamp  =  9.93 

Temperature  of  meter  =         72^ F. 

Barometer  =  29.65' 

Rate  of  flow     =     -^^    =    61.8  seconds 
5 

Using  the  candle  power  computer,  we  set  the  temperature 
(72)  opposite  the  barometric  pressure  (29.65)  and  clamp  the 
middle  scale;  then  61.8  (seconds)  opposite  0.03  (tlic  vaUie  of 
the  standard)  and  clamp  the  inner  scale;  then  opposite  the 
observed  reading  (2.17)  we  find  the  corrected  candle  power 
23.2. 

Should  there  be  no  computer,  the  formula  for  calculation 
is  as  follows: 

S  X  R  X   V 
Corrected  c.p.   = =i ^,7,  where  S  is  the  value  of  the 

r*   X      V 

standard,  R  is  the  average  reading,  V  is  the  normal  rate  of 
consumption  in  cubic  feet  per  hour  at  60**  F.  and  30  inches 
barometer,  V  is  the  observed  rate  of  consumption  in  cubic 
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feet  per  hour  at  observed  temperature  and  pressure,  and  where 
F  is  the  multiplication  factor  for  correcting  volume  at  such 
observed  temperature  and  pressure  to  normal  volimie. 

Our  data,  however,  has  not  included  the  rate  of  consump- 
tion, but  instead  it  has  shown  the  observed  time  (T')  of  pass- 
ing a  given  qt^ntity  of  gas  as  compared  with  the  standard 
time  (T)  in' which  such  quantity  should  have  passed. 

V  T 

Therefore,  v^  —  "r  ^°^  ^^  ™^^  substitute  this  lat- 
ter fraction  in  the  foregoing  equation,  so  that 

S  X  R  X  T' 

Correct  c.  p.   = -^ — ^-  or  substituting  values 

J*  X  T 

^  e.G-i  X  2.17  X  309 

Correct  c.  p.  =    -^-^ — '^-^-   =  23.19 

.957  X  300 

On  page  181  of  the  Appendix  to  the  Proceedings  of  the 
American  Gas  Light  Association  Meeting  in  1905  will  be 
found  Mr.  J.  B.  Klumpp's  "Notes  on  the  Eflfects  of  Humidity 
on  the  Pentane  Lamp." 

If  it  is  desired  to  know  the  absolute  illuminating  value  of 
the  above  gas  it  will  be  necessary  to  correct  the  value  of  the 
pentane  lamp  for  humidity,  and  it  may  be  done  in  the  manner 
there  shown,  in  which  case  the  new  value  will  be  used  in  the 
above  formula. 

For  the  purpose  of  obtaining  the  humidity  a  very  satis- 
factory wet  and  dry  bulb  is  one  called  the  "Sling  Psychrom- 
eter,"  used  by  the  United  States  Weather  Bureau.  It  cost! 
about  $5. 

As  the  air  in  a  photometer  room  is  very  quiet,  and  as  it  is 
necessary  for  the  correct  registration  of  a  wet  bulb  thermom- 
eter that  the  air  should  flow  past  it,  the  whirling  motion  of  the 
above  instrument  accomplishes  this  purpose. 

APPENDIX  D. 
Notes  on  English  Standard  Candles. 
The  use  of  candles  has  covered  a  period  of  2,000  years.  No 
other  form  of  artificial  light  producer  has  so  long  and  honor- 
able a  liistory.    This  is  the  result  of  the  law  of  the  survival  ol 
simplicity. 
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Candles  have  been  made  in  three  ways : 

1st.  By  dipping;  where  the  wick  is  dipped  into  the  melted 
fats,  lifted  and  allowed  to  cool  about  the  wick,  then  dipped 
again  and  again  until  the  requisite  diameter  is  obtained. 

2d.  By  moulding;  which  is  done  in  a  vertical  position 
with  the  wick  stretched  centrally  in  the  mould. 

3d.  By  rolling;  in  which  a  sheet  of  wax  Is  bent  around 
the  wick  and  then  rolled  to  give  it  firmness  and  a  cylindrical 
shape.    Church  candles  are  chiefly  of  this  son. 

We  are  mainly  interested  in  the  second  process,  or  mould- 
ing, for  this  method  was  to  be  carried  out  to  the  production 
of  the  best  and  most  scientifically  made  candles. 

During  all  the  periods  from  Biblical  times  to  the  18th  cen- 
tury, the  fuel  or  body  of  the  candle  was  chiefly  composed  of 
melted  animal  fats.  It  was  crude  and  imeven  in  composition 
as  was  the  wick  also,  and  the  flame  smoked ;  but  all  lights  were 
smoky  and  it  was  therefore  no  discredit  to  the  candle  that  it, 
too,  smoked,  and  science  did  not  concern  itself  with  the  im- 
provement of  the  candle. 

Whatever  the  mode  of  manufacture,  it  seems  that  they 
were  considered  to  give  a  fairly  uniform  light;  so  that  when 
other  light  sources  of  higher  intensity  came  into  the  field,  it 
was  natural  to  express  them  in  terms  of  the  ubiquitous  can- 
dle. 

In  the  18th  century  the  industry  of  whale  fishing  reached 
large  proportions  and  sperm  candles  came  upon  the  market, 
rivalling  the  wax  and  tallow  candles.  Scientists  took  an  inter- 
est in  lighting  and  began  to  study  the  action  of  the  candle  in 
producing  light.  They  experimented  in  varying  the  size  of  the 
wick,  in  purifying  or  separating  into  its  simpler  elements  the 
animal  fats  used  for  fuel,  in  the  effect  of  varying  the  diameter 
and  in  methods  of  controlling  the  melting  point  by  the  admix- 
ture of  ingredients. 

They  were  sorely  troubled,  however,  by  the  necessity  for 
frequent  snuffing  of  the  wick  in  order  to  prevent  a  choking  of 
the  sperm  flow  by  the  falling  of  the  wick  ash  with  consequent 
smoking  and  guttering.  Surely  we  shall  look  with  added  re- 
spect upon  the  candle,  when  we  know  that  Gay-Lussac  (1825) 
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gave  his  attention  to  a  cure  for  this  trouble,  recommending  a 
flattened  wick  instead  of  a  round  one,  in  order  that  whUe 
burning  it  should  curve  and  project  the  ashy  tip  beyond  the 
cup.  This  did  not  wholly  succeed.  De  Milly,  in  June,  1826, 
hit  upon  the  scheme  of  washing  the  wick  in  boric  acid,  which  • 
at  combustion  produced  fusion  of  the  ash,  projecting  it  in  a 
bead  form  to  the  tip  of  the  wick  where  total  consumption  took 
place. 

In  1833,  gas  companies  had  become  so  active  as  to  require 
regulating,  and  the  "Lighting  and  Watching  Act'*  was  passed 
in  Parliament.  No  mention  was  made  of  testing  for  illumi- 
nating power,  however. 

In  1847,  another  Parliamentary  Act  concerning  the  gas 
companies  was  passed,  but  no  mention  is  made  of  a  test  for 
illuminating  power. 

In  1850,  the  Great  Central  Gas  Act  was  passed  by  Parlia- 
ment in  which  "Wax  candles,  six  to  the  pound  and  burning 
120  grains  per  hour"  were  specified  for  testing  purposes. 

It  is  well  to  state  here  that  from  1850  dates  the  appearance 
of  the  paraffine  candle,  which,  as  a  by-product  of  the  petroleum 
industry  of  to-day,  outnumbers  all  other  candles. 

In  1860,  the  Metropolitan  Gas  Act  placed  the  sperm  candle 
in  the  position  of  a  standard.  It,  too,  was  specified  as  "Six 
to  the  pound  and  burning  120  grains  per  hour." 

Clegg,  in  his  early  work  on  Coal  Gas,  in  describing  the 
photometric  method  of  testing  for  luminosity,  says:  "One 
great  difficulty  attending  all  photometric  experiments  is  the 
want  of  an  invariable  standard  of  comparison.  Wax  candles 
of  a  given  size  and  weight  were  formerly  used,  but  the  wick 
of  a  wax  candle  requires  to  be  snuffed  and  trimmed  to  make 
it  give  its  maximum  degree  of  light.  .  .  .  Spermaceti  candles 
are  not  liable  to  the  same  objection,  and  they  are  now  generally 
adopted  in  this  coimtry  as  the  standard.  The  size  mostly  used 
is  a  candle  of  six  to  the  pound,  burning  120  grains  per  hour." 

He  gives  a  footnote  with  the  Field's  address  where  spe- 
cially prepared  sperm  candles  for  photometric  experiment  could 
be  obtained. 
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In  1869,  the  paraffine  candle  was  adopted  in  Germany  as 
the  Light  Standard,  and  two  years  later,  in  1871,  its  method 
of  manufacture  and  use  was  minutely  specified.  A  commis- 
sioner was  named  to  supervise  their  production  and  to  supply 
them  of  authentic  value.  It  is  well  to  note  that  but  two  years 
elapsed  between  their  adoption  and  minute  specification; 
whereas,  with  the  English  officials,  no  effort  was  made  to 
better  the  specifications  of  their  candles  until  1893,  when  they 
were  driven  to  it  by  the  Gas  Testing  Department  of  the  County 
Coimcils,  who  furnished  them  with  standard  candles,  well 
within  the  lax  description  but  yet  of  much  higher  value. 

Mr.  H.  L.  Greville  says  in  this  connection  {Journal  of  Gas 
Lighting,  6/11/07,  page  720) :  '^Officialism  represented  by  the 
County  Councils  (at  this  stage  of  the  history)  introduced  a 
new  brand  of  so-called  standard  candles  which — although  a 
legitimate  standard  candle — g^ve  most  disadvantageous  results 
against  the  gas.  .  .  .  The  candle  for  many  years  in  use 
was  the  'Miller,'  and  the  fresh  introduced  was  the  'Barclay.' " 

In  fact,  the  English  authorities  seem  to  have  stood  still  in 
the  matter  of  an  improved  standard  light  from  1860  to  1893, 
although  every  report  of  a  technical  or  scientific  body  was  so 
condemnatory  of  candles  as  should  have  driven  them  to  some 
action.  It  is  interesting  to  parallel  the  efforts  of  the  English 
and  Germans  in  this  matter: 

The  English. 

Sperm  candles  adopted  1860 

"      specified  carefully  1893 

Pentane  air-gas  unit  suggested  1877 
"            "          "    recommended  for 

adoption  1881,  1888  and  1895 

10  candle  lamp  adopted  1898 
"         "        "        "     correction  curves 

determined  190+ 

The  Germans. 

Paraffine  candles  adopted  1869 

specified  carefully  1871 
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Hefner  lamp  suggested  1884 

"  "     Studied,     corrected    and    im- 

proved during  several  years. 
"     adopted  1893 

"  "     correction    curves    determined 

first  1895 

Complaints  of  irregularities  in  candles  seem  to  have  begun 
very  early  after  their  adoption,  and  the  suggestion  of  Mr. 
Harcourt's  air-gas  tmit,  in  1877,  is  the  first  tangible  result  of 
this  discontent.  We  shall  note  the  attitude  of  various  Com- 
mittees towards  the  standard  candle: 

In  August,  1881,  a  Committee  of  the  Board  of  Trade  on 
Photometric  Standards  report  favorably  on  Mr.  Harcourt's 
pentane  air-gas  unit,  stating  that  "Compared  with  sperm  can- 
dle, Harcourt's  air-gas  flame  is  exact  and  trustworthy  as  a 
standard  of  light."     (See  Butterfield,  1898  Ed.,  g.  254.) 

In  1888,  the  Report  of  the  Committee  of  the  British  Asso- 
ciation, appointed  for  the  purpose  of  reporting  on  Standards 
of  Light,  says :  "The  present  standard  candle  is  not  worthy  of 
being  called  a  standard.  Out  of  118  tests  on  four  standards 
(candles,  air-gas  flame,  one  candle  pentane  lamp,  amyl-ace- 
tate  lamp)  candles  gave  87  tests  differing  by  one  per  cent, 
from  the  day's  average,  57  differed  by  two  per  cent,  and  19  by 
five  per  cent.  Variations  of  nine  and  ten  per  cent,  cxrcurred 
occasionally."    The  air-gas  tmit  was  recommended. 

In  March,  1895,  comes  the  report  of  the  Board  of  Trades 
Committee  on  Photometric  Standards: 

'See.  2.  .  .  .  We  have  satisfied  ourselves  from  con- 
siderations set  forth  in  the  appendix  to  this  report,  that  the 
flame  of  sperm  candles  does  not  furnish  a  satisfactory  stand- 
ard, by  reason  of  the  amoimt  of  light  which  it  affords  varying 
over  a  wide  range,  under  conditions  as  to  the  manufacture  of 
the  candle,  as  to  its  mode  of  use  and  as  to  adventitious  cir- 
cumstances attending  its  use,  which  as  a  whole,  it  is  not  pos- 
sible to  regulate  and  define." 

The  substance  of  the  appendix  referred  to  is  (Butterfield, 
1898  Ed.,  p.  252)  that  the  melting  point  of  the  so-called 
sperm  varies  unavoidably  and  that  the  wick  causes  variations 
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in  the  amount  of  light  emitted.  .  .  .  The  light-giving 
value  of  a  candle  is  seriously  affected  by  the  way  in  which  it 
is  lighted,  the  length  of  time  it  has  been  burning,  whether  the 
cup  of  the  candle  is  dry  or  contains  melted  sperm,  roughness 
or  smoothness  of  the  wick,  position  of  the  wick  toward  the 
photometer  disc  and  temperature  of  the  air.  .  .  .  "It  is 
impossible  to  make  candles  which  will  unfailingly  bum  120 
grains  per  hour  or  even  within  five  per  cent,  of  it.  If  even 
candles  were  made  officially  with  the  greatest  care  and  super- 
vision, there  would  still  remain  variations  in  the  amount  of 
light  given. 

For  these  reasons,  the  sperm  or  any  other  candle,  how- 
ever manufactured,  must  be  considered  so  untrustworthy  that 
we  unhesitatingly  recommend  its  abolition  as  a  standard  of 
light  and  the  introduction  of  some  more  uniform  and  reliable 
unit." 

Attention  is  also  directed  to  the  work  done  by  the  Dutch 
Photometric  Commission,  which  published  its  report  in  1894. 
As  an  example  of  original,  taking-nothing-for-granted  inves- 
tigation this  Commission's  work  is  worthy  of  the  study  of 
every  person  interested  in  these  matters. 

As  to  candles :  In  order  not  to  divide  the  source  of  light 
they  used  one  candle  in  their  investigation;  they  determined 
the  normal  flame  height  to  be  45  mm.  and  preserved  as  nearly 
that  height  as  possible.  As  some  light  was  refracted  from  Ac 
candle  itself,  as  well  as  from  the  flame,  they  divided  candles 
into  quarters  to  get  an  average;  as  a  candle  flame  is  unsym- 
metrical,  they  determined  the  light  from  the  broad  sides  and 
from  the  narrow  sides  of  the  flame  and  took  readings  for  an 
average  from  the  four  positions  by  rotating  the  candle.  They 
maintained  the  candle  at  a  constant  distance  from  the  disc  to 
insure  constancy;  as  each  quarter  of  the  candle  bums  at  a 
different  rate,  they  determined  the  rate  of  combustion  for  each 
quarter ;  they  obtained  the  candles  tested  from  various  authen- 
tic sources;  they  determined  the  average  and  the  individual 
variations  of  candles. 

After  these  careful  examinations  of  candles,  they  say, 
(Progressive  Age,  10/15/94,  p.  405)  of  the  English  mcAod 
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of  photometry  then  in  vogue:  "The  principal  cause  of  uncer- 
tainty in  photometric  work  is  the  standard  light  employed. 
For  example,  the  extreme  values  of  an  estimation  by  the  Lon- 
don method  may  differ  from  one  another  by  as  much  as  10  per 
cent,  on  account  of  variation  in  the  actual  candles  employed 
above  and  below  the  average  standard  candle.  The  Commit- 
tee has  found  that  during  ten  minutes,  the  average  light  given 
out  by  a  good  English  Parliamentary  candle  may  exceed  or 
fall  below  that  of  the  average  candle  by  9  per  cent.  Hence, 
many  candles  ought  to  be  employed,  and  this  wastes  much 
time  and  wearies  the  eye  so  as  to  make  determinations  unre- 
liable ;  while  at  the  same  time  the  atmosphere  in  the  dark  room 
becomes  vitiated  and  the  rate  of  consumption  of  the  candle 
varies.  The  observer  is  then  tempted  to  meddle  with  the  can- 
dles themselves.  In  Germany  the  flame  of  the  candle  has  to 
be  kept  at  a  constant  height  and  that  implies  meddling  with 
the  wick,  while  the  lighting  power  of  the  candle  falls  in  com- 
parison with  the  English  standard  candle  "  (not  so  meddled 
with.) 

"The  English  use  of  the  two  candles  cannot  be  recom- 
mended. .  .  .  The  average  variations  of  the  candle  are 
2.87  per  cent,  above  and  below ;  but  individual  variations  were 
as  much  as  9.82  per  cent." 

The  foregoing  weighty  opinions  have  been  cited  out  of 
numerous  less  important  ones,  to  show  that  a  better  standard 
was  felt  to  be  necessary,  and  to  show  how  conservative  the 
British  officials  were  in  accepting  one,  even  when  it  had  been 
strongly  recommended,  as  in  the  case  of  the  air-gas  flame. 
There  seems  to  be  no  record  even  now  that  this  pentane  air- 
gas  was  ever  officially  recognized  in  England,  though  it  has 
been  indirectly  recognized  by  the  acceptance  of  the  10  Candle 
Pentane  Lamp  which  was  evaluated  from  the  air-gas  flame. 
With  the  acceptance  in  1897  of  the  Ten  Candle  Pentane  Lamp 
as  the  Official  Standard  in  London,  the  sperm  candle  as  an 
English  standard  closes  its  history. 

Indeed,  when  one  considers  for  a  moment  the  candle  spe- 
cifications for  1894,  it  is  clear  that  there  would  be  extreme 
difficulty  in  making  a  candle  of  sperm,  because  the  sperm 
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whale  is  now  almost  unknown.  So  that  when  we  import 
sperm  candles  they  may  be  of  equal  average  light  value  to  the 
old  kind,  but  the  purity  of  their  sperm  is  in  question. 

A  strong  supporter  of  the  candle  to  the  very  end  and 
one  who  said  all  the  good  that  it  is  possible  to  say  for  the 
candle,  was  Mr.  Walter  Grafton,  of  Beckton,  who,  in  1898, 
after  the  adoption  of  the  10  Candle  Pentane  Lamp,  published 
a  series  of  articles  in  the  Journal  of  Gas  Lighting  on  the  sub- 
ject of  Photometric  Standards.  Under  date  of  June  14th, 
1898,  page  1377,  we  find  his  statement  of  how  a  candle  should 
be  burned  and  of  the  constancy  of  its  light  when  so  burned. 
It  is  almost  enough  to  bolster  up  one's  fading  faith  in  the  old 
reliable.    We  quote: 

"Having  settled  upon  a  special  make  of  candle  to  use 
as  a  standard — as  the  one  now  issued  and  certified  by  the 
Metropolitan  Gas  Referees — ^it  is  next  desirable  to  thor- 
oughly understand  what  is  meant  by  standard  light  from 
such  a  candle. 

.  .  .  The  question  may  be  asked  (as  to  light 
value) — ^What  is  a  candle? — and  the  writer  ventures  to 
give  an  answer  which  experimental  facts  furnish.  It  is 
the  amount  of  light  emitted,  and  maintained  for  at  least 
one  hour  after  maturing,  from  the  combustion  of  120 
grains  of  sperm  fed  by  a  definite-sized  wick  in  a  quiet  but 
pure  atmosphere." 

He  arrives  at  the  conclusion  that  no  test  should  be  accept- 
ed until  the  candles  have  been  burning  for  at  least  twenty 
minutes.  He  gives  five  series  of  readings,  and  in  each  the 
first  reading,  taken  too  early,  is  high ;  while  in  all  the  others  in 
the  different  series,  amounting  to  44  or  more,  the  variation 
is  within  1  per  cent,  of  the  normal  value. 

Mr.  Grafton  again  writes  in  1903,  in  a  paper  before  the 
Institute  of  Gas  Engineers  (a  report  of  which  appears  in  the 
Journal  of  June  16,  1903,  page  749)  entitled  "Photometry 
and  Testing."  The  Journal  says :  "His  paper  was  composed  of 
criticism  of  'weak  spots  remaining  in  the  present  system  of 
testing  in  London,'  suggestion,  experiment  and  the  result  of 
most  careful  work.     If  there  is  one  thing  more  than  another 
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about  Mr.  Grafton's  writings,  it  is  that  they  bear  the  stamp 
of  the  conscientious  worker.  After  dealing  with  the  table 
photometer,  he  admitted  that  the  10  Candle  Pentane  Lamp  is 
an  admirable  standard;  but  he  points  out  certain  deficiencies 
and  loopholes  for  errors.  He  criticises  the  Notifications  of 
the  Gas  Referees  as  to  the  method  of  using  the  lamp ;  and  his 
experiments  prove  that  variations  do  take  place  in  connee* 
tion  with  it.  In  order  to  bring  the  variations  down  to  as  small 
a  compass  as  possible,  it  is  necessary,  he  points  out,  among 
other  things,  tiiat  the  lamp  should  be  regelated  by  the  out- 
let of  the  carburettor,  the  inlet  being  wide  open.  .  .  . 
The  conclusion  at  which  the  author  arrived  is  this:  When 
the  parts  of  the  lamp  have  become  thoroughly  heated  and  the 
vapor  regulated  by  the  outlet  tap  so  that  the  flame  is  2^. 
inches  in  length  and  the  chimney  tube  set  when  cold  to  47  mm. 
above  the  steatite  burner,  the  standard  is  worthy  of  being 
called  by  that  name  and  is  as  reliable  as  it  is  possible  to  get 
one. 

The  above  has  been  quoted  to  show  that  the  most  ardent 
and  most  recent  English  advocate  of  the  candle  as  a  standard, 
has  come  out  in  an  admission  favoring  the  pentane  lamp. 

While  in  the  past  few  years  much  work  has  been  done  in 
determining  correction  factors  for  the  Hefner  and  the  Har- 
court  lamps,  it  seems  that  no  such  scientific  care  has  been  ap- 
plied for  the  same  purpose  to  the  candle.  It  is  true  that 
Frankland  and  Tyndall,  in  1859,  had  tried  the  effect  of  high 
altitudes  or  of  low  barometric  pressure  upon  the  candle,  by 
burning  a  candle  on  the  top  of  Mt.  Blanc.  This  is  at  an  eleva- 
tion which  corresponds  to  a  pressure  of  16.4  inches.  The  can- 
dle consumed  sperm  at  the  normal  rate,  but  the  flame  became 
as  non-luminous  as  that  of  a  Btmsen  burner. 

Methven  also  did  some  experimenting  to  determine  the 
effect  of  aqueous  vapor  on  the  light  given  by  the  candle.  He 
does  not  evolve  a  law  or  formula,  but  states  that  at  a  certain 
fixed  temperature  he  so  varied  his  humidity  as  to  produce  a 
variation  of  8.4  per  cent,  in  the  luminosity.    The  fact  is,  prob- 
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ably,  that  we  should  have  waited  long  for  correction  curves 
for  any  of  the  flame  standards  had  not  the  seasoned  electric 
light,  unaffected  by  atmospheric  changes,  come  to  the  assist- 
ance of  the  photometrists. 

It  can  be  seen,  however,  that  if  a  certain  type  of  stand- 
ard is  tested  against  other  standards  of  the  same  type,  they 
will  be  equally  affected  by  atmospheric  changes,  so  tiiat  any 
inequalities  which  do  appear  are  surely  traceable  to  defects 
inherent  in  the  standards  themselves  and  not  to  extrant-ous 
causes.  Such  a  test  of  candles  was  made  by  Mr.  Charles  O. 
Bond,  of  Philadelphia,  in  1900.  He  selected  from  30  boxes  of 
"B.T.S."  30  single  candles.  These  were  arranged  in  pairs 
and  burned  in  accordance  with  the  Referee's  Notifications. 
Measurements,  weighing  and  physical  tests  were  also  made 
and  tabulated.  It  was  found  that  the  number  of  plaits  in  4 
inches  of  the  wick  varied  from  33  to  37.  The  number  of 
threads  per  strand  varied  from  20  to  23,  the  melting  point 
varied  from  111**  F.  to  115°  F.  The  weight  in  grams  varied 
from  36.989  to  39.663,  where  the  standard  should  have  been 
37.8  grams.  In  the  buoyancy  test  they  should  have  sunk  un- 
der an  additional  weight  of  from  .13  to  .26  grams;  they  sank 
under  weights  varying  from  .200  to  .550  grams.  The  greatest 
importance  attaches,  however,  to  the  illuminating  value  tests. 
He  states :  "As  the  lights  compared  are  supposed  to  be  equal, 
I  give  in  the  following  table  the  average  readings  corrected 
for  rate  of  burning,  each  figure  given  being  the  average  of  ten 
single  readings.  These  figures,  therefore,  indicate  the  relative 
illuminating  power  of  the  pairs  compared. 

Column  1  shows  the  average  of  the  first  ten  readings.  Col- 
umn 2  shows  the  average  of  the  second  ten,  conditions  un- 
changed. Column  3  is  the  average  of  Columns  1  and  2.  Col- 
umn 4  shows  calculated  readings  as  computed  from  the  twa 
preceding  figures  in  Column  3." 

"I  have  purposely  multiplied  each  result  by  ten  to  put 
these  results  on  the  same  scale  of  comparison  as  the  pentane 
lamp,  for  ready  reference." 
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Pairs 

compared 
and  2 

I 

2 

3 

4 

I  ) 

9-39 

9.07 

9-230 

2 

3 

9.90 

10.00 

9-950 

I 

3 

10.94 

11.08 

1 1. 010 

10.78 

4 

5 

9- 15 

9.41 

9.280 

5 

6 

9.14 

9.U 

9- 125 

4 

6 

9.76 

9.81 

9-785 

983 

7 

8 

9.20 

9-37 

9.285 

8 

9 

10.00 

10.03 

10.015 

7 

9 

10.00 

10.18 

10.090 

10.79 

lO 

II 

10.26 

10.41 

10.335 

II 

12 

9.71 

9-39 

9- 550 

lO 

12 

925 

9.46 

9-355 

9.24 

13 

H 

10.15 

10.20 

10.175 

14 

15 

10.43 

10.44 

10.435 

13 

15 

10.35 

10.52 

10.435 

10.26 

Average  9.868 

The  average  of  column  3  will  be  the  average  relation  ex- 
isting among  the  several  candles  tested.  Line  3,  where  this 
relation  shows  as  11.01,  will  therefore  raise  this  average  value 
by  11.5  per  cent;  whereas,  line  5,  where  the  relation  is  9.125, 
shows  a  decrease  of  7.5  per  cent,  below  the  averapfc.  These 
are  the  widest  individual  variations. 

At  the  time  when  the  Referees  issued  their  instructions  for 
the  better  manufacture  of  candles  in  1894,  Dr.  E.  G.  Love,  of 
New  York,  published  an  article  on  Standard  Candles  on 
March  5,  in  the  American  Gas  Light  Journal.  He  stated  that 
it  had  been  his  custom  for  several  years  past  to  make  a  record 
of  the  physical  measurements  and  characteristics  of  the  dif- 
ferent batches  of  candles  used  in  the  Testing  Stations  in  New 
York.  He  secured  samples  from  six  different  lots  at  the  time 
mentioned  and  made  a  thorough  tabulation  of  the  extent  to 
which  they  complied  with  the  New  Notificatioris.  He  found 
considerable  variation  in  each  of  the  following  particulars: 

Number  of  threads  in  a  strand  of  wick. 
Number  of  plaits  in  4  inches  of  wick. 
Weight  of  12  inches  of  wick. 
Weight  of  ash  from  wick. 
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Melting  point  of  the  spermaceti. 
Weight  of  entire  candle. 
Buoyancy  of  individual  candles. 
He  concludes  as  follows: 

"The  foregoing  may  be  taken  as  representing  the  standard 
candles  at  present  obtainable  in  this  market ;  and  it  remains  to 
be  seen  to  what  degree  of  perfection  they  may  be  brought  un- 
der the  Referee's  instructions.  Certainly  this  is  a  move  in  the 
right  direction  and  undoubtedly  it  will  result  in  considerable 
improvement,  and  thereby  conduce  to  the  moral  rectitude  of 
photometrists."  .  .  "It  is  rather  surprising  that  no  effort 
looking  towards  more  uniformity  in  the  manufacture  of  stand- 
ard candles  should  have  been  made  until  there  was  a  fair  pros- 
pect that  before  long  they  would  be  replaced  by  some  other 
photometrical  standard." 

Following  Dr.  Love's  paper  and  for  several  years  after 
there  was  a  demand  in  this  country  for  more  uniform  candles 
and  the  general  impression  seemed  to  be  that  the  candle  in  use 
was  of  too  high  a  value.  The  American  Meter  Company 
were  large  importers  of  candles  for  testing  purposes,  and  to 
comply  with  this  demand,  they  wrote  to  the  English  house 
from  whom  candles  w^re  obtained,  voicing  the  demand  for  the 
Standard  Candle  made  according  to  the  Referee's  Notifica- 
tions. The  reply  stated  that  the  English  Standard  Candle 
manufacturers  had  endeavored  to  live  up  to  those  require- 
ments and  had  found  it  impracticable  to  do  so;  that  the  can- 
dles had  not  improved  in  uniformity  in  consequence  of  the 
new  method,  and  that  in  short,  the  "By-law  was  a  dead  letter." 
It  is  well  to  recall  the  final  word  of  the  Committee  on  Photo- 
metric Standards  at  about  this  same  date,  in  which  this  same 
view  is  borne  out.        ' 

In  1898-9  the  subject  of  municipal  testing  of  gas  in  the 
City  of  Philadelphia  brought  forward  the  question  of  the 
standard  candle  once  more  and  the  Chief  Inspector,  Dr.  N. 
Wiley  Thomas,  undertook  to  make  candles  meeting  the  exact 
requirements  of  the  Referees  in  all  particulars.     He  states: 
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"While  we  followed  minutely  the  requirements  of  the  British 
Standards  and  were  fairly  successful  in  the  preparation  of  a 
'practical'  candle^  we  were  unable  to  eliminate  its  well4cnown 
variability  in  the  every-day  work  of  the  photometer  room/' 

William  Hj  Gartley,  Chairman, 

Edward  G.  Cowdery, 

Alten  S.  Miller, 

William  E.  McKay, 

Walter  R.  Addicks, 

Walter  B.  Cline, 

Paul  Doty. 

(For  ditcussian  of  above  Report  seepage  528  j 

The  President:  We  arranged  yesterday  to  take  up  the 
report  of  three  committees  sometune  between  half-past  ten  and 
twelve  o'clock.  I  think  we  may  reasonably  begin  taking  up 
those  committee  reports,  and  I  will  call  for  the  report  of  the 
Committee  on  the  Next  Place  of  Meeting. 

REPORT   OF    COMMITTEE    ON    THE  NEXT  PLACE 
OF  MEETING. 
Mr.   Irvin  Butterworth:  Mr.  President,  the  report  of 
our  committee  is  very  short.    We  met  and  decided  to  recom- 
mend that  the  Institute  meet  next  year  in  Detroit,  Mich. 

The  President  :  Gentlemen,  you  have  heard  the  report 
of  the  Committee  on  Next  Place  of  "Meeting,  that  we  meet 
next  year  in  Detroit,  Mich.    Are  there  any  remarks? 

Mr.  E.  G.  Pratt:    Mr.  President,  I  move  the  adoption  of 
the  report  of  the  committee. 
Motidn  seconded. 

The  President  :  It  is  moved  and  seconded  that  the  report 
of  the  Committee  on  Next  Place  of  Meeting  be  adopted.  Any 
remarks?  Those  in  favor  please  say  "Aye."  Contrary,  "No." 
Carried.    The  Institute  will  meet  next  year  in  Detroit,  Mich. 

I  call  for  the  report  of  the  Committee  on  President's  Ad- 
dress. I  will  ask  Mr.  Pritchard  if  he  will  kindly  preside  dur- 
ing the  presentation  of  the  report  of  the  Committee  on  Presi- 
dent's Address. 
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(Mr.  C.  F.  Prichard  assumes  the  chair.) 

The  Vice-President:  I  will  call  upon  the  Chairman  of 
that  committee,  Mr.  Lynn,  if  I  remember. 

Mr.  Lynn  :  Mr.  President  and  Gentlemen,  the  Committee 
on  President's  Address  report  as  follows: 

REPORT  OF  COMMITTEE  ON  PRESIDENT'S 

ADDRESS. 
Favorable  action  has  already  been  taken  by  the  Institute  on 
the  changes  in  the  Constitution  recommended  under  the  Presi- 
dent's plan  to  enlarge  the  effective  work  and  to  extend  the  in- 
fluence of  the  Institute ;  the  prompt  approval  of  these  prelim- 
inary steps  is  sincere  assurance  that  the  Institute  is  in  hearty 
accord  with  the  sentiments  of  the  address. 

The  reiteration  of  the  claim  for  just  recognition  of  the 
work  performed  and  the  progress  accomplished  in  our  indus- 
try, the  refutation  of  false  detraction,  the  fair  statement  of 
our  duty  to  the  people  whom  we  serve,  and  the  confident  antici- 
pation of  appreciative  co-operation  of  the  public,  command  the 
attention  and  convincingly  claim  the  endorsement  of  the  Insti- 
tute. 

In  this  address,  the  high  plane  of  thought,  the  broad  sur- 
vey of  our  future  work,  the  clear  exposition  of  our  present 
purposes,  the  enthusiastic  devotion  to  professional  and  to  civic 
duties,  must  prove  a  lofty  inspiration  to  ervery  member  of  the 
Institute,  and  we  rejoice  that  the  Institute  begins  its  career 
by  the  establishment  of  a  standard  that  thought  may  improve, 
and  experience  may  perfect,  but  time  cannot  impair. 

J.  T.  Lynn, 
W.  E.  McKay, 
R.  B.  Brown. 

The  Vice-President:  Gentlemen,  you  have  heard  the  re- 
port of  the  Committee  on  President's  Address:  what  is  your 
pleasure? 

Dr.  Humphreys:  Mr.  President,  I  move  its  adoption. 

Motion  seconded. 
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The  Vice-President:  Are  there  any  remarks?  If  not,  all 
those  in  favor  say  "Aye."  Contrary  minds  "No."  It  is  unani- 
mously adopted. 

(President  Walton  Clark  resumes  the  chair.) 

The  President:  The  next  business  is  the  report  of  the 
Nominating  Committee.    Is  the  Committee  ready  to  report? 

REPORT  OF  NOMINATING  COMMITTEE. 

Mr.  Lathrop:  Mr.  President  and  Gentlemen,  your  Nom- 
inating Committee  recommend  as  follows :  For  President,  Dr. 
Alexander  C.  Humphreys;  for  First  Vice-President,'  Mr. 
William  H.  Bradley ;  for  Second  Vice-President,  Mr.  William 
A.  Baehr.  For  Members  of  the  Board  of  Directors,  Mr.  Wal- 
ton Forstall,  Mr.  E.  G.  Cowdery,  Mr.  K.  M.  Mitchell,  Mr. 
James  H.  Jourdan  and  Mr.  J.  Arnold  Norcross. 

Pursuant  to  a  request  from  the  Secretary  of  the  Board  of 
Directors,  this  Committee  requests  further  time  before  recom- 
mending a  name  for  the  office  of  Secretary  and  Treasurer. 

Respectfully  submitted, 

Alanson  p.  Lathrop, 
Richard  Rees, 
I.  C.  Copley, 
R.  M.  Searle, 
Nominating  Co  m  f  nit  tee. 

Mr.  Lathrop:  The  other  member  of  the  Coniniittce  de- 
sires, as  I  understand,  to  present  a  still  further  report. 

Mr.  S.  J.  Fowler:  Mr.  President,  it  is  with  sincere  re- 
gret that  I  find  myself  unable  to  sign  the  majority  report  of 
the  Nominating  Committee.  But  at  the  beginning  of  its  career 
it  seems  to  me  to  be  most  important  that  this  association  should 
be  started  right. 

I  cannot  accede  to  the  principle  of  choosing  the  officers  of 
the  Institute  except  from  among  those  who  have  already  done 
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the  work  of  its  Board  of  Directors  and  have  then  become  Vice- 
President. 

I  therefore  put  in  nomination 

For  President,  Charles  F.  Prichard. 

For  First  Vice-President,  H.  L.  Doherty. 

For  Second  Vice-President,  A.  C.  Humphreys. 

For  Directors,  Walton  Forstall,  E.  G.  Cowdery,  K.  M. 
Mitchell,  J.  H.  Jourdan,  J.  A.  Norcross. 

Samuel  J.  Fowler, 
Minority  of  Nominating  Committee. 

Mr.  Cowdery  :  Mr.  President,  I  move  you  that  the  report 
of  the  majority  of  the  Committee  be  accepted  by  this  Institute 
as  the  unanimous  nominations  of  this  body. 

Mr.  Paul  Thompson  :    Second  the  motion. 

The  President:     Gentlemen,  you  have  heard  the  motion. 

Mr.  Nettleton  :  Mr.  Chairman,  I  would  like  to  make  an 
inquiry  as  to  what  the  acceptance  of  the  report  of  the  Nomin- 
ating Committee  carries  with  it?  Will  the  acceptance  of  the 
report  carry  with  it  the  election  of  the  oflScers? 

The  President:  I  understand  that  the  acceptance  of  the 
report  will  at  once  bring  the  matter  before  the  Institute  to 
vote  upon,  and  as  I  understand  a  motion  would  probably  be 
made  to  instruct  the  Secretary  to  cast  the  ballot  of  the  Insti- 
tute for  the  members  named  in  the  majority  report.  I  assume 
that  such  would  be  the  procedure. 

Mr.  Nettleton:  I  would  like  to  give  notice  that  if  it 
comes  to  that  point,  I  wish  to  enter  an  objection.  I  would 
like  to  have  a  ballot  taken  for  officers.  Whichever  way  is  the 
quickest  and  shortest  way  to  reach  that  result  I  am  in  favor  of. 

The  President:  The  motion  before  the  house  is  that  the 
report  of  the  majority  of  the  Committee  be  accepted. 
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Mb.  D.  McDonald  (of  Louisville)  :  Mr.  President,  I  move 
to  amend  that  motion.  I  move  that  we  accept  the  minority 
report 

Motion  seconded. 

The  President:  The  motion  before  the  house  is  on  the 
amendment  to  Mr.  Cowdery's  motion,  the  amendment  being 
that  we  accept  the  minority  report  in  place  of  the  majority 
report. 

Mr.  Egner:  Mr.  President,  I  would,  under  all  ordinary 
circumstances,  consider  it  a  g^eat  privilege  to  nominate  Dr. 
Humphreys  for  the  Presidency,  and  next  to  that  to  second 
such  a  nomination,  and  next  to  that  to  vote  for  him,  but  I 
believe  that  the  point  made  by  Mr.  Fowler  is  well  taken,  and 
I  certainly  wish  to  second  Mr.  Fowler's  report  also.  I  believe 
that  we  could  not  have  a  more  representative  gentleman  at  the 
head  of  the  Institute  than  Dr.  Humphreys,  but  at  the  same 
time  I  believe  that  the  report  made  by  Mr.  Fowler  carries 
much  weight  with  it,  and  under  the  circumstances,  I  favor  the 
election  of  Mr.  Prichard  and  second  Mr.  Fowler's  report. 

The  President:  The  difference  between  the  two  reports 
is  on  the  executive  officers  only.  The  Board  of  Directors  re- 
mains the  same  in  both  cases. 

Mr.  Copley:  I  rise  for  a  little  information.  Is  there 
anything,  in  the  judgment  of  the  Chair,  in  the  Constitution  or 
By-laws  of  this  Institute  that  would  prevent  our  taking  a  bal- 
lot as  between  the  two  candidates  or  two  tickets  that  are  now 
in  the  field.    I  would  like  to  ask  the  judgment  of  the  Chair. 

The  President  :  The  Chair  would  rule  that  in  the  absence 
of  unanimous  instructions  to  the  Secretary  to  cast  the  ballot  of 
the  Institute  for  any  person  named  that  we  must  take  a  ballot 
of  the  enrolled  members. 
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Mr.  Copley:  I  hope  very  much  that  both  gentlemen  will 
withdraw  their  motions. 

Mr.  McDonald:    I  withdraw  my  motion. 

A  Member:    I  will  withdraw  my  second. 

Mr.  Copley  :    I  hope  Mr.  Cowdery  will  do  the  same. 

Mr,  Cowdery:     I  prefer  not  to  withdraw  it. 

Mr.  McDonald:  I  am  bound  to  bring  the  matter  to  a 
vote,  if  I  can,  and  if  Mr.  Cowdery  will  not  withdraw  his  mo- 
tion and  let  the  matter  come  up  as  Mr.  Copley  has  indicated,  I 
will  reinstate  my  own  motion  to  amend  by  accepting  the  mincM-- 
ity  report.  I  cannot  see  why  this  convention  should  not  be 
permitted  to  vote  for  all  of  its  officers  in  a  lump  instead  of 
voting  for  them  by  ballot  as  the  Constitution  provides. 

A  Member:  I  move  as  a  substitute  that  both  reports  be 
received,  that  the  nominees  in  both  reports  be  declared  the 
nominees,"  and  that  we  proceed  to  ballot  for  the  officers.  Let 
the  Institute  make  its  choice  from  the  two  lists. 

Mr.  Thompson:  Mr.  President,  I  would  rise  to  a  point 
of  order,  and  ask  that  in  considering  the  report  of  the  Nomi- 
nating Committee,  whether  the  Committee  should  not  present 
one  name  for  each  vacancy,  and  that  there  could  be  no  minor- 
ity report  from  the  Nominating  Committee.  The  Constitution 
and  By-laws  provide  that  any  twenty  members  of  the  Institute 
not  in  accord  with  the  recommendations  of  a  majority  of  the 
Nominating  Committee  have  the  right  to  nominate  whomever 
they  like,  but  so  far  as  the  Nominating  Committee  is  con- 
cerned, the  report  of  a  majority  of  them  is  the  report  of  the 
Nominating  Committee,  and  there  can  be  no  minority  report 
from  that  Committee. 

Mr.  a.  E.  Forstall:  I  was  largely  ingtrumental  in  draw- 
ing up  that  Constitution,  and  the  idea  in  my  mind  was  that 
there  should  be  two  ways  of  putting  the  question  which  is 
apparently  at  issue  here ;  one,  through  the  report  of  the  Nom- 
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inating  Committee,  and  the  other  by  a  special  nominating  com- 
mittee of  twenty  members,  any  twenty  members  who  wished 
to  put  in  another  list.  It  seems  to  me  that  under  the  Constitu- 
tion that  is  the  only  way  that  two  tickets  can  be  placed  in  the 
field. 

The  President:  The  Chair  will  rule  that  that  interpre- 
tation of  the  Constitution  is  correct.  The  Nominating  Com- 
mittee should  present  their  report  through  its  Chairman,  and 
any  twenty  members  entitled  to  vote  may  constitute  themselves 
a  nominating  committee  and  present  their  names,  if  they  wish. 
The  minority  report  under  that  ruling  is  not  before  the  house. 

Mr.  Nettleton  :  In  view  of  that  ruling,  Mr.  President,  I 
desire  to  present  the  report  of  such  a  special  nominating  com- 
mittee, signed  by  more  than  the  requisite  twenty  names. 

The  President:    Will  you  read  the  nominations,  please? 

Mr.  Nettleton:  We  have  copied  the  wording  of  the 
Constitution. 

In  accordance  with  section  number  32  of  the  Constitution 
we  hereby  present  the  following  list  of  the  active  members 
whom  we  recommend  as  officers  for  the  ensuing  year: 

For  President,  Charles  F.  Prichard. 
For  First  Vice-President,  H.  L.  Doherty. 
For  Second  Vice-President,  A.  C.  Humphreys. 
For  Directors,  Walton  Forstall,  E.  G.  Cowdery,  K.  M. 
Mitchell,  J.  H.  Jourdan,  j.  A.  Norcross. 

Respectfully  submitted, 
Charles  H.  Nettleton,  Ira  A.  Miller, 

William  E.  McKay,  Edwin  E.  Witherby, 

Samuel  J.  Fowler,  L.  B.  Johns, 

D.  J.  Collins,  W.  H.  Merritt, 
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F.  H.  Sargent,  Charles  D.  Lamson,. 

J.  T.  Lynn,  Frank  D.  Moses, 

John  DeU,  R.  M.  Kellogg, 

Joseph  E.  Nute,  J.  R.  Huntting,. 

W.  H.  Gardiner,  W.  A.  Wood, 

Donald  McDonald,  W.  H.  Frost, 

Walter  F.  Norton,  C.  H.  Nutting, 

Charles  A.  Learned,  E.  A.  Wakenian, 

Waldo  A.  Learned,  M.  R,  Bump, 

Albert  M.  Barnes,  Frank  K.  Lane, 

Charles  H.  Gifford,  J.  P.  Kennedy, 

Special  Nominating  Committee, 

The  President:  Will  the  Secretary  instruct  the  President 
whether  the  gentlemen  whose  names  have  just  been  read  by 
Mr.  Nettleton  are  twenty  or  more  in  number,  and  whether 
the  gentlemen  are  members  of  the  Institute.  Possibly  while 
the  Secretary  is  looking  that  up  we  can  proceed  with  the 
motion.  The  motion  is  before  the  house.  The  motion  before 
the  house  is  that  the  house  adopt  the  report  of  the  majority  of 
the  Nominating  Committee. 

Mr.  Walton  Forstall:  Mr.  President,  I  would  move  to 
amend  that  motion  by  instructing  the  Secretary  to  cast  the 
ballot  of  the  members  of  the  Institute  for  the  names  presented 
by  the  Nominating  Committee  for  which  no  other  nominations 
have  been  made  or  presented,  and  which  have  been  named  on 
the  other  ticket;  that  is,  those  who  have  been  named  for 
Directors. 

Mr.  W.  a.  Wood  :  Mr.  President,  in  regard  to  the  nomina- 
tion of  Mr.  Bradley,  I  have  just  been  talking  with  him,  and 
while  he  appreciates  the  honor  which  the  Committee  has  con- 
ferred upon  him  by  placing  him  in  nominaticm  he  says  it 
would  be  impossible  for  him  to  accept  the  nomination  or  to 
serve,  even  if  he  should  be  elected.  He  wished  me  to  make- 
that  statement. 
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The  President:  I  io  not  know  what  we  can  do  now 
about  it 

I  think  we  will  have  to  wait  for  the  Secretary  to  instruct 
the  Chair  as  to  whether  these  nominations  are  in  regfular  form 
before  we  proceed  to  any  vote  on  any  resolution.  We  must 
be  very  r^ular  about  this,  but  I  have  no  doubt  it  is  all  right. 

Secretary  Dunbar:  Mr.  President,  I  have  to  report  that 
there  are  thirty  signatures  on  this  list,  more  than  twenty  of 
whom  I  can  vouch  for  as  being  active  members  of  the  Insti- 
tute entitled  to  vote. 

The  PREsroRNT:  Gentlemen,  there  are  now  before  thd 
bouse  two  sets  of  nominations,  the  nominations  presented  by 
the  Nominating  Committee,  and  the  nominations  presented  by 
the  gentlemen  whose  names  were  read  by  Mr.  Nettleton.  They 
differ  only  in  the  names  of  the  men  presented  for  President, 
First  Vice-President  and  Second  Vice-President.  In  all  other 
respects,  they  are  the  same.  Now  we  have  before  us  Mr. 
Cowdery's  motion,  that  the  Institute  adopt  the  report  of  the 
Nominating  Committee,  meaning  the  nominating  committee 
formed  by  the  Board  of  Directors,  as  I  understand  it. 

Mr.  Boardman  :  Mr.  President,  I  would  like  to  amend  Mr. 
Cowder/s  motion  by  instructing  the  Secretary  to  cast  the 
ballot  for  those  persons  named  about  which  there  is  no  con- 
test, that  is,  for  the  Board  of  Directory  I  understand  that 
both  have  submitted  the  same  names.  I  think  we  can  simplify 
matters  in  that  way,  and  get  through  with  the  ballot  much 
quicker,  and  especially  when  you  go  into  the  ballot,  the  tally 
will  have  to  be  taken  on  each  name,  and  if  this  is  passed  it  will 
eliminate  just  that  much  from  the  work.  Therefore,  for  the 
purpose  of  simplifying  that,  and  getting  through  with  the  bal- 
lot quicker,  I  would  offer  this  amendment. 

Amendment  seconded. 

The  PREsroENT:  Gentlemen,  it  has  been  moved  and 
seconded   that   Mr.   Cowdery's   motion   be   amended    to   this 
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extent :  to  instruct  the  Secretary  to  cast  the  ballot  of  .the  In- 
stitute for  the  Directors  who  have  been  nominated  by  bodi 
sides,  that  is,  for  Walton  Forstall,  E.  G.  Cowdery,  K,  M. 
Mitchell,  James  H.  Jourdan  and  J.  A.  Norcross  to  serve  as 
directors  during  the  ensuing  year.  That  amendment  has  been 
seconded.  That  amendment  being  carried,  the  question  will 
then  come  on  Mr.  Cowdery's  motion  that  the  Institute  accq)t, 
or  adopt  the  report  of  the  Nominating  Committee.  Gentle- 
men, are  you  ready  for  the  question  on  the  amendment? 

Mr.  Lynn  :  I  move  that  the  report  of  the  minority  also  be 
accepted.  There  is  nothing  in  our  Constitution  that  says  there 
shall  not  be  a  minority  report,  and  as  I  understand  parliamen- 
tary law,  the  mipority  of  any  committee  has  got  the  right 
to  put  in  a  report  at  any  time. 

The  President  :  May  I  suggest  to  Mr.  Lynn  that  in  order 
to  simplify  the  parliamentary  situation  that  motion  be  with- 
drawn for  the  present.  Will  you  not  consent  to  withdraw 
tiiat,  as  I  think  by  so  doing  it  will  greatly  simplify  the  situa- 
tion. 

Motion  presented  by  Mr.  Lynn  withdrawn, 

The  PREsmENT:  The  question  then  is  cm  Mr.  Boardtnan's 
amendment  to  Mr.  Cowdery's  motion  which  you  have  heard, 
gentlemen.  Are  there  any  further  remarks?  Those  in  favor 
will  please  say  "Aye."  Contrary  minds,  "No."  It  is  unani- 
mous. The  Secretary  will  please  cast  in  accordance  with  the 
instructions  of  the  Institute  the  vote  of  the  Institute  for 
Walton  Forstall,  E.  G.  Cowdery,  K.  M.  Mitchell,  James  H. 
Jourdan  arid  J.  A.  Norcross  to  serve  as  Directors  for  the  en- 
suing year. 

The  President  appointed  Mr.  W.  H.  Gardiner  and  another 
member  to  act  as  tellers  to  receive  the  vote. 

Secretary  Dvnbar:  In  accordance  with  your  instruc- 
tions, Mr.  President  and  Gentlemen  of  the  American  Gas  In- 
stitute, I  cast  the  vote  of  the  members  present  for  Walton 
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Forstall,  E.  G.  Cowdery,  K.  M.  Mitchell,  James  H.  Jourdan 
and  J.  A.  Norcross  to  serve  as  Directors  of  this  Institute. 

Mr.  Gardiner  :  Mr.  President,  we  beg  to  report  that  the 
Secretary  has  cast,  as  instructed  by  the  Institute,  the  vote  of 
the  Institute,  and  thereby  electing  Walton  Forstall,  E.  G.  Cow- 
dery, K.  M.  Mitchell,  James  H.  Jourdan  and  J.  A.  Norcross  as 
Directors  of  the  Institute. 

The  President:  Gentlemen,  as  instructed  by  you,  the 
Secretary  has  cast  the  ballot  for  the  gentlemen  named,  and  I 
therefore  declare  Walton  Forstall,  E.  G.  Cowdery,  K.  M. 
Mitchell,  James  H.  Jourdan  a*nd  J.  A.  Norcross  elected  to 
serve  as  Directors  for  two  years. 

Mr.  Cowdery:  Mr.  President,  I  did  not  understand  that 
under  the  Constitution  the  Secretary  could  cast  the  ballot ;  as 
it  now  appears  otherwise  I  move  that  the  report  of  a  majority 
of  the  Committee  be  accepted,  and  that  the  Sec;retary  be  in- 
structed to  cast  the  ballot  of  the  Association  for  the  names 
mentioned,  for  President,  First  Vice-President  and  Second 
Vice-President. 

Mr.  Donald  McDonald  (of  Louisville) :  Before  that 
motion  is  put,  Mr.  President,  I  want  to  remind  all  the  mem- 
bers here  that  the  Institute  itself  is  much  bigger  and  more  im- 
portant than  any  man  or  any  set  of  men  in  it,  and  I  do  not 
know  of  any  way  in  which  a  defeated  candidate  can  get  any 
satisfaction  except  by  a  cheerful  submission  to  the  will  of  the 
majority,  whatever  that  may  be.  Where  there  are  two  candi- 
dates for  the  same  office,  somebody  is  bound  to  be  defeated. 

Now  gentlemen,  do  not  let  us  have  any  other  kind  of  a 
fight  here  than  that  which,  however  it  may  turn  out,  will  re- 
dound to  the  benefit  of  this  Institute.  The  members  of  this 
body  who  are  in  nomination  on  both  tickets  are  men  whom  we 
all  delight  to  honor,  but  we  cannot  elect  them  both  to  the  same 
office.  We  cannot  honor  them  as  perhaps  many  of  us  would 
like  to,  but  this  fight,  in  view  of  that  fact,  ought  to  be  con- 
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ducted  in  such  a  spirit  that  whoever  is  defeated  will  feel  that 
in  the  election  of  the  others  there  is  nothing  derogatory  to 
himself  or  to  the  best  interests  of  the  Institute.  We  shall  have 
a  good  set  of  officers  either  way.  In  my  opinion,  the  only  fair 
way  to  settle  the  question  is  to  take  a  vote,  by  ballot,  as  the 
Constitution  provides. 

Mr.  Rice:  Mr.  President,  as  I  imderstand  the  rules,  if 
there  is  one  objection  to  this  motion  which  has  just  been  made, 
a  ballot  will  be  in  order. 

The  PREsroENT :  I  so  understand  it.  That  motion  cannot 
be  put  unless  there  is  unanimous  consent  to  the  Secretary  so 
acting.  If  there  is  one  objection  to  this  motion  the  matter  is 
just  where  it  was  before,  and  there  has  been  no  election  and 
will  be  none  until  you  take  a  ballbt. 

Mr.  Nettleton  :  I  object  then.  If  it  is  only  necessary  to 
make  an  objection,  I  object. 

The  President:  Mr.  Nettleton  states  that  he  will  object 
to  that  action  on  Mr.  Cowdery's  motion.  The  Chair  will  then 
proceed  to  put  the  motion  which  is  before  the  house.  The 
question  is  on  Mr.  Cowdery's  motion.  Are  there  any  further 
remarks  ?  Those  in  favor  please  say  "Aye."  Contrary,  "No." 
The  motion  is  lost. 

We  now  have  before  the  house  two  sets  of  nominations  for 
President,  First  Vice-President  and  Second  Vice-President. 

Mr.  I.  C.  Copley  :  Mr.  President,  I  move  that  the  Insti- 
tute now  proceed  to  determine  by  a  written  ballot  its  choice 
for  President,  First  Vice-President  and  Second  Vice-Presi- 
dent. 

Motion  seconded. 

The  President:  It  is  moved  and  seconded  that  the  Insti- 
tute now  proceed  to  determine  by  written  ballot  its  choice  for 
President,  First  Vice-President  and  Second  Vice-President 
The  Chair  would  suggest  that  if  the  motion  is  carried  that  we 
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establish  the  polling  place  outside  of  this  room  with  the  three 
tellers  that  the  Constitution  provides  for,  and  that  the  voting 
place  be  open  between  the  hours  of  twelve  and  half-past  one 
for  the  casting  of  the  vote.  That  will  expedite  the  business 
and  give  everybody  an  opportunity  to  vote  as  he  goes  out  or 
in  at  any  time  between  those  hours. 

Mr.  Thompson:  Mr.  President,  I  offer  as  a  suggestion 
that  inasmuch  as  the  time  from  twelve  to  half-past  one  is  but 
ninety  minutes,  and  there  are  three  hundred  members  here  to 
vote,  it  is  going  to  make  it  a  very  short  time  within  which  the 
ballot  will  have  to  be  taken.  After  the  ballot  is  taken,  the 
tellers  will  have  to  count  the  votes,  and  the  Institute  will  re- 
assemble, I  suppose,  at  the  usual  hour,  two  o'clock.  Now  I 
understand  that  the  Secretary  will  have  to  be  there  with  a 
certified  list  of  the  members  for  the  purpose  of  seeing  that 
each  member  who  offers  to  vote  is  properly  qualified  to  cast 
his  ballot,  and  it  does  not  seem  to  me,  therefore,  that  an  hour 
and  a  half  is  a  sufficient  time  for  all  of  the  members.  I  think 
it  would  be  better  if  the  vote  was  taken  now. 

The  President:  I  made  that  suggestion  simply  as  a  sug- 
gestion. There  is  no  motion  to  that  effect  before  the  house. 
Mr.  Copley's  motion  is  now  before  you,  which  is  that  the  In- 
stitute n6w  proceed  by  a  written  ballot  to  make  its  choice  for 
President,  First  Vice-President  and  Second  Vice-President. 
If  that  is  carried,  it  means  that  the  Institute  must  proceed  at 
once  to  take  the  ballot.  Are  there  any  remarks?  Those  in 
favor  of  the  motion  to  proceed  to  vote  for  President,  First 
Vice-President  and  Second  Vice-President  will  please  say  so. 
Contrary  minds,  "No."    It  is  carried. 

Mr.  Wood:  Mr.  President,  wouldn't  it  be  well  just  at 
this  time  to  have  a  statement  made  as  to  just  who  is  entitled 
to  vote  ?    I  think  there  is  some  doubt  on  that  point. 

Secretary  Dunbar  :  Only  the  active  members  of  the  In- 
stitute are  entitled  to  vote,  excepting  those  who  are  In  arrears 
for  dues,  for  one  year  or  more. 


Digitized  by  VjOOQIC 


533 


Mr.  Lynn  :    Have  we  got  to  have  a  roll-call? 
A  Member:     I  move  that  the  Secretary  call  the  roll  of 
those  who  are  in  good  standing. 

The  President  :  When  the  ballot  is  taken,  no  one  will  be 
allowed  to  vote  except  those  who  are  in  good  standing.  We 
have  decided  to  vote  by  ballot.  We  shall  have  to  follow  the 
Constitution.  The  only  way  that  the  matter  can  be  decided 
now  is  by  ballot.  The  members  will  please  come  up  in  front 
of  the  tellers  and  the  Secretary  and  express  their  preference. 

Mr.  Copley:  Mr.  President,  my  motion  provided  for  a 
written  ballot. 

The  President:  And  also  the  motion  that  we  have 
adopted  provides  for  a  written  ballot. 

The  Secretary  will  call  the  roll,  and  when  a  member's 
name  is  called,  he  will  come  forward  and  make  his  presence 
known  to  the  Secretary  so  that  his  name  can  be  checked,  and 
then  deposit  his  ballot  with  the  tellers. 

A  Member  :  Mr.  President,  I  would  suggest  as  a  matter 
of  expedition  in  taking  this  ballot  that  the  names  of  the  three 
candidates  be  written  on  one  ballot,  and  that  the  Secretary 
call  the  roll  of  the  members  entitled  to  vote,  and  that  those 
candidates  having  the  highest  number  of  votes  for  each  office 
be  declared  elected : 

The  President:  The  ballot  will  have  to  be  counted  by 
the  tellers  as  the  Constitution  provides.  Such  a  procedure 
would  be  unconstitutional. 

Mr.  Searle:  Mr.  President,  am  I  right  in  understanding 
that  owing  one  year's  dues  is  enough  to  disqualify  a  voter? 

The  President:  The  Secretary  has  made  an  announce- 
ment covering  that  point. 

Secretary  Dunbar  :  I  will  state  that  the  Treasurer  has  a 
list  of  delinquents  up  to  the  first  of  September  of  this  year. 
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TTiere  have  been  a  few  that  have  paid  since  that  time,  and 
who  were  on  that  list.  Should  any  voter  present  himself  who 
claims  to  have  paid  since  the  list  was  made  up,  those  cases 
can  be  adjusted  as  they  occur. 

Mr.  Egner:  May  I  suggest,  Mr.  President,  that  the 
names  of  the  candidates  be  posted  sq  we  could  see  them — the 
names  on  the  two  opposing  tickets? 

The  President  :  That  has  been  arranged  for,  as  I  under* 
stand,  and  they  will  be  placed  up  here  at  my  left. 

Mr.  Walton  Forstall:  Mr.  President,  it  seems  to  me 
it  would  be  a  great  waste  of  time  if  we  have  to  take  this  ballot 
during  the  time  allotted  for  the  regular  business  of  the  con- 
vention. In  other  words,  I  do  not  see  why  we  could  not  ar- 
range to  have  this  ballot  taken  in  some  such  way  as  was  sug- 
gested by  the  President  and  have  the  business  go  on  at  the 
same  time.  The  idea  of  voting  here  and  taking  up  a  lot  of 
time  of  the  Institute  seems  to  me  to  be  entirely  unnecessary. 

The  President:  In  view  of  the  action  already  taken  we 
are  now  engaged  in  taking  the  vote,  and  it  is  too  late  for  that. 

The  house  will  now  proceed  to  ballot. 

The  Chair  appoints  Mr.  Waldo  Learned,  Mr.  R.  B.  Brown 
and  Mr.  Donald  McDonald  tellers  of  the  election. 

Any  misspelling  of  a  name  or  the  omission  of  a  title,  or 
misstatement  of  a  title  will  not  necessarily  invalidate  a  man's 
vote.  It  will  be  necessary  to  note  on  the  ballot  the  name  of 
the  office  for  which  the  man  is  voting  and  the  name  of  the 
man  whom  he  desires  to  fill  that  office. 

Mr.  Walton  Forstall:  Mr.  President,  I  rise  to  a  point 
of  information.  Do  I  understand  that  each  ballot  should  con- 
tain the  name  of  just  one  man,  or  should  all  of  the  names  be 
put  upon  one  ballot  in  the  way  you  have  indicated? 

The  President  :  Each  ballot  should  contain  the  name  of 
the  man  whom  you  choose  for  President,  the  man  whom  you 
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choose  for  First  Vice-President,  and  the  name  of  the  man 
whom  you  choose  for  Second  Vice-President ;  all  three  names 
on  one  ticket. 

Mr.  Cowdery:  Mr.  President,  I  notice  that  Mr.  W.  H. 
Bradley  is  a  candidate  for  Vice-President,  and  I  understand 
that  he  would  not  accept  if  elected.  Is  it  necessary  to  do  any- 
thing about  that? 

The  President:  That  is  a  matter  in  the  hands  of  the 
Nominating  Committee.  We  have  nothing  from  the  Nominat- 
ing Committee  on  that  subject.  Mr.  Bradley  has  been  nomi- 
nated for  First  Vice-President  by  the  Nominating  Committee, 
and  the  other  nomination  for  First  Vice-President  is  Mr. 
Doherty.    That  is  all  so  far  as  this  house  knows. 

The  Chair  is  informed  that  there  is  some  confusion  among 
the  members  of  the  Institute  as  to  the  candidates.  The  candi- 
dates before  the  house  for  President  are  Alex.  C.  Humphreys 
and  C.  F.  Prichard.  Any  man  may  vote  for  either  of  these 
but  may  not  vote  for  anyone  else.  The  candidates  for  First 
Vice-President  are  Mr.  Bradley  and  Mr.  Doherty.  Any  man 
may  vote  for  either  of  these  gentlemen  but  may  not  vote  for 
anyone  else.  The  candidates  for  Second  Vice-President  are 
W.  A.  Baehr  and  Alex.  C.  Humphreys.  Any  man  may  vote 
for  either  of  these  men  for  that  position  and  may  not  vote  for 
any  other  man  for  that  position. 

Mr.  Cowdery:  It  is  suggested  that  we  may  both  elect  a 
President  and  a  Vice-President  at  the  same  time  in  the  person 
of  Dr.  Humphreys,  he  being  a  candidate  for  the  two  positions. 

The  President:  I  wish  to  announce  that  the  Treasurer 
is  in  the  corridor,  and  will  receipt  for  dues  at  any  time  for  any 
man  who  is  disqualified  for  not  paying  his  dues. 

The  Chair  will  make  this  ruling:  the  names  of  the  active 
members  entitled  to  vote  will  be  called,  and  any  man  who  Has 
not  voted,  not  here,  or  not  hearing  his  name  called,  or  who  for 
any  reason  has  not  voted,  will  have  the  opportunity  to  vote 


Digitized  by  VjOOQIC 


626 

from  now  until  the  time  when  the  tellers  conclude  their  count. 
The  tellers  will  remain  in  this  room,  and  they  will  report  to 
the  Institute  at  two  o'clock.  Anybody  who  has  not  voted  will 
have  the  right  to  vote  at  any  time  from  now  until  the  tellers 
conclude  their  count. 

In  the  meantime  the  meeting  is  declared  adjourned  to  meet 
at  two  o'clock. 


Second  Day — Afternoon  Session. 

Convention  called  to  order  at  2  p.  m.,  President  Clark  in 
the  chair. 

The  President:  I  am  sorry  to  have  to  open  the  meeting 
with  so  few  present,  but  we  have  a  great  deal  to  do.  The  first 
business  is  to  hear  the  report  of  the  tellers  appointed  to  count 
the  ballot  taken  this  morning. 

Mr.  W.  a.  Learned  presented  the  report  as  follows: 
To  the  American  Gas  Institute. 

,  Gentlemen:  We,  the  tellers  appointed  to  receive  and  count 
your  votes  for  President,  First  Vice-President  and  Second 
Vice-President  do  report  as  follows: 

First.  That  we  finished  our  count  at  1 :35  p.  m.,  and  having 
received  the  votes  of  all  persons  offering  to  vote,  unanimously 
declared  the  polls  closed  at  that  time. 

Second.  That  for  the  office  of  President  Mr.  A.  C.  Hum- 
phreys received  139  votes;  Mr.  C.  F.  Prichard  received  128 
votes. 

For  the  office  of  First  Vice-President,  Mr.  H.  L.  Doherty 
received  149  votes ;  Mr.  W.  H.  Bradley  received  111  votes. 

For  the  office  of  Second  Vice-President,  Mr.  W.  A.  Baehr 
received  143  votes ;  Mr.  A.  C.  Humphreys  received  109  votes. 

Respectfully  submitted, 

W.  A.  Learned, 
R.  B.  Brown, 
Donald  McDonald. 
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The  President:  From  the  report  of  the  tellers,  it  is  evi- 
dent that  Dr.  A.  C.  Humphreys  is  elected  President  of  the 
Institute  for  the  ensuing  year;  that  H.  L.  Doherty  is  elected 
First  Vice-President  of  the  Institute  for  the  ensuing  year,  and 
that  W.  A.  Baehr  is  elected  Second  Vice-President  for  the 
ensuing  year. 

Mr.  Donald  McDonald  (Louisville) :  Mr.  President,  I 
move  that  the  election  of  all  those  gentlemen  be  made  unani- 
mous. 

Motion  seconded. 

Mr.  Charles  F.  Prichard:  Mr.  President  and  Gentle- 
men: To  the  philosopher  there  is  pleasure  in  almost  every- 
thing, so  if  this  be  defeat  there  are  pleasures  to  be  derived 
from  it.  That  ranking  first  of  all  is  the  pleasure  that  comes 
to  me  from  receiving  the  loyal  support  that  I  have  had  from 
those  who  have  worked  and  voted  for  me.  To  those  who  value 
friends,  the  warm  hand-clasp  and  kindly  smile  means  pleas- 
ure, the  equal  of  which  is  to  be  had  from  no  other  source. 
Next  there  is  the  pleasure  that  comes  from  any  good  race. 
There  is  pleasure  and  excitement  even  if  you  are  "distanced," 
there  is  pleasure  if  you  are  in  the  "also  ran"  class,  and  there 
certainly  is  pleasure  in  a  friendly  competition  like  this  when 
you  know  you  have  given  your  opponents  the  run  of  their 
lives  for  their  money.  (Laughter.)  There  is  pleasure  to  be 
had  as  expressed  by  paraphrasing  the  poet's  line,  "It  is  better 
to  have  run  and  lost  than  never  to  have  run  at  all."  There  is' 
pleasure,  if  one  must  be  defeated,  in  being  defeated  by  a  man 
of  Dr.  Humphreys'  ability,  and  finally,  but  not  by  any  means 
least  of  all,  there  is  great  pleasure  in  the  privilege  it  earns  me 
of  moving  that  his  election  be  made  unanimous. 

Mr.  E.  G.  Cowdery:    I  second  the  motion. 

The  President:  Gentlemen,  it  is  moved  and  seconded 
that  Mr.  Humphreys'  election  to  the  office  of  President  be 
made  unanimous.  Recognizing,  as  I  do,  that  there  is  perhaps 
a  question  whether  under  the  Constitution  we  can  properly  do 
that,  especially  if  there  is  objection,  still  I  believe  it  is  the 
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desire  of  the  Institute  that  this  motion  be  put  and  recorded. 
Therefore,  if  there  is  no  objection,  I  will  put  the  motion.  Mr. 
Prichard  moves,  and  the  motion  has  been  duly  seconded,  that 
the  election  of  Mr.  Humphreys  to  the  oflSce  of  President  be 
made  unanimous.  Those  in  favor  please  arise.  You  will  be 
seated.  Those  opposed.  I  am  happy  to  say  Mr.  Humphreys' 
election  has  been  made  unanimous. 

Dr.  a.  C.  Humphreys:  Gentlemen  of  the  Association:  I 
wish  to  thank  you  very  sincerely  for  the  honor  which  you  have 
done  me,  but  in  accepting  this  office  I  must  have  regard  to 
the  responsibilities  which  go  with  it,  as  well  as  the  honor.  I 
wish  to  say,  therefore,  with  that  responsibility  before  me,  and 
especially  at  this  particular  time,  I  did  not  seek  the  office. 
Now,  however,  that  I  have  been  elected  to  it,  I  shall  endeavor 
to  serve  you  to  the  best  of  my  ability.  I  believe  that  we  have 
come  upon  a  time  when  this  association  as  the  representative 
of  the  gas  associations  and  gas  interests  of  the  United  States 
has  a  very  distinct  and  a  very  weighty  responsibility  laid  upon 
it,  and  a  large  share  of  that  responsibility  must  be  borne  by 
the  executive.  As  your  representatives,  the  Board  of  Di- 
rectors and  the  officers  must  take  up  and  carry  that  responsi- 
bility ;  but,  primarily,  the  responsibility  rests  upon  every  mem- 
ber of  the  association  and  to  them  the  officers  and  directors 
must  look  for  support. 

Before  closing  let  me  express  my  very  deep  appreciation 
of  the  gracious  way  in  which  Mr.  Prichard  has  brought  for- 
ward a  motion  to  make  my  election  imanimous.  Mr.  Prichard 
is  a  man  for  whom  I  have  for  many  years  held  a  very  high 
regard,  and  he  knows,  as  I  know,  that  there  has  been  nothing 
personal  in  this  contest.  I  have  been  only  too  glad  to  say 
that  to  my  friends,  and  that  whatever  the  outcome  was  to  be 
it  had  nothing  whatever  to  do  with  the  friendship  that  existed 
between  us.     (Applause.) 

The  President:  I  feel  that  I  express  the  sentiment  of 
every  member  of  the  Institute  when  I  say  that  the  officers- 
elect  have  been  elected  in  opposition  to  some  of  the  very  best 
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men,  and  most  able  and  well-intentioned  men  in  this  Institute, 
and  they  must  feel  that  the  burden  is  heavy  upon  them.  When 
we  meet  a  year  from  this  time  and  receive  the  report  of  what 
the  new  administration  has  done  during  the  coming  year,  the 
then  past  year,  many  of  us  will  contrast  it  in  our  minds  with 
what  would  have  been  done  had  their  men  been  elected.  Howr 
ever,  we  have  decided,  or  rather  you  have  decided  to  make 
certain  men  responsible  for  the  work  of  the  year,  and  you 
have  decided  that  they  shall  be  responsible  as  against  some 
other  men,  and  I  cannot  help  but  feel  that  they  have  been 
selected  to  bear  a  very  heavy  responsibility.  I  think  we  all 
may  congratulate  ourselves  upon  the  fact  that  they  are  men, 
all  of  them,  of  splendid  ability,  and  men  equal  to  any  responsi- 
bility which  may  be  put  upon  them,  and  that  we  have  a  fair 
outlook  for  a  prosperous  year. 

I  think  it  is  time  now  that  we  pass  to  some  other  business. 
The  next  business  is  the  discussion  of  the  report  presented 
by  Mr.  Gartley. 

Discussion 

of  report  of  committee  on  methods  of  taking  candle 
power  of  gas. 

Mr.  a.  E.  Forstall:  Mr.  President,  when  I  agreed  to 
discuss  the  report  of  the  committee  I  had  not  read  the  report 
Possibly,  if  I  had  read  it,  I  would  not  have  undertaken  to  dis- 
cuss it.  Having  read  it,  I  find  that  they  have  covered  about 
everything  that  I  intended  to  say  when  I  agreed  to  take  part 
in  the  discussion. 

It  may  be  objected  that  the  committee  have  given  us  such 
a  counsel  of  perfection  that  it  is  going  to  be  very  hard  to 
come  up  to  it,  but  I  think  it  is  well  to  have  the  very  best  pos- 
sible set  before  us  so  that  we  can  come  as  near  to  it  as  we 
can.  If  there  is  any  use  taking  candle-power  tests  at  all,  and 
I  think  no  one  will  deny  that  there  is  value  in  them,  and  great 
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value,  they  should  be  taken  accurately,  and  the  committee  has 
shown  us  how  to  get  ready  to  take  them  as  accurately  as  pos- 
sible. 

Mr.  J.  B.  Klumpp:  Mr.  President,  I  think  that  you  have 
had  a  letter  from  the  Illuminating  Engineering  Society  on  this 
topic,  and  I  think  the  text  of  the  letter  will  be  as  pertinent  to 
the  subject  as  anything  I  can  say.  I  have  a  copy  of  the  letter 
and  will  read  it. 

COMMITTEE   ON    NOMENCLATURE   AND   STANDARDS 
ILLUMINATING    ENGINEERING    SOCIETY. 

Office  of  the  Secretary, 
Washington,  D.  C,  October  16,  1907 

Walton  Clark,  President, 

American  Gas  Institute. 

Dear  Sir: 

About  one  year  ago,  The  Illuminating  Engineering  Society 
created  a  committee  representing  the  varied  interests  in  this 
country  and  abroad  to  consider  the  question  of  establishing 
suitable,  and  if  possible,  universal  nomenclature  and  standards 
for  the  science  of  Illuminating  Engineering. 

The  question  of  a  common  national  and  international  unit 
of  candle-power  was  taken  into  consideration  by  the  Ameri- 
can members  of  this  International  Committee,  and  upon 
motion.  Dr.  A.  C.  Humphreys,  the  Chairman  oi  this  Com- 
mittee appointed  a  sub-committee  to  confer  with  similar  com- 
mittees from  the  American  Gas  Institute,  and  the  American 
Institute  of  Electrical  Engineers. 

As  a  result  of  numerous  recent  investigations  it  has  been 
established  that  the  value  of  the  candle  unit  defined  as  Vio  of 
the  intensity  of  the  Harcourt  ten-candle-power  pentane  lamp 
is  diflferent  from  that  obtained  through  the  Hefner,  by  the 
use  of  the  ratio  one  Hefner  candle  =  0.88  British   Parlia- 
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mentary  candle.  The  amount  of  the  difference  is  not  definitely 
known,  but  is  probably  about  four  per  cent.,  the  unit  obtained 
through  the  Harcourt  ten-candle-power  pentane  lamp  being 
smaller.  Whether  this  difference  is  due  to  a  change  in  the  value 
of  either  of  the  two  units — ^the  candle  unit  in  England  or  the 
Hefner  unit  in  Germany — or  whether  it  is  due  to  errors  in 
the  earlier  comparisons  between  the  two  units  which  gave 
the  ratio  0.88  is  immaterial  for  our  present  purpose.  The  im- 
portant fact  which  we  desire  to  present  for  your  considera- 
tion is  that  although  in  the  photometry  of  both  gas  and  elec- 
tric lamps  in  the  United  States  the  unit  has  nominally  been 
the  British  Parliamentary  candle,  it  has  been  obtained  in 
different  ways  in  the  two  industries. 

In  the  photometry  of  gas  the  English  example  has  been 
followed,  and  the  candle  unit  in  use  in  this  country  is  proba- 
bly not  very  different  from  that  in  use  in  England.  On  the 
other  hand,  the  unit  used  in  the  photometry  of  electric  lamps, 
following  the  recommendation  of  the  American  Institute  of 
Electrical  Engineers,  has  been  obtained  through  the  Hefner 
by  the  use  of  the  ratio.  One  Hefner  candle  =  0.88  British 
Parliamentary  candle.  We  are  therefore  confronted  at  pres- 
ent with  the  existence  of  two  different  units  of  candle-power 
in  the  United  States,  differing  from  each  other  by  about  four 
per  cent. 

It  is  evident  that  such  a  condition  is  not  only  unfortunate, 
but  extremely  disadvantageous  to  the  better  interests  of  either 
industry,  and  any  action  that  would  tend  to  bring  the  two 
units  into  agreement  should  be  welcomed  by  all  concerned, 
provided  such  action  does  not  work  hardship  upon  any  of 
the  interests  involved. 

With  the  establishment  of  State  Commissions  for  Gas  and 
Electricity,  which  will  look  more  and  more  to  the  federal  Bu- 
reau of  Standards  for  standards  of  candle-power,  complica- 
tions will  certainly  result  if  the  unit  recognized  in  any  indus- 
try is  not  in  agreement  with  that  maintained  at  the  Bureau 
of  Standards;  and  it  is  obviously  impossible  for  the  federal 
government  to  maintain  and  legalize  two  different  units  for 
n^e  in  the  photometry  of  gas  and  electric  lamps.     In  a  recent 
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paper  published  by  the  National  Bureau  of  Standards  at 
Washington,  attention  was  called  to  this  discrepancy  between 
the  candle  unit  obtained  through  the  Harcourt  ten-candle- 
power  pentane  lamp  and  that  obtained  from  the  Hefner  by 
the  use  of  the  ratio  0.88. 

In  this  same  paper  attention  was  also  directed  to  the 
question  of  possible  international  action  looking  toward  the 
establishment  of  a  common  unit  of  candle-power  for  Eng- 
land, France  and  the  United  States.  The  units  in  use  in 
these  three  coutries  are  so  nearly  alike  that  with  the  accuracy 
at  present  attainable  in  industrial  photometry  no  serious  re- 
sults would  follow  a  compromise  by  which  all  three  countries 
would  ag^ee  upon  a  conmion  unit  of  candle-power.  If  the 
value  of  this  common  unit  were  taken  as  the  average  of 
the  values  of  the  units  maintained  at  the  national  laboratories 
in  the  three  countries,  it  would  be  very  close  to  the  mean 
between  the  two  units  in  use  in  the  United  States  in  the 
photometry  of  gas  and  electric  lamps.  Therefore,  a  com- 
promise in  the  interest  of  international  unity  would  require 
no  greater  changes  of  unit  than  a  compromise  in  the  interest 
of  national  unity.  Moreover,  the  change  in  unit  would  in  no 
case  be  greater  than  about  two  per  cent.,  and  the  effect  of 
such  a  change  would  not  be  seriously  felt,  even  in  the  photom- 
etry of  incandescent  lamps  where  the  highest  accuracy  in 
commercial  testing  is  attainable. 

Since  the  German  unit  of  candle-power  differs  by  ten  or 
fifteen  per  cent,  from  the  average  value  of  the  units  in  Eng- 
land, France  and  the  United  States,  it  would  not  seem  de- 
sirable to  include  the  German  unit  in  taking  the  mean  value. 
Either  Germany  could  elect  to  adopt  the  international  candle 
unit,  or  else  the  ratio  of  the  Hefner  candle  to  the  Inter- 
national candle  could  be  determined. 

In  consideration  of  the  facts  stated  above,  we,  the  under- 
signed, on  behalf  of  the  sub-committee  of  the  Committee  on 
Nomenclature  and  Standards  of  the  Illuminating  Engineering 
Society,  respectfully  request,  therefore,  that  the  American 
Gas  Institute  aj^xmit  a  committee  to  confer  with  the  sub-com- 
mtltre  of  the  Illuminating  Engineering  Society  on  the  ques- 
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tion  of  the  possible  adoption  of  a  common  national  and  inter- 
national unit  of  candle-power. 

A  similar  request  is  being  made  to  the  American  Institute 
of  Electrical  Engineers,  and  it  is  hoped  through  the  co- 
operation of  these  two  representative  bodies  that  some  definite 
action  will  be  taken. 

Yours  respectfully, 

Edw.  p.  Hyde, 
J.  B.  Klumpp. 

Mr.  Paul  Thompson  :  In  connection,  Mr.  President,  with 
this  letter  read  by  Mr.  Klumpp,  I  will  move  that  the  letter 
be  referred  to  the  Technical  Committee  provided  for  under 
the  Constitution,  for  such  action  as  they  may  deem  proper. 

Motion  seconded. 

The  President:  I  think  it  would  come  in  much  more 
orderly  in  the  proceedings  if  these  motions  should  be  taken 
up  at  the  end  of  the  discussion.  Will  you  not  hold  that  mo- 
tion until  later? 

Mr.  Thompson:  I  will  withdraw  it  for  the  present,  Mr. 
Chairman. 

The  President  :  Mr.  Waring,  may  we  have  a  word  from 
you  on  this  subject? 

Mr.  George  H.  Waring:  Mr.  President,  I  have  nothing 
to  say  on  this  subject  which  is  of  any  particular  moment.  I 
think  Mr.  Gartley  has  covered  the  ground  fully.  I  agree 
with  everything  that  he  has  stated,  and  I  would  like  to  empha- 
size the  fact  that  candle-power  is  not  a  power  g^ven  by  one 
candle,  but  the  average  of  many.  We  are  liable  to  have 
comparisons  taken  against  two  candles  or  more.  As  Mr. 
Gartley  has  very  well  set  out  in  his  paper,  it  is  not  the  candle- 
power  of  one  candle,  but  the  average  of  many. 

The  President:  Mr.  Morehead,  may  we  hear  from  you? 
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Mr.  John  M.  Morehead:  Mr.  Chairman,  there  is  one 
serious  error  which  is  liable  to  occur  in  taking  the  readings 
of  a  photometer  to  which  Mr.  Gartley  did  not  refer,  and  one 
we  have  found  in  Chicago  to  be  very  real,  and  that  is  the 
error  which  may  arise  from  differences  between  the  two  eyes 
of  the  man  that  is  looking  at  the  disc.  In  looking  in  the 
photometer  you  are  looking  on  one  side  of  the  disc  with  one 
eye,  and  on  the  other  side  of  the  disc  with  the  other  eye. 
Now  you  balance  what  you  see  with  one  eye  against  what 
you  see  with  the  other  without  knowing  whether  the  two 
eyes  are  the  same.  Anyone  who  wears  glasses,  for  anything 
except  age,  knows  that  the  formula  of  an  oculist  for  tfie 
lens  is  never  quite  the  same  for  both  eyes.  You  take  one 
glass  and  compare  it  with  the  other,  and  that  difference  is 
sometimes  quite  apparent.  If  you  turn  your  glasses  out  and 
look  through  them  from  the  wrong  side,  you  will  see  it  makes 
quite  a  difference.  The  old  rule  on  sailing  men-of-war  was 
to  hold  on  with  one  hand  and  work  with  the  other,  or  "one 
hand  for  yourself  and  one  for  the  king."  Now,  if  we 
have  one  eye  for  the  standard  and  one  for  the  gas  company, 
and  the  two  eyes  are  not  the  same,  I  think  it  very  well  to 
know  which  way  the  good  eye  is  looking.  You  can  get  a 
very  close  test  on  that  by  turning  the  sight  box  around  and 
putting  a  man  over  on  the  back  side  of  the  bar.  Ordinarily 
a  man  will  be  looking  at  the  standard  with  his  left  eye,  but  if 
you  will  simply  take  the  sight  box  and  put  it  on  the  other 
way  he  will  be  looking  at  the  standard  with  the  right  eye. 
Where  there  are  discrepancies  between  the  reading  of  two 
men  on  the  same  gas  for  a  long  period,  you  will  generally 
find  that  there  are  differences  in  the  eyes  of  one  or  the  other 
of  the  observers. 

There  is  another  point  by  which,  it  seemed  to  me,  that  the 
committee  was  putting  us  in  somewhat  of  a  bad  light,  and  that 
is  the  wholesale  condemnation  of  the  candle  as  a  unit  of  light. 
I  do  not  wish  to  be  understood  as  being  a  champion  of  the  can- 
dles. I  know  they  are  bad,  and  I  have  a  great  deal  of  trouble 
with  them,  but  I  question  the  advisability  of  going  on  record 
as  stating  that  they  are  unreliable.     Practically  all  of  the  or- 
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dinances  and  specifications  refer  to  the  "English  Standard 
Candle  burning  120  grains  sperm  per  hour"  as  the  standard 
of  light.  When  the  City  Inspector  comes  around  to  determine 
the  candle-power  he  will  not  accept  any  standard  except  such 
a  candle.  While  we  know  that  the  Pentane  lamp  is  ten  candle- 
power,  we  cannot  make  him  believe  it.  We  can  say,  "there 
is  a  ten-candle-power  standard  lamp,"  and  he  says,  "yes,  I 
know  and  there  is  also  a  screen  on  it  by  the  movement  of 
which  you  can  make  it  nine  candles  or  eleven  candles, 
and  how  am  I  to  know  that  it  is  ten,"  We  reply  that  "we  have 
checked  it  with  the  candles  and  know  that  it  is  ten  candles," 
and  he  replies  that  "our  determination  is  the  result  of  one 
hundred  tests  which  took  two  weeks  and  that  he  must  have 
something  to  report  for  the  next  morning,  that  his  ordinance 
calls  for  candles  and  he  would  like  to  compare  our  gas  with 
a  candle."  Under  the  present  conditions  we  say,  "your  ordi- 
nance calls  for  a  standard  English  candle,  burning  120  grains 
per  hour,  here  is  your  English  candle.  Look  at  it.  See  the  Union 
Jack  on  the  box,  break  the  seal  yourself.  There  is  the  candle 
balance  and  here  is  the  forty-gjain  weight.  Light  them  up 
and  see  that  they  are  burning  at  the  rate  of  120  grains  per 
hour.  Now  make  your  determinations  and  see  what  you  get." 
Under  these  conditions  the  Inspector  can  make  no  complaint 
and  he  has  to  report  whatever  candle-power  the  test  shows 
up. 

If,  however,  he  says,  "yes,  the  gas  apparently  shows  what 
the  ordinance  calls  for,  but  a  Committee  on  Photometry  ap- 
pointed from  the  most  experienced  and  ablest  members  of  the 
American  Gas  Institute,  says  that  the  candles  which  I  am  using 
as  a  standard  are  no  good,  and  that  the  light  is  more  apt  to 
be  something  else  than  it  is  to  be  what  it  appears.  Your  own 
Society  goes  on  record  as  backing  up  the  committee,  show- 
ing that  there  are  fifty-seven  different  varieties  of  objections 
to  the  candles  and  as  many  sources  of  error  in  the  determina- 
tions which  I  have  just  made.  For  instance,  the  committee 
says  that  the  candles  will  not  bum  forty  grains  in  ten  minutes, 
that  they  will  not  burn  uniformly  during  the  ten  minutes  even 
when  the  total  consumption  is  correct,  that  the  candle-power 
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of  the  candle  is  affected  by  the  vitiation  of  the  atmosphere, 
by  the  barometric  pressure,  by  the  temperature  of  the  photom- 
eter room,  by  the  ventilation  of  the  photometer  room,  by 
any  atmospheric  commotion,  that  the  light  varies  in  intensity, 
that  it  varies  in  color,  that  it  varies  with  the  extent  of  the 
water  vapor  in  the  atmosphere,  and  that  the  committee  is  not 
prepared  to  give  any  definite  formula  for  correction  for  the 
variation  for  the  amount  of  water  vapor  when  the  proportion 
is  known."  In  one  table  the  committee  says  that  the  candles 
of  three  samples  varied  from  .930  to  .899.  According  to  some 
figures  of  the  value  of  the  standard  given  by  the  committee, 
an  apparently  twenty-four  candle  gas  may  be  either  25.86  or  it 
may  be  21,  according  to  the  value  of  the  standard.  Further, 
that  there  is  no  official  manufacturer  of  candles  in  the  United 
States,  that  the  industry  is  sixty  years  old  and  we  have  not  a 
National  standard  and  that  there  is  no  way  of  reproducing  the 
standard.  On  page  501  the  committee  says  "that  out  of  118 
tests  using  the  standard  candle,  80  per  cent,  of  them  were  1 
per  cent,  off  and  out  of  this  average  5  per  cent,  of  the  candles 
were  19  per  cent,  off." 

It  often  happens  that  the  Inspector  is  anxious  to  find  a  low 
candle-power  and  to  make  trouble  for  the  gas  company.  When 
such  is  the  case  what  argument  have  we  when  the  Inspector 
proposes  to  correct  the  candle-power  which  he  found  to  com- 
pensate for  some  of  the  objections  which  the  committee  set 
forth  to  the  standard  by  which  he  foimd  the  candle-power. 
He  can  say  "it  looks  like  a  twenty-four  candle  gas,  but  the 
standard  may  be  so  much  off,  that  it  is  only  nineteen  candles" 
and  quote  the  action  of  this  Association  as  his  authority  for 
making  the  reduction. 

The  candle  as  a  standard  is  bad.  We  admit  it  and  regret 
it,  but  as  a  matter  of  fact  it  is  the  only  standard  which  we 
have  and  we  have  got  to  use  it.  Even  if  we  were  allowed  to 
substitute  something  else  we  have  no  other  standard  which  we 
could  substitute,  and  as  long  as  we  have  got  to  use  it,  and  to 
stand  behind  it  and  to  say  that  it  is  right,  I  question  the  advisa- 
bility of  advertising  all  of  the  objections  which  are  set  forth  in 
the  very  able  report  of  the  committee. 
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Mr.  Charles  O.  Bond  :  In  reference  to  the  remarks  of  the 
last  speaker,  I  feel  that  I  am  an  advocate  of  the  pentane  lamp. 
I  think  it  is  something  better  than  the  candles,  and  it  seems 
to  me  that  if  the  gas  fraternity  on  the  floor  of  their  Institute 
cannot  look  for  something  better,  I  do  not  know  that  we  can 
expect  those  who  are  supervising  gas  companies  and  commis- 
sions to  find  it  for  us.  I  think  it  is  for  us  to  find  something 
better.  The  pentane  lamp  is  certainly  an  improvement  upon, 
and  has  shown  a  much  better  record  than  the  candle  as  a 
standard.  I  have  come  into  possession  since  I  came  to  the 
meeting  of  a  record  of  candle  determinations  kept  for  a  series 
of  eight  years.  Fortunately,  one  member  present  has  preserved 
his  readings  for  this  length  of  time,  and  gives  in  detail  all  the 
different  readings.  He  has  marked  down  in  each  case  the 
quantity  of  sperm  consumed  in  six  hundred  seconds.  That 
varies  from  45  grains  down  to  34  grains.  Now  there  seemed 
to  be  no  rhyme  nor  reason  in  any  method  suggested  by  which 
we  could  explain  these  variations  until  it  occurred  to  me  that  we 
tabulate  them  on  the  basis  of  the  probable  humidity  in  the  air 
during  the  different  seasons  of  the  year.  We  immediately  com- 
piled the  data  for  these  eight  years  according  to  the  months. 
We  know  where  the  period  of  maximum  humidity  is,  and  the 
period  of  minimum  humidity  in  the  course  of  the  year,  and  by 
placing  the  data  in  that  way  we  found  that  the  average  looks 
much  better  than  it  would  in  the  individual  cases.  In  months 
where  there  was  a  small  humidity,  as  in  December,  there  was 
40.05.  In  January,  40.08.  February,  40.07.  In  March,  40.42. 
In  April,  40.35.  In  May,  40.42.  When  we  come  to  the 
months  where  there  was  a  high  humidity,  as  in  July  or  August, 
the  consumption  drops  to  38.77  and  38.62,  so  that  this  rule  bears 
out  what  is  shown  in  the  report  of  the  committee. 

In  the  report  there  was  a  suggestion  made  relative  to  some 
sort  of  a  psychrometer  to  take  the  measurement  of  the  humidity 
in  the  air.  I  would  suggest  that  that  may  also  give  a  very  good 
measure  of  the  vitiation  in  a  room.  If  this  psychrometer  is 
operated  outside,  and  you  find  the  difference  between  your  wet 
and  dry  bulb,  and  you  do  the  same  within  your  room,  you  will 
find  the  increase  in  the  humidity.     Now  the  increase  in  humid- 
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ily  and  the  increase  in  CO2  run  parallel.  Therefore,  one  is 
just  as  much  a  measure  of  the  vitiation  as  the  other.  This 
will  tend  to  show  whether  the  photometer  room  is  in  proper 
condition  for  taking  the  candle-power  at  any  time,  and  it  makes 
a  comparatively  cheap  method  of  determWng  it.  It  seems  to 
me  that  the  Institute, — I  do  not  know  by  just  what  means  it  will 
be  done, — but  it  seems  to  me  that  there  ought  to  be  action 
taken  toward  the  adoption  of  a  proper  burner  by  which  the  gas 
is  to  be  tested.  The  work  ought  to  be  undertaken  in  some  way, 
and  it  ought  to  have  the  official  sanction  of  this  body  to  go  with 
the  decision.  If  San  Francisco  should  take  its  candle-power 
from  a  flat-flame  burner,  and  Boston,  Baltimore,  or  New  Or- 
leans take  theirs  through  the  Argand  burner,  the  results  are  not 
comparable  by  any  means.  I  think  this  matter  ought  to  be 
brought  up. 

Mr.  W.  E.  McKay:  Mr.  President,  I  would  like  to  ask 
a  question,  and  that  is  with  reference  to  the  use  of  acetylene 
gas  in  this  connection.  I  believe  that  pure  acetylene  can  be 
used  to  good  advantage.  It  is  possible  to  store  acetylene  by 
compression  so  that  a  very  small  cylinder  of  acetylene  would 
serve  as  a  standard  for  taking  the  candle-power  for  a  company 
probably  for  several  years.  Why  isn't  it  a  good  pi^oposition  to 
install  the  acetylene  burner  and  use  acetylene  as  a  standard  of 
candle-power?  There  may  be  some  objections  to  that,  but  I  do 
not  know  what  they  would  be.     I  simply  ask  for  information. 

Mr.  Bond:  Mr.  President,  there  is  one  question  that  I 
would  like  to  ask  Mr.  Morehead.  At  what  distance  was  the 
man  from  the  disc  at  the  time  that  he  took  the  observation  with 
one  eye  looking  at  one  side,  and  the  other  eye  looking  at  the 
other  side  ? 

The  President:  Mr.  McKay  has  asked  for  information 
as  to  what  objection  there  is  to  the  use  of  acetylene  as  a  stand- 
ard of  candle-power.  I  would  like  to  hear  if  anyone  can  an- 
swer that  question. 

Mr.  Henry  L.  Doherty:  Mr.  President,  perhaps  I  can 
give  a  little  information  on  that  point.     Several  years  ago  T  was 
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rather  interested  in  acetylene  gas.  At  that  time  the  variety  of 
results  secured  on  the  photometer  and  otherwise  rather  led  mc 
to  believe  that  we  wanted  a  more  reliable  standard,  and  acety- 
lene came  to  notice  at  that  time,  but  there  was  always  some  free 
hydrogen  present,  and  if  we  do  not  get  pure  acetylene  gas,  and 
there  is  free  hydrogen  present,  we  are  not  going  to  have  a  con- 
stant quality,  and  it  would  cause  error  in  the  photometrical 
readings.  Another  objection  that  I  see  to  acetylene  gas  for 
photometric  uses, — I  think  it  has  been  considered  before,  and  I 
think  there  will  be  some  literature  found  on  the  subject, — but 
it  was  taken  up  seriously  by  the  photometrical  committee  of 
one  of  the  associations,  and  it  was  found  objectionable  from  the 
fact  that  it  was  a  difficult  gas  to  burn ;  more  apt  to  be  affected 
by  the  humidity  of  the  atmosphere  than  ordinary  gas  is,  and 
that  if  you  operate  a  burner  to  the  best  efficiency  in  dry  air  a 
slight  change  in  humidity  will  change  the  efficiency  of  the 
acetylene  more  quickly  than  it  will  gas  that  does  not  require 
so  much  air  for  combustion. 

Mr.  J.  B.  Klumpp:  I  think  the  adoption  of  an  acetylene 
burner  as  a  standard  would  be  a  rather  difficult  problem.  The 
burning  of  acetylene  requires  a  burner  that  gives  a  more  or  less 
intimate  mixture  of  air,  which  would  be  difficult  to  control  and 
which  would  greatly  vary  the  intensity  of  the  light  given. 

If,  for  instance,  aft  addition  of  oxygen  is  made  to  acetylene 
it  will  greatly  increase  the  candles  per  foot,  owing  to  an  in- 
crease in  the  flame  temperature,  and  produce  a  light  too  intense 
for  direct  comparison  with  illuminating  gas. 

Owing  to  this  inconvenience  in  regulation  to  burn  acetylene 
with  a  constant  value,  I  think  it  would  be  more  difficult  to  usd 
as  a  standard  than  illuminating  gas  itself. 

Mr.  W.  Cullen  Morris:  Mr.  President,  on  the  subject 
of  which  Mr.  Morehead  has  just  spoken,  I  should  like  to  add 
that  for  five  or  six  years  we  made  a  particular  study  of  the  in- 
ability of  the  usual  assistant  around  a  gas  plant  to  read  die  bar 
of  the  photometer  correctly  from  one  side.  We  have  found  re- 
peatedly variations  running  up  to  as  high  as  ten  per  cent,  where 
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a  man  was  using  two  eyes,  and  the  result  of  it  was  that  we  have 
issued  instructions  that  if  a  man  has  to  use  two  eyes  that  he 
must  read  from  both  sides  of  the  bar.  We  have  arranged  all 
of  our  tables  in  that  way,  so  that  the  sight  box  on  the  bar  can 
be  revolved,  and  we  have  found  in  looking  over  our  records 
that  the  variation  is  almost  on  an  average  of  over  five  per 
cent,  for  the  six  or  seven  men  that  are  reading  at  that  partic- 
ular plant. 

Mr.  Morris  :  Mr.  President,  I  realized  after  I  sat  down  that 
I  had  not  completed  my  remarks.  After  we  had  read  on  both 
sides  of  the  bar  we  came  to  the  conclusion  that  the  average 
of  the  six  or  seven  men  which  we  have  employed  in  this  work 
was  less  than  one-half  of  one  per  cent,  apart. 

The  President:  Dr.  Hyde,  of  the  National  Bureau  of 
Standards,  is  here.  Dr.  Hyde,  do  you  care  to  speak  on  this 
subject  ? 

Dr.  Hyde:  Mr.  President  and  Gentlemen:  I  appreciate 
very  much  the  courtesy  which  you  have  extended  to  me  to 
speak  to  you  on  the  report  of  your  committee  on  the  method 
of  taking  candle-power  readings  of  gas.  As  the  President  has 
just  explained,  I  am  from  the  Bureau  of  Standards,  or,  as  Com- 
missioner MacFarland  would  say,  from  your  Bureau  of  Stand- 
ards. We  of  the  Bureau  are  very  deeply  interested  in  all  mat- 
ters that  pertain  to  standards  for  accurate  measurements,  and 
I  want  to  say  that  I  am  very  glad  indeed  of  an  opportunity  to 
express  my  appreciation  of  the  magnificent  work  which  your 
committee  has  done  in  attempting  to  unify  methods  of  gas 
photometry.  We  are  living  in  an  age  when  systematization  is 
of  the  most  fundamental  importance.  The  time  is  past  when  a 
manufacturer  can  go  oflf  into  one  little  corner  of  the  earth  and 
read  his  candle-power  in  any  way  he  wants.  It  would  be  un- 
fortunate if  a  man  in  Milwaukee  and  a  man  in  Boston  were 
talking  in  terms  of  an  entirely  different  thing.  We  want  sys- 
tem and  we  want  uniformity,  and  there  is  nothing  that  will 
bring  them  about  so  quickly  as  just  such  work  as  your  com- 
mittee has  already  done,  and  which  I  sincerely  hope  they  will 
continue  to  do. 
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I  think  it  is  rather  striking  that  in  the  progress  of  the  great 
movement  towards  systematization,  particularly  in  regard  to 
standards,  that  photometry  should  be  so  far  behind  the  other 
sciences.  We  have  only  one  meter  bar,  and  we  have  only  one 
standard  kilog^m.  Our  electrical  imits  are  very  closely  de- 
fined throughout  the  world,  but  in  the  measurement  of  light, 
the  condition  is  entirely  different.  There  is  one  unit  in  Ger- 
many, one  in  England,  one  in  France,  and,  unfortunately,  there 
are  at  least  two  in  the  United  States.  It  is  very  desirable  that 
there  should  be  only  one  unit  used  in  the  photometry  of  gas, 
and  it  seems  to  me  equally  desirable  and  almost  necessary  that 
the  unit  that  is  used  in  the  photometry  of  gas  should  be  the 
same  as  that  used  in  the  photometry  of  electric  lamps,  as  other- 
wise complications  will  necessarily  result.  The  Bureau  of 
Standards,  I  always  like  to  think,  should  take  the  place  of  the 
dictionary, — it  records  existing  conditions.  It  should  not  try 
to  inject  new  standards  or  new  units  any  more  than  it  is  the 
office  of  the  dictionary  to  put  new  words  into  the  vocabulary. 
But  as  you  can  readily  see,  if  there  is  no  unanimity  in  regard  to 
units,  k  is  impossible  for  the  Bureau  to  have  a  unit  which  shall 
be  in  general  agreement  with  the  unit  used  throughout  the 
country.  The  first  step,  tlien,  consists  in  determining  upon  a 
common  national  unit  of  candle-power. 

Even  if  we  have  a  common  national  unit  of  candle-power 
however,  we  still  have  taken  only  a  single  step  in  the  right 
direction.  We  ought  to  have  a  common  international  unit.  I 
sincerely  hope  that  the  day  will  soon  come  when  )ye  will  have 
but  one  unit  of  candle-power,  and  if  we  say  ten  candles  or 
twenty  candles,  we  will  mean  the  same  thing  whether  we  are 
talking  of  gas  or  electric  light,  and  whether  we  are  talking  in 
England,  France  or  the  United  States.  The  fact  of  the  differ- 
ence between  the  units  in  use  in  gas  and  electricity,  and  the 
difficulties  which  have  resulted  have  been  known  for  some  time, 
but  the  matter  has  come  to  a  head  now.  The  Illuminating  En- 
gineering Society,  which  perhaps  better  than  any  other  body  in 
this  country  represents  the  various  lighting  interests,  has  taken 
hold  of  this  question  through  its  international  Committee  on 
Xomenclature  and  Standards,  of  which  your  honored  member. 
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the  newly  elected  President  of  this  Institute,  is  the  chairman. 
The  action  which  that  committee  has  taken  in  regard  to  this 
question  is  shown  by  the  letter  which  has  been  presented  to  the 
convention  this  afternoon  by  Mr.  Klumpp.  I  certainly  hope 
that  you  will  consider  very  seriously  the  communication  from 
the  Illuminating  Engineering  Society.  The  Gas  Institute  is  the 
authoritative  body  of  this  country  in  relation  to  gas  matters, 
and  if  the  Gas  Institute  will  g^ve  proper  encouragement  to  this 
movement  it  probably  will  not  merely  be  national  but  will  be- 
come truly  international  in  scope. 

The  fortunate  thing  about  our  units  of  candle-power  is 
that  although  we  have  an  unfortunate  difference,  the  difference 
k  not  very  great,  and  could  be  done  away  with  readily  by  com- 
promise without  any  serious  results  to  either  the  gas  or  electric 
industry.  But  as  our  methods  of  photometry  are  becoming 
more  accurate  every  day  through  such  action  as  your  committee 
has  taken  in  unifying  and  standardizing  methods,  and  as  there 
is  just  as  much  possibility  that  the  units  may  drift  apart  as  that 
they  may  come  together,  a  compromise  would  in  all  probability 
be  much  more  difficult  of  accomplishment  ten  years  hence  than 
now.  How  the  two  candles  in  use  in  this  country,  both  of 
which  purport  to  be  English  Parliamentary  candles,  came  to  be 
different  is  a  matter  which  time  would  not  permit  me  to  enter 
into,  and  into  which  I  should  hesitate  to  enter  even  though  I 
had  the  time.  The  fact  is,  that  there  are  two  units,  and  the 
further  fact  is  that  they  are  not  so  very  different  at  present, — 
about  four  per  cent,  or  so.  If  the  gas  industry  is  willing  to 
come  up  about  two  per  cent,  in  their  candle,  and  the  electrical  . 
industry  is  willing  to  drop  about  two  per  cent,  in  theirs,  we 
will  meet  on  a  common  ground. 

One  other  very  fortunate  element  connected  with  this  sit- 
uation is  that  the  intermediate  value  between  the  two  units  in 
use  in  this  country  is  very  close  to  the  average  value  of  the  unit 
candles  used  in  England,  France,  and  the  United  States. 
Hence,  as  was  stated  in  the  formal  request  from  the  Illumin- 
ating Engineering  Society,  any  compromise  in  the  interest  of 
national  unity  would,  at  the  same  time,  be  a  compromise  in  the 
interest  of  international  unity,  and  the  time,  probably,  would 
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soon  come,  if  the  movement  had  the  unquaHfied  support  of  such 
bodies  as  this,  and  of  the  American  Institute  of  Electrical  En- 
gineers, that  we  should  have  not  only  a  common  unit  in  the 
United  States,  but  a  common  unit  throughout  the  greater  part, 
at  least,  of  the  civilized  world. 

There  is  one  other  matter  which  Mr.  Gartley  asked  me  to 
speak  to  you  about  before  I  close,  and  which  is  entirely  diflEer- 
ent  from  that  on  which  I  have  just  been  speaking.  I  refer  to 
visiting  the  Bureau  of  Standards.  If  there  are  any  here  who 
while  they  are  in  Washington  have  the  opportunity,  I  should 
like  them  to  visit  the  Bureau  of  Standards,  and  see  the  work 
that  we  are  doing,  and  the  equipment  that  we  have.  I  would 
like  to  extend  to  you,  on  behalf  of  the  Bureau,  a  very  hearty 
invitation  to  come  out.  We  would  be  very  glad  to  have  you 
come  together  at  some  one  time,  or  to  come  separately,  if  that 
is  more  convenient.  You  will  find  some  one  out  there  who  will 
show  you  the  photometric  apparatus,  together  with  any  other 
work  which  you  may  be  interested  in.  It  will  help  you  to  see 
how  we  can  help  you  and  it  will  help  us  to  learn  from  you  how 
best  we  can  help  you.  I  hope  that  as  many  of  you  as  possible 
will  avail  yourselves  of  this  invitation  and  come  out  and  see 
what  we  are  doing. 

Mr.  H.  L.  Doherty:  Mr.  President,  there  is  one  point 
that  I  would  like  to  call  the  attention  of  the  convention  to  as 
it  may  shed  some  light  on  the  value  of  this  subject  from  the  g^s 
man's  standpoint.  I  do  not  want  to  discount  the  advantage  of 
knowing  all  about  candle- power,  and  how  to  properly  measure 
it,  but  I  often  think  that  the  gas  man  overestimates  the  import- 
ance of  candle-power.  About  two  years  ago  when  it  was  pro- 
posed to  fix  the  candle-power  for  a  certain  western  city  the 
engineers  and  the  men  interested  were  asked  to  say  how  much 
of  the  gas  was  burned  in  open  tips.  They  made  various 
guesses,  and  then  they  were  asked  to  sit  down  and  figure  it 
out  accurately.  It  was  estimated  by  some  that  twelve^per  cent, 
of  the  gas  was  burned  in  open  tips,  and  others  estimated  it  as 
low  as  four.  It  was  then  decided  to  take  from  similar  cities 
where  different  rates  prevailed  for  fuel  and  light,  as  that  would 
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g^ve  a  better  indication  of  how  much  was  used  for  illuminating, 
and  then  estimating  how  much  of  that  gas  was  used  in  open 
tips.  The  determination  was  not  far  from  six  per  cent.  In 
other  words,  that  only  six  per  cent,  of  the  gas  was  interested 
directly  in  candle-power,  and  that  ninety-four  per  cent,  de- 
pended on  the  quantity  of  heat  and  flame  temperature,  a  ratio 
that  I  know  would  not  apply  throughout  cities  where  they  have 
a  high  candle-power.  In  a  great  many  cities  of  the  country 
where  they  have  fuel  gas  development,  not  over  from  six  to  ten 
per  cent,  of  the  gas  depends  for  its  value  on  its  candle-power 
value. 

The  President:  Are  there  any  further  remarks  on  this 
paper  ?    Mr.  Gartley,  do  you  care  to  say  anything  further  ? 

Mr.  William  H.  Gartley:  Mr.  President,  it  has  been 
suggested  that  we  supplement  the  paper  with  directions  for 
making  photometric  readings.  In  Appendix  C  we  do  give  a 
method  for  standardizing  and  another  method  for  taking  the 
readings.  Of  course,  we  do  not  go  so  far  as  to  touch  upon 
each  variety  of  standard,  but  we  give  an  illustration  of  how  it 
should  be  done. 

Mr.  Morehead  has  made  some  keen  observations,  and  he 
referred  to  this  as  "Mr.  Gartley's  paper."  I  want  to  tell  him 
it  is  more  dignified  than  that,  that  it  is  the  report  of  the  com- 
mittee and  not  my  paper. 

Mr.  Morris  has  also  referred  to  the  source  of  error  that 
comes  in  through  the  difference  in  the  eyes  in  the  power  of 
observation  or  definition.  The  committee  has  covered  that 
point  on  page  462,  in  which  they  refer  to  the  substitution 
method,  and  that  is  worthy,  I  think,  of  a  little  consideration. 

"The  committee  is  of  the  opinion  that  while  advocating  the 
continued  use  of  the  bar  photometer,  yet  every  means  contrib- 
uting to  its  greater  accuracy  should  be  encouraged.  To  this 
end  we  recommend  the  'substitution'  method  in  testing  g^s.  If 
is  known  that  in  most  cases  if  two  lamps,  A  and  B,  prove  equal 
when  A  is  at  the  left  of  the  bar  and  B  is  at  the  right,  yet  they 
may  differ  slightly  when  B  is  at  the  left  and  A  is  at  the.  right. 
This  may  be  due  to  personal  equation,  to  air  drafts,  unequal 
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an  attack,  but  have  stated  some  of  the  facts  regarding  the 
candle,  Mr.  Morehead  has  not  stated  that  any  of  those  facts  or 
those  statements  are  incorrect.  He  regrets  that  they  are  made. 
We  recognize,  and  it  is  so  stated  in  the  report,  that  the  candle 
does  most  of  the  work  of  standardizing  in  photometry,  espe- 
cially in  this  country.  In  a  great  many  instances  franchises, 
ordinances  of  councils,  and  state  laws  require  that  the  stand- 
ard candle  shall  be  the  standard  by  which  or  against  which  the 
value  of  the  gas  is  judged  in  determining  its  illuminating  value, 
and  we  have  tried  to  show  that  the  matter  is  not  without  a 
definite  solution ;  that  we  can  still  get  along  and  make  progress 
in  photometry  if  we  will  once  take  the  stand  that  the  candle, 
an  individual  candle,  is  not  a  reliable  standard.  Now  the  in- 
spectors of  gas  from  municipalities  and  the  states  may  argue 
and  say  that  that  is  what  it  says,  and  you  must  compare  it  with 
that,  but  neither  the  gas  company  nor  the  inspector  gets  the 
whole  truth  on  the  subject.  Until  very  recently  the  matter  was 
really  in  bad  shape,  but  we  now  have  presented  to  us  a  means 
of  determining  the  imit  of  light.  We  have  a  means  of  pre- 
serving also  what  is  meant  by  one  candle-power.  Admitting 
that  one  candle-power  is  the  average  of  a  very  large  number  of 
candles,  we  can  determine  what  that  unit  is,  we  can  decide  on 
it,  and  we  can  preserve  it.  The  electric  glow  lamp  operated 
imder  proper  conditions  will  run  for  three  or  four  hundred 
hours,  I  think,  without  change  of  more  than  one-half  of  one 
per  cent.  It  can  be  turned  out  and  re-lighted,  if  you  call  that 
re-lighting,  without  any  impairment,  provided  you  do  not  let 
the  voltage  go  above  a  maximum  limit.  Consequently,  we  can 
determine  the  unit  and  put  it  in  the  hands  of  the  Bureau  of 
Standards,  which  is  a  national  affair  and  unprejudiced  from 
one  side  or  the  other.  These  electric  incandescent  lamps  hav- 
ing a  value  in  terms  of  the  unit,  can  be  sent  out  to  the  dif- 
ferent laboratories  of  the  country,  they  can  be  sent  out  to  the 
gas  companies  wherever  they  have  electric  power  and  a  storage 
battery.  You  can  then  take  your  standard  flame  lamp  and  you 
can  compare  that  standard  lamp  against  this  electric  lamp,  this 
custodian  of  the  unit  singly  or  in  multiple  under  normal  atmos- 
pheric conditions.     If  the  committees  of  the  various  societies. 
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hundred  that  has  the  equipment  to  attempt  to  make  such  com- 
parisons with  definite  results. 

Mr.  Rollin  Norris  :  Mr.  President,  there  is  one  point  in 
this  connection  upon  which  I  would  like  to  say  a  word.  It  is 
sometimes  assumed  that,  because  a  franchise  or  ordinance  spe- 
cifies that  the  gas  sent  out  under  that  franchise  or  ordinance 
must  be  of  a  quality  that  will  give  a  light  equal  to  so  many 
standard  sperm  candles,  the  test  must  be  made  against  actual 
candles.  I  think  this  position  is  in  error,  and  that  the  test  can 
be  made  against  any  reliable  secondary  standard  whose  value 
may  be  expressed  in  terms  of  the  ordinary  candle.  I  think  it  is 
important  to  bear  this  in  mind  because  it  is  a  mistake  often 
made. 

Mr.  a.  S.  Miller  :  I  think,  Mr.  President,  that  this  mat- 
ter is  one  of  very  great  importance.  The  good  work  ought  to  go 
on,  and  I  move  that  this  committee  be  discharged  with  the 
thanks  of  the  Association,  and  that  the  work  be  referred  to  the 
Technical  Committee,  with  the  request  that  it  be  continued. 

Mr.  George  H.  Waring  :     Second  the  motion. 

The  President:  Mr.  Forstall  made  a  somewhat  similar 
motion  which,  I  think,  is  pending. 

Mr.  Forstall:  I  will  withdraw  mine,  Mr.  President,  with 
the  permission  of  my  second,  if  it  was  seconded. 

The  President:  Very  well,  gentlemen,  you  have  heard 
Mr.  Miller's  motion.  Any  remarks  ?  All  in  favor  of  -this  say 
"Aye."     Contrary  minds  "No."     Carried. 

The  next  business  in  order  is  the  report  of  the  Public  Policy 
Committee.     Is  Mr.  Gardiner  ready  to  report? 
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then  organized  by  appointments  by  its  Chairman  into  the  fol- 
lowing sub-committees: 

Public  Regulations  and  Control,  Mr.  F.  W.  Little,  Chair- 
man, and  Mr.  A.  P.  Lathrop; 

London  Slidmg  Scale  as  applied  to  Gas,  Mr.  John  William- 
son, Chairman,  and  Mr.  W.  H.  Gardiner ; 

Taxation  and  Franchises,  Mr.  Paul  Thompson,  Chairman, 
and  Mr.  F.  W.  Little; 

Industrial  Insurance,  Rewards  and  Pensions,  Mr.  A.  P. 
Lathrop,  Chairman,  and  Mr.  Irvin  Butterworth ; 

Publicity  and  Popular  Education,  Mr.  Irvin  Butterworth, 
Chairman^  and  Mr.  Paul  Thompson. 

Appended, to  this  report  are  the  reports  of  thes6  sub-com- 
mittees, excepting  only  that  of  the  sub-committee  on  Taxation 
&  Franchises  which  did  not  make  a  report.  We  trust  that  each 
one  of  these  reports  will  receive  the  careful  consideration  of 
our  members,  as  each  deals  with  a  problem,  the  best  solution 
of  which  would  materially  contribute  to  the  improvement  of 
our  public  relations ;  but  at  this  time  we  have  no  recommenda- 
tions to  make  beyond  the  submission  of  these  reports  to  your 
attention,  and  the  statement  that  in  the  field  of  work  imder- 
taken  this  year  by  your  committee  we  find  g^eat  scope  and  op- 
portunity for  study,  improvement  and  co-operation.  We  there- 
fore trust  that  the  Institute  will  continue  a  committee  in  this 
work. 

Respectfully  submitted, 

E.  G.  CowDERY,  Chairman, 
W.  H.  Gardiner,  Secretary, 
Irvin  Butterworth, 

A.  P.  Lathrop, 

F.  W.  Little 

:  Paul  Thompson, 

John  Williamson. 

Committee. 
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REPORT  OF  THE  SUB-COMMITTEE  ON  PUBLIC 
REGULATION  AND  CONTROL  TO  THE  PUBLIC 
POLICY  COMMITTEE  OF  THE  AMERICAN  GAS 
INSTITUTE. 

The  report  of  the  Secretary  of  the  Public  Policy  Commit- 
tee shows  that  many  measures  have  been  before  the  legislatures 
of  the  various  States  during  the  past  winter,  having  for  tiicir 
object  some  form  of  supervision  and  regulation  of  Public 
Service  Corporations.  Important  legislation  aflFecting  public 
utilities  has  been  adopted  in  New  York,  Wisconsin  and  Mis- 
souri, and  similar  action  may  be  expected  in  other  States. 

The  traditional  policy  of  the  Federal  Government  and  of 
most  of  the  States  of  the  United  States  has  from  the  beginning 
been  to  rely  upon  individual  initiative  and  open  competition, 
either  active  or  potential,  to  bring  about  fair  prices  for  products 
not  only  of  general  merchandise,  but  for  those  particular 
services  rendered  by  public  utilities.  These  competitive  con- 
ditions even  when  but  potential  necessarily  require  secrecy  in 
accounting  since  a  producer  could  not  justly  be  required  to 
expose  the  details  of  his  accounts  and  practically  his  entire 
business  to  a  competitor. 

During  the  eighty  and  odd  years  which  have  elapsed  since 
gas  was  first  introduced  into  America,  this  system  has  worked 
with  a  fair  degree  of  satisfaction  to  both  consumer  and  in- 
vestor. The  rule  has  been  substantially  uniform,  that  each 
decade  has  required  every  gas  company  to  double  its  invest- 
ment to  adequately  respond  to  the  demands  of  its  increasing 
number  of  consumers  scattered  over  an  ever  increasing  area. 
Throughout  the  greater  part  of  the  country,  local  supplies  of 
capital  have  been  insufficient  to  meet  local  demands  for 
improvements  and  extensions,  and  these  demands  have  only 
been  met  by  the  inflow  of  capital  from  other  sections  where 
local  demands  were  less  and  supplies  greater. 

Considering  the  area  per  imit  of  population  embraced  with- 
in the  corporate  limits  of  most  American  municipalities,  the 
rapid  antiquation  of  manufacturing  and  distributing  plants, 
due  to  increasing  growth  and  the  shifting  of  residential  and 
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business  centers,  the  insufficiency  of  local  supplies  of  funds 
and  the  frequent  swing  to  and  fro  of  the  pendulum  of  general 
prosperity,  the  system  which  has  prevailed  may  fairly  be  said 
to  have  worked  well  as  applied  to  the  gas  business  as  a  whole. 
Public  obligations  to  furnish  sufficient  supplies  of  gas  at  fair 
prices  have  been  generally  well  met  while  investors  have  had 
a  fair  return  for  the  use  of  their  money. 

Now,  however,  in  response  to  the  demand  for  governmental 
supervision  or  regulation  of  all  public  utilities,  and  as  an 
ahcmative  to  municipal  ownership  and  operation  it  is  pro- 
posed to  substitute  for  the  old  conditions  a  system  of  State 
supervision  and  regulation  of  gas  companies  through  the 
medium  of  commissions.  Your  Sub-Committee  believes  that 
this  movement  is  not  inherently  antagonistic  to  the  best  inter- 
ests of  the  public  and  of  the  owners  of  gas  properties  and  re- 
commends that  it  be  met  in  a  fair  and  friendly  spirit  in  an 
effort  to  direct  it  into  just,  equitable  and  conservative  chan- 
nels, to  the  end  that  initiative,  progress  and  fair  dealing  be 
stimulated,  and  antagonism  and  unfairness  be  eliminated. 

The  public  may  rightfully  demand  ample  supplies  of  gas 
at  the  lowest  possible  prices  consistent  with  a  fair  return  upon 
the  value  of  the  property  devoted  to  its  use  and  there  seems 
no  natural  reason  why  the  interests  of  the  public  and  the  in- 
terests of  the  owners  of  gas  properties  should  not  run  together. 
When  the  State  takes  over  the  supervision  and  control  of 
private  property  devoted  to  a  public  use,  it  is  in  duty  bound 
to  afford  a  full  measure  of  protection  to  that  property  as  well 
as  like  protection  to  further  capital  which  may  be  invested  in 
response  to. the  public  demand. 

If  supervisory  and  regulating  commissions  are  to  be  con- 
stituted, the  members  should  receive  their  appointments  di- 
rectly from  the  State,  their  term  of  office  should  be  lengthy,  and 
their  compensation  adequate,  to  the  end  that  efficient  and  trust- 
worthy men  may  afford  to  hold  these  positions ;  and  their  terms 
should  expire  at  different  times  so  that  at  all  times  a  majority 
of  the  members  may  have  the  benefit  of  the  past  experience 
of  the  commission  and  the  Commission  itself  maintain  a  con- 
sistent policy.     Members  of  the  Commission  should  be  re- 
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movable  only  for  cause  and  such  other  safeguards  should  be 
thrown  around  their  tenure  of  office  as  to  make  the  position 
non-political  on  the  one  haiid,  and  free  from  improper  in- 
fluences on  the  other. 

Every  law  creating  supervisory  commission  should  con- 
tain within  itself  clearly  stated  rules  by  which  the  acts  of  the 
commission  should  be  guided.  The  powers  and  responsibili- 
ties of  the  commission  should  be  as  clearly  defined  as  the 
pow^ers  and  responsibilities  of  the  corporations  whose  acts  it 
is  proposed  to  regulate  and  the  operation  of  the  law  should 
be  as  nearly  automatic  as  is  possible. 

The  conclusions  of  your  Sub-Committee  are : 
A.  That  the  change  from  the  policy  of  open  competition  as 
a  regulating  force,  and  secret  accounting  to  State  Supervision 
and  regulation  with  public  accounting  is  not  inimical  to  the 
interests  of  the  owners  of  gas  properties  provided  that  it  is 
accompanied  by  protection  to  the  values  of  the  properties 
supplying  the  public  need.  Such  protection  is  as  necessary  to 
the  public  interest  as  to  the  corporations,  since  without  it  capital 
cannot  be  secured  to  make  necessary  extensions  and  improve- 
ments. 

B.  Commissions  should  be  appointed  in  such  a  manner  and 
be  assured  of  such  a  tenure  of  office  as  will  make  them  free 
from  political  dictation  and  from  the  pressure  of  a  local  senti- 
ment which  might  prevent  them  from  dealing  justly  with  the 
public  and  private  interests  before  them. 

C.  Commissions  should  regulate  the  granting  of  all  fran- 
chises, should  adopt  and  have  power  to  enforce  a  uniform  sys- 
tem of  accounting,  auditing  and  reporting  and  should  protect 
the  interests  of  the  users  of  gas  and  the  companies  supplying 
the  same.  While  securing  these  results  to  the  public  the  aim  of 
the  Commission  should  be  to  encourage  in  every  legitimate 
way  individual  enterprise  and  initiative. 

Respectfully  submitted, 
F.  W.  Little,  Chairman, 
A.  P.  Lathrop. 

Suh-Committee, 
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REPORT  OF  THE  SUB-COMMITTEE  ON  THE  LON- 
DON SLIDING  SCALE,  AS  APPLIED  TO  GAS,  TO 
THE  PUBLIC  POLICY  COMMITTEE  OF  THE 
AMERICAN    GAS    INSTITUTE. 

Some  of  the  present  antagonism  of  the  public  toward  public 
service  corporations,  originates  in  claims  of  improper  or  in- 
adequate service,  but  in  the  great  majority  of  cases  this  public 
antagonism  is  founded  on  a  popular  belief  that  charges  for 
service  are  too  high.  On  the  other  hand,  owners  and  managers 
of  public  service  enterprises  assert  that  charges  axe  now  so 
low  and  there  is  such  public  unrest  that  adequate  dividends 
cannot  be  paid,  and  the  moneys  necessary  for  improvements 
and  extensions  cannot  be  obtained  for  this  reason,  and  because 
of  the  supposed  present  insecurity  of  public  service  enter- 
prises. 

The  public  wants  excellent  and  adequate  service  at  the 
minimum  price  possible,  while  the  public  service  companies 
want  the  maximum  net  earnings  and  perfect  security  to  their 
enterprises.  In  many  instances  at  present  neither  the  public 
nor  the  companies  believe  that  they  are  being  properly  served 
or  treated  in  any  of  these  respects,  each  by  the  other. 

The  London  Sliding  Scale  would  se^m  to  give  promise  of 
eliminating  these  several  opposing  interests  and  their  resultant 
antagonism,  and  this  by  linking  the  self-interests  of  each 
party  to  those  of  the  other  so  that  their  ends  are  mutually  and 
simultaneously  satisfied.  Higher  dividends  are  promised  and 
assured  as  an  incentive  to  lower  prices  atid  the  lowest  possible 
prices  are  assured  since  maximum  dividends  can  result  only 
from  the  minimum  possible  price.  The  relation  of  price  to  divi- 
dend and  vice  versa  is  by  the  Sliding  Scale  established  in  a  con- 
stant inverse  ratio,  one  to  the  other,  which  yields  not  only  ever 
decreasing  prices  and  hence  ever  increasing  allowable  divi- 
dends, but  also  it  assures  both  in  a  constant  ratio  which  endows 
the  situation  with  an  equity  and  security  otherwise  unobtain- 
able. 

Other  methods  of  public  control  of  gas  companies  and  of 
regulation  of  their  prices  and  service,  seek  to  accomplish  their 
ends  generally  by  restrictive  or  prescriptive  ordinances,  rulings 
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and  legislation,  or  by  arbitrary  bargains  which  usually  are  or 
become  more  or  less  inequitable  to  one  or  all  parties  thereto. 
These  bargains  may  be  dismissed  without  further  consideration 
merely  because  they  are  not  of  a,  permanent  nature  nor  in  the 
aggregate  are  they  based  on  homogeneous  and  established 
principles.  Restrictive  and  prescriptive  legislation,  etc.,  seeks 
to  obtain  its  ends — especially  in  regelating  prices — by  com- 
manding companies  to  conform  to  conditions  which  will  allow 
of  their  making  and  paying  but  the  minimum  legal  return  un- 
der the  United  States  Constitution.  Obviously  a  series  of  such 
actions  will  eliminate  any  direct  incentive  to  make  improve- 
ments in  service  and  reductions  in  price.  For  as  no  increase 
in  direct  profit  is  tolerated  why  seek  to  improve  when  im- 
provement is  profitless? 

The  London  Sliding  Scale  on  the  contrary  offers  a  direct 
and  proportional  incentive  to  improvement.  It  is  based  on 
the  theorem  that  self-interest  is  the  greatest  stimulus 
of  material  progress  and  efficiency.  Instead  of  seeking  im- 
provements for  the  public  by  constantly  wielding  the.puWic 
"Big  Stick"  it  obtains  them  by  allowing  public  service  compa- 
nies to  pay  ever  increasing  profits  but  only  in  direct  propor- 
tion to  the  improvements  in  service  and  its  price  that  the 
Company  gives  to  the  public. 

Although  established  and  in  successful  operation  for  many 
years  in  England,  the  Sliding  Scale  is  of  recent  importation  to 
this  country.  But  happily  now  we  can  get  data  of  its  work- 
ings in  this  country  from  the  case  of  the  Boston  Consolidated 
Gas  Co.  which  has  been  operating  under  this  system  for  some 
time. 

We  may  perhaps  best  summarize  the  results  in  the  Boston 
Gas  situation  by  quoting  in  part  a  public  statement  issued  on 
June  24th,  1907,  by  Louis  D.  Brandeis,  Esq.  In  explanation  it 
should  be  noted  that  Mr.  Brandeis  is  considered  the  dominant 
personality  in  the  Public  Franchise  League  of  Massachusetts, 
which  has  been  and  is  very  active  in  legislative  matters  when 
it  conceives  that  it  can  foster  or  protect  the  interest  of  the 
public.    He  said  in  part : 

"The  reduction  in  the  price  of  gas  jUst  announced  by  the 
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"Boston  Consolidated  Gas  Company,  from  eighty-five  cents  to 
eighty  cents  per  thousand  feet,  is  an  event  of  more  than  local 
or  passing  significance.  The  reduction  follows  quickly  after 
three  other  reductions  in  the  price  of  gas  made  by  the  com- 
pany within  a  period  of  two  years,  the  first  on  July  1,  1905, 
from  $1  to  ninety-five  cents;  the  second  on  Jan.  1,  1906,  to 
ninety  cents;  the  third  on  July  1,  1906,  to  eighty-five  cents. 

"To  have  made  a  reduction  in  price  of  twenty  per  cent 
during  so  short  a  period,  in  which  prices  for  labor  and  materi- 
als have  risen  so  largely,  is  certainly  a  remarkable  achieve- 
ment. It  will  mean  a  saving  to  the  people  of  Boston  next 
year  of  $800,000  over  what  gas  would  have  cost  them  at  the 
old  price  of  $1  if  the  estimated  consumption  of  four  billion  feet 
is  reached. 

"Fortunately  the  results  to  the  stockholders  of  the  company 
have  also  been  eminently  satisfactory,  and  they  may  hope  soon 
to  reap  their  just  share  under  the  law  of  this  remarkable 
achievement.  The  common  stock  of  the  Massachusetts  Gas 
Company  (which  owns  the  Boston  Consolidated  Gas  Com- 
pany) has  been  put  meanwhile  upon  a  regular  dividend  basis, 
and  already  pays  three  per  cent,  per  annum.  Since  April,  1905, 
the  market  price  of  the  common  stock  has  risen  from  44^  to 
57j4.  To  appreciate  how  g^eat  this  rise  actually  is  we  must 
bear  in  mind  the  heavy  depreciation  in  stocks  generally  now  as 
compared  with  1905.  For  instance,  the  stock  of  its  competitor, 
the  Edison  Electric  Illuminating  Company  of  Boston,  which 
sold  in  April,  1905,  at  255,  now  sells  at  206.  American  Tele- 
phone &  Telegraph  Company,  which  sold  in  April,  1905,  at 
142,  now  sells  at  104 J^.  New  York,  New  Haven  &  Hartford 
stock  which  sold  in  April,  1905,  at  202  sells  now  at  160. 

"The  high  price  of  Massachusetts  Gas  preferred  is  quite  as 
significant  as  the  rise  in  common.  This  preferred  stock,  limited 
to  a  f6ur  per  cent,  dividend  sells  to-day  at  only  1 J/2  points  lower 
than  in  April,  1905,  although  the  old  standard  guaranteed 
stocks,  like  Boston  &  Albany  and  Boston  &  Lowell,  have 
dropped  in  price  forty-five  to  forty-eight  points  as  compared 
with  April,  1905.  This  shows  the  standing  which  the  Massa- 
chusetts Gas  has  attained  as  a  trust  investment." 

He  goes  on  to  say  the  following,  which  we  quote  merely  as 
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he,  a  public  character,  considers  it  a  fair  statement  of  pre-emi- 
nent importance. 

"These  great  economic  gains  are  not,  however,  the  only, 
or  indeed  greatest  gains  to  the  community,  which  the  last 
two  years  has  to  record  in  the  Boston  Gas  Management. 

"[Boston]  Gas  properties  which  for  the  greater  part  of 
twenty  years  have  been  the  subject  of  financial  and  political 
scandal  and  corruption,  exciting  the  bitterest  hostility  on  the 
part  of  the  people,  have  been  conducted  in  a  manner  so  honor- 
able as  to  deserve  and  to  secure  the  highest  commendation  on 
all  hands.  The  officers  and  employees  of  the  company,  instead 
of  engaging  in  lobbying  and  other  political  activities,  have  de- 
voted themselves  strictly  to  the  business  of  making  and  distrib- 
uting gas,  and  with  such  ability. and  good  effect  as  to  attain 
in  an  almost  incredibly  short  time  for  the  people,  cheap  gas ; 
and  for  the  investors,  security  and  the  prospect  of  large  re- 
turns. 

"These  remarkable  gains  are  the  direct  result  of  the  wise, 
progressive  and  efficient  management  of  President  Richards 
and  his  associates,  operating  under  the  wise  and  progressive 
legislation  promoted  by  the  Public  Franchise  League." 

As  to  the  specific  methods  whereby  the  results  first  stated  by 
Mr.  Brandeis  are  obtained,  we  might  summarize  the  Boston 
Gas  Sliding  Scale  by  saying  that  a  special  act  of  legislature 
established  the  standard  dividend  of  the  company  as  7  per  cent, 
of  the  par  value  of  its  capital  stock  and  the  initial  price  as 
ninety  cents  per  thousand  cubic  feet,  further  providing  that 
reductions  of  1  cent  per  thousand  each  entitled  the  company 
to  subsequently  increase  its  rate  of  dividend  by  one-fifth  of  one 
per  cent.  In  other  words  dropping  the  price  from  90  cents  to 
80  cents  allows  of  the  dividends  being  raised  from  7  per  cent 
to  9  per  cent,  and  so  on  proportionately  for  subsequent  and 
further  reductions. 

It  will  be  noted  that  in  the  Boston  Gas  Sliding  Scale  above 
outlined,  a  definite  increase  in  the  rate  of  dividend  on  the  capital 
is  the  incentive  offered  for  and  made  proportional  to  stated 
reductions  of  the  maximum  of  gas.  This  is  a  direct  copy  of 
the  plan  used  for  many  years  in  London  and  would  seem  to  be 
open  to  several  objections.    First,  it  bases  the  relation  of  divi- 
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dends  to  reductions  in  price  on  what  cannot  fail  to  eventually 
be  an  arbitrary  and  more  or  less  inequitable  ratio.  Speaking 
of  this  ratio  in  London  the  Majority  report  of  the  Massachu- 
setts Special  State  Committee  on  the  Sliding  Scale,  which  visit- 
ed England  to  study  this  question,  says  on  Page  27  : 

"The  reasons  for  the  ratio  Id.  and  one  quarter  of  one  per 
cent  have  left  no  trace  in  history,  and  such  inquiry  as  we  have 
been  able  to  make  among  those  prominently  identified  with  the 
question  at  the  time,  fails  to  disclose  the  reason  for  settling 
upon  these  precise  figures." 

In  the  Boston  case  the  ratio  at  the  outset  was  not  entirely 
arbitrary,  as  the  annual  sales  were  about  three  billion  cubic 
feet  and  the  capital  stock  had  a  total  per  value  of  about  fifteen 
million  dollars.  Therefore  as  a  reduction  of  five  cents  saved 
the  public  $150,000  and  as  it  entitled  the  company  to  pay  1 
per  cent  ($150,000)  additional  dividends,  the  principle  of 
equal  division  or  share  and  share  alike  between  the  public  and 
the  company  was  established  at  the  outset.  But,  unfortunately, 
it  was  thus  permanently  established  for  the  reason  that  obvi- 
ously the  ratio  of  fifteen  million  dollars  of  capital  to  three  bil- 
lion cubic  feet  of  sales  will  not,  and  in  fact  has  not,  been  main- 
tained. 

On  the  one  hand  it  might  have  been  and  may  ever  become 
necessary  to  increase  the  capital  stock.  This  under  the  law  en- 
titles the  company  to  a  larger  amount  of  premium  dividends 
for  every  cent  of  reduction  in  price  regardless  of  the  volume 
of  sales  and  of  the  amount  of  saving  to  the  public. 

On  the  other  hand,  an  increase  in  consumption  in  excess  of 
its  initial  relation  to  the  capital  stock  does  not  yield  to  the  com- 
pany its  proportion  to  the  amount  of  saving  the  company  ef- 
fects for  the  public. 

It  would  seem  to  be  superfluous  to  discuss  the  details  of  this 
and  other  shortcomings  of  the  Boston  Gas  Sliding  Scale,  as 
this  has  been  done  in  a  paper  entitled  "The  London  Sliding 
Scale  as  a  Method  for  the  Government  Regulation  of  Public 
Service  Corporations,"  presented  before  the  National  Electric 
Light  Association  in  June,  1906,  and  obtainable  from  that  As- 
sociation. Appended  to  this  paper  is  an  exhaustive  report  on 
the  Sliding  Scale  in  England  and  a  large  English  bibliography 
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on  the  subject.  Suffice  it  to  say  here,  that  the  proposition  dis- 
cussed in  this  paper  is  in  effect  that  a  permanently  equitable 
Sliding  Scale  should  not  be  based  on  an  arbitrary  ratio  of  the 
rate  of  dividend  on  an  arbitrary  and  changing  capitalization,  to 
merely  the  maximum  price  per  thousand  feet  The  new  plan 
therein  suggested  is,  that  after  establishing  standard  conditions, 
a  fair  price  which  shall  yield  a  fair  return  upon  the  fair  value 
of  the  company  as  a  going  concern,  the  increment  dividends 
allowed  as  rewards  and  incentives  to  price  reduction  shill  be 
merely  equal  in  amount  to  the  savings  effected  for  the  public 
by  reducing  the  price.  This  ratio  or  relation  is  obtained  by 
making  them  equal  in  amount  to  the  reductions  in  the  average 
price,  (below  the  initial  average  price)  multiplied  by  the  con- 
temporaneous volume  of  sales. 

While  this  new  system  may  or  may  not  effect  the  results 
claimed  by  introducing  the  volume  of  service  into  the  equation, 
it  is  notable  in  its  substitution  of  the  average  price  for  Ac 
maximum  price.  In  the  present  unsettled  condition  of  the  rate 
question,  the  maximum  may  evidently  become  of  but  very 
minor  import,  while  the  average  price  of  sales  to  the  public  is 
ever  the  closest  index  to  any  public  situation  as  a  whole. 

In  conclusion  your  Committee  would  quote  the  following 
paragraphs  from  the  Report  of  a  similar  sub-committee  of  the 
Public  Policy  Committee  of  the  National  Electric  Light  Asso- 
ciation for  1907.  Their  report  is  pertinent  and  the  following 
quotations  we  consider  as  applicable  to  gas  as  to  electricity. 
They  say: 

"Your  committee  is  not  prepared  to  recommend  definitely 
any  particular  scheme  or  method  for  the  application  of  Ae 
theory  of  the  Sliding  Scale  as  applied  to  the  supply  of  electri- 
city. It  feels  that  such  a  recommendation  should  be  |>ostponcd 
until  after  the  matter  has  had  full  consideration  and  discussion. 
Your  committee  is,  however,  prepared  to  urge  the  very  serious 
consideration  of  the  application  of  this  attractive  theory  to  Ae 
business  of  the  various  companies  in  interest  as  soon  as  a  safe 
and  satisfactory  working  basis  for  it  can  be  established.  Its 
advantages  to  the  companies,  to  their  customers  and  to  the 
public  are  altogether  too  great  to  be  lost  if  it  is  practicable  to 
secure  them." 
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**Your  committee  submit*  the  foregoing  suggestions  in  the 
hope  that  the  subject  may  be  further  pursued,  not  only  by  a 
committee  of  this  association,  but  by  the  individual  companies 
in  interest,  so  that  at  the  next  convention  of  the  association 
decided  progress  may  be  reported  and  more  definite  conclu- 
sions formulated." 

Respectfully  submitted, 

John  Williamson,  Chairman, 
W.  H.  Gardiner. 

Sub-Committee. 


REPORTOF  THE  SUBCOMMITTEE  ON  INDUSTRIAL 
INSURANCE,  REWARDS  AND  PENSIONS  TO  THE 
PUBLIC  POLICY  COMMITTEE  OF  THE  AMERICAN 
GAS  INSTITUTE. 

The  committee  on  Industrial  Insurance,  Rewards  and  Pen- 
sions is  pleased  to  submit  the  following  report  of  the  various 
methods  in  operation,  both  in  this  country  and  abroad,  in  con- 
nection with  the  above  mentioned  subject. 

Our  report  is  to  a  great  extent  a  copy  of  a  recent  report 
made  by  a  similar  committee  of  the  National  Electric  Light 
Association,  and  we  wish  to  express  our  thanks  to  the  officers 
of  that  association  for  the  privilege  they  have  granted  us  of 
using  it     (For  this  report  see  page  56J.) 

In  addition  to  the  report  of  the  Electric  Association  we  sub- 
mit complete  copies  of  plans  followed  out  by  the  Milwaukee 
Gas  Light  Company  and  the  New  Haven  Gas  Light  Company 
referred  to  therein,  and  in  addition  present  methods  adopted 
by  the  Grand  Rapids  Gas  Light  Company,  the  Columbus  Rail- 
way and  Light  Company  and  the  United  States  Steel  Corpora- 
tion. There  are  many  excellent  plans  followed  out  by  the  dif- 
ferent organizations,  and  we  hope  that  from  some  of  them 
the  Institute  will  be  able  to  evolve  a  plan  which  it  can  re- 
commend for  general  adoption. 

Alanson  P.  Lathrop^  Chairtnan, 
Irvin  Butterworth. 

Sub-Committee. 
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REPORT  OF  THE  SUB-COMMITTEE  ON  PUBLICITY 
AND  POPULAR  EDUCATION  TO  THE  PUB- 
LIC POLICY    COMMITTEE    OF   THE 
AMERICAN  GAS  INSTITUTE. 

Your  committee  on  the  subject  of  "Publicity  and  Popular 
Education"  have  given  it  much  consideration  and  have  sought 
the  views  thereon  of  a  number  of  leading  gas  managers. 

There  are  three  directions  in  which  it  is  to  the  interest  of 
gas  companies  that  their  respective  communities  be  specially 
educated : 

(1)  In  the  knowledge  of  the  existence,  use  and  economy 
of  the  numerous  gas  appliances  for  lighting,  heating  and  in- 
dustrial purposes. 

(2)  In  a  broader,  fairer  and  more  friendly  feeling  toward 
gas  companies ;  and 

(3)  In  the  doctrine  that  proper  public  regulation  and  con- 
trol of  gas  companies  is  better  than  municipal  ownership. 

In  promoting  the  first  of  the  above-mentioned  objects,  each 
manager  can  readily  choose  and  apply  any  one  or  more  of  the 
numerous  well-known  publicity  and  educational  methods  now 
in  vog^e,  such  as  newspaper  advertising,  pamphlets,  circulars, 
follow-up  letters,  lectures,  solicitors,  new  business  depart- 
ments, etc. 

In  bettering  the  present  feeling  toward  gas  companies, 
which,  however,  is  not  so  hostile  as  many  of  us'  probably 
imagine,  a  most  effective  course  is  for  each  individual  manager 
to  keep  his  own  "door-yard"  scrupulously  clean,  by  means  of 
reasonable  rates  and  good  service,  and  then  see  that  his  local 
newspapers  receive  authentic  information  for  giving  publicity 
to  such  gas  matters  as  may  be  of  legitimate  interest  to  their 
readers. 

While  now  there  seems  to  be  but  little  tendency  toward 
the  municipal  ownership  of  gas  works  in  this  country,  the 
popular  inculcation,  by  the  gas  companies  themselves,  of  the 
doctrine  that  public  control  is  better  than  public  ownership 
is  rather  more  difiicult,  for  the  reason  that,  being  an  interested 
party,  their  arguments  are  usually  discounted.     Undoubtedly 
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the  newspapers  furnish  the  best  and  practically  the  only  ef- 
fective means  of  popular  education  in  this  matter.  If  each 
local  manager  should  so  conduct  the  business  of  his  company 
that  he  could  "come  into  court  with  clean  hands/'  it  should 
be  possible,  if  not  comparatively  easy,  for  him  to  secure,  by 
perfectly  frank  and  open  means,  the  publication,  on  their  merits, 
in  his  local  newspapers,  from  time  to  time,  of  such  items,  facts 
and  arguments,  selected  from  the  mass  that  is  now  readily 
available  to  us  all,  as  may  serve  to  prevent  his  community  from 
coming  out  on  the  wrong  side  of  this  question.  In  this  con- 
nection we  commend  to  the  perusal  of  all  gas  managers  the 
article  entitled  "Tainted  Publicity,"  in  Progressive  Age,  of 
August  1,  1907. 

Respectfully  submitted, 

Irvin  Butterworth,  Chairman. 
Paul  Thompson. 

Sub-Committee. 


NATIONAL  ELECTRIC  LIGHT  ASSOCIATION.  RE- 
PORT OF  SUB-COMMITTEE  ON  INDUSTRIAL 
INSURANCE,  REWARDS  AND  PENSIONS,  MAY, 
1907. 

To  the  Committee  on  Public  Policy,  National  Electric  Light 
Association : 

Gentlemen — ^Your  Committee  on  Industrial  Insurance, 
Rewards  and  Pensions  begs  leave  to  submit  the  following  report 
of  the  investigations  which  it  has  made  during  the  past  year  of 
the  methods  adopted  in  this  country  in  connection  with  benefi- 
cial associations,  pensions  and  profit-sharing.  It  has  also  in 
its  investigations  considered  the  plan  that  has  been  in  operation 
for  a  number  of  years  in  the  South  Metropolitan  Gas  Company 
of  London. 
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Except  in  a  few  instances  there  have  been  no  profit-sharing 
plans  adopted  by  the  utility  corporations  of  this  country,  and  in 
those  instances  the  profit-sharing  has  been  calculated  as  a  divi- 
dend upon  the  wages  of  the  employees.  We  find,  however,  that 
it  is  becoming  quite  prevalent  to  inaugurate  beneficial  associa- 
tions in  connection  with  the  operation  of  utility  companies  upon 
plans  generally  laid  down  on  lines  similar  to  those  adopted  by 
the  large  railway  companies  of  the  country. 

Your  committee  gives  to  some  extent  in  detail  the  plan  of 
the  Pennsylvania  Railroad  Company,  which  is  representative  of 
the  plans  used  by  the  other  large  railway  companies  throughout 
the  country. 

References  are  also  made  to  the  plan  that  has  been  in  force 
in  Philadelphia  for  many  years,  which  has  been  broadened  out 
in  the  manner  given  in  detail  in  the  report;  also  the  plan  in 
operation  in  Providence,  R.  I.,  the  figures  of  which  to  date  are 
attached,  as  well  as  the  figures  in  detail  of  the  operations  for  a 
series  of  years  of  a  beneficiary  association  organized  under  the 
auspices  of  the  employees  of  a  public-utility  company  in  one  of 
the  large  cities  of  the  country ;  also  to  the  pension  order  issued 
by  the  Boston  Elevated  Railway  Company  in  1903;  and  the 
profit-sharing  plan  adopted  by  the  New  Haven  (Conn.)  Gas 
Light  Company  and  the  Milwaukee  (Wis.)  Gas  Light  Com- 
pany. 

The  purpose  of  your  committee  has  been  to  gather  together 
as  much  information  as  possible  regarding  such  associations 
and  such  systems  of  insurance,  rewards  and  pensions  as  have 
been  adopted  throughout  the  country.  While  your  committee 
is  aware  of  the  fact  that  many  of  the  companies  connected  with 
the  association  are  operating  under  conditions  that  make  it 
impossible  for  them  to  have  any  special  organized  system  to 
accomplish  this  purpose,  at  the  same  time  it  feels  that  where- 
ever  it  is  possible  to  adopt  such  plans,  or  similar  plans  to  those 
which  have  been  described  in  this  report,  it  is  well  to  do  so ;  and 
would  further  suggest  to  those  companies  that  cannot  at  this 
time,  for  different  reasons,  adopt  such  systems,  that  they  oper- 
ate as  far  as  possible  upon  the  general  principle  of  doing  what- 
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«ver  IS  possible  to  promote  the  health,  happiness  and  comfort 
of  the  employees  of  their  respective  organizations. 

It  might  be  possible,  in  the  case  of  the  smaller  companies, 
that  operatives  who  have  been  with  these  companies  for  a  great 
many  years,  who  have  been  faithful  and  have  always  worked 
for  the  best  interests  of  the  company,  could  be  rewarded  by  a 
small  percentage  of  increase  in  pay,  commensurate  with  such 
services  and  proportionate  to  their  term  of  service.    As  many 
such  operatives  have  nothing  to  look  forward  to  for  the  future 
in  the  way  of  advancement  of  position,  a  plan  of  this  kind  would 
give  them  some  inducement  to  remain  with  the  Company  and 
an  increasingly  bright  outlook  from  year  to  year.    If  it  is  pos- 
sible, where  men  have  been  for  a  long  term  of  years  in  service, 
to  place  them  in  positions  where  their  labors  can  be  lightened, 
such  men  should  be  recognized ;  and  if,  from  old  age,  they  arc 
finally  forced  to  resign,  if  it  is  possible  and  consistent  with  the 
demands  upon  the  various  companies  to  pension  them  at  half 
pay,  or  at  any  rate  which  would  give  them  some  consideration, 
it  should  be  done.   The  tendency  with  all  such  plans  is  to  lighten 
the  burden  of  the  employee,  increase  his  efficiency  by  reason  of 
the  peace  of  mind  that  comes  from  such  a  condition,  and  safe- 
guard the  interests  of  the  company  by  encouraging  closer,  deep- 
er and  more  harmonious  relations  between  the  employee  and 
the  company  that  employs  him. 

Respectfully  submitted, 

Joseph   B.   McCall,   Chairman, 
J.  W.  LiEB,  Jr. 

Sub-Committee, 
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APPENDIX  TO  REPORT  OF  SUB-COMMITTEE  ON 
INDUSTRIAL  INSURANCE,  REWARDS  AND 
PENSIONS. 

[n.  e.  l.  a.] 

profit-sharing 

The  profit-sharing  plan  of  the  South  Metropolitan  Gas 
Company  of  London — copy  of  which,  with  various  details,  we 
received  through  the  courtesy  of  our  secretary,  Mr.  Gardiner — 
can  be  briefly  stated  as  follows  : 

The  officers  and  employees  of  the  company  who  sign  the 
agreement  of  employment  (copy  of  which  is  hereto  attached) 
participate  in  the  profits  in  the  form  of  a  percentage  upon  their 
salaries,  rising  and  falling  with  the  price  of  gas  and  the  stock- 
holders' dividends.  The  initial  rate,  when  the  plan  became  oper^ 
ative  in  1889,  was  one  per  cent,  upon  their  salaries,  based  upon 
gas  at  practically  50  cents  per  thousand  cubic  feet.  Inasmuch 
as  the  London  sliding  scale,  authorized  by  act  of  Parliament, 
entitled  the  stockholders  to  an  increase  in  dividends  as  the 
price  of  gfas  to  the  consumers  was  reduced,  the  plan  provided 
for  a  proportionate  increase  in  the  employees*  participation; 
and  inversely,  as  the  price  of  gas  increased,  the  dividends  and 
the  participation  decreased.  In  fact,  the  principle  of  the  Lon- 
don sliding  scale  is  the  basis  of  calculation  of  the  profit-shar- 
ing plan. 

At  first  the  percentage  of  profits  to  which  every  employee 
was  entitled  on  this  basis  was  paid  to  him  as  a  cash  bonus,  with 
the  privilege  of  permitting  the  employee  to  leave  his  fund  on 
deposit  with  the  company,  at  an  annual  rate  of  interest. 

Sir  George  Livesey,  who  was  the  author  of  the  London 
sliding  scale  and  also  of  the  profit-sharing  scheme  that  was 
adopted,  states  in  his  paper  upon  the  subject  that  a  great  propor- 
tion of  the  employees  from  the  beginning  availed  themselves  of 
the  opportunity  of  leaving  the  fund  on  deposit;  while  others 
invested  in  building  stock,  and  others  used  it  to  purchase  the 
company's  stock ;  but  about  one-half  of  the  number,  it  was  dis- 
covered, withdrew  their  bonus  as  soon  as  it  was  paid  and  there- 
fore derived  no  permanent  benefit  from  the  system.     These 
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conditions  led  to  a  consideration  by  the  company  of  some 
method  by  which  the  profit  coming  to  the  employees  would  be 
invested  in  such  a  way  as  to  make  a  permanent  connection  be- 
tween the  employee  and  the  company,  with  the  result  that  in 
1894 — after  nearly  five  years  of  trial — z.  new  schedule  of  rates 
was  made,  providing  that  one-half  of  the  bonus  under  the 
schedule  to  which  employees  were  entitled  should  be  invested 
by  three  trustees  in  the  company's  ordinary  stock,  which  was 
then  paying  five  per  cent,  interest,  until  the  amount  credited 
to  the  employee  was  sufficient  to  give  him  a  stock  certificate  in 
his  own  name ;  the  remaining  half  in  all  other  respects  subject 
to  the  same  conditions  as  the  old  schedule ;  in  other  words,  sub- 
ject to  withdrawal  upon  notice,  or  to  be  left  on  deposit  at  four 
per  cent,  interest.  The  interest  rate  on  deposits  has  been 
changed  with  the  appreciation  of  the  market  value  of  the 
stock. 

As  the  natural  outcome  of  the  purchase  of  the  company's 
stock  by  the  employees,  the  question  of  representation  in  the 
•board  of  directors  of  the  company  arose.  This  happened  after 
the  investment  of  about  £20,000  of  the  fund.  There  does  not 
appear  to  have  been  any  reason  for  this,  excepting  the  broad 
and  general  one  of  educating  the  workmen  to  a  better  under- 
standing of  the  commercial  side  (rf  the  business,  as  their  hold- 
ings in  comparison  with  the  total  worth  of  the  company — about 
£5,000,000 — ^were  not  entitled  to  any  such  consideration.  In 
1898,  when  the  fund  reached  £40,000,  two  workmen  directors 
were  elected,  it  being  necessary  to  secure  an  act  of  Parliament 
to  enable  this  to  be  done. 

While  the  wisdom  of  such  a  policy  may  be  questioned,  it  is 
a  fact,  according  to  Sir  George  Livesey's  statements,  that  it  has 
been  eminently  successful  in  this  case. 

These  workmen  directors  are  voted  for  by  the  workmen 
only — the  qualifications  being  continuous  service  for  not  less 
than  seven  years,  and  the  holding  for  12  months  prior  to  the 
election  of  not  less  than  £100  of  the  stock  of  the  company  and 
continuing  to  hold  the  same.  The  method  of  voting  is  prescribed 
in  the  agreement,  and  permits  one  vote  for  every  £10  of  stock 
held  in  the  name  of  any  employee,  or  jointly  with  his  wife  and 
children  up  to  £100 ;  one  vote  for  every  £25  above  the  first  £100 
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up  to  i300;  one  vote  for  every  £50  above  the  first  £300 
up  to  £1,000.  Above  £1,000,  no  more  votes ;  thus  giving  a  maxi- 
mum of  32  votes  for  each  £1,000  holding;  the  object  in  this,  as 
declared  by  Sir  George  Livesey,  being  to  permit  the  choice  to 
remain  largely  with  the  more  thrifty  and  stable  of  the  workmen. 
The  directors  are  elected  by  the  year,  one  retiring  each  year. 

The  purpose  of  this  plan  of  the  South  Metropolitan  Gas 
Company  has  been  eminently  successful,  as  there  are  to-day 
about  £200,000  of  the  employee?'  money  invested  in  the  shares 
of  the  company,  representing  nearly  three-fourths  of  the  total 
bonus  which  has  been  paid  to  the  men  during  the  period  from 
the  inauguration  of  the  fund.  It  has  taught  men  habits 
of  saving  who  never  saved  before,  and  has  cemented  the  rela- 
tions between  the  employees  interested  and  the  corporation.  At 
the  same  time,  it  has  not  limited  the  scale  of  wages,  as  the  ruling 
scale  of  wages,  based  upon  the  general  law  of  supply  and  de- 
mand in  London,  has  been  applied ;  the  rate  of  wages  and  the 
hours  of  emplo)mient  being  on  a  par  with  others  of  similar 
employment  where  such  profit-sharing  plan  is  not  in  vogue. 

A  similar  plan  has  been  adopted  by  the  Boston  Consolidat- 
ed Gas  Company,  going  into  effect  on  September  20,  1906. 
The  plan  follows  the  lines  of  the  South  Metropolitan  Gas  Com- 
pany, with  some  modifications.  Premiums  are  to  be  calculated 
on  the  annual  salaries  of  yearly  earnings  of  the  employees  at 
the  same  rate  as  the  dividends  for  that  year  on  the  stock  of  the 
company.  The  first  premium  was  to  be  at  the  rate  of  seven 
per  cent  per  annum,  the  present  dividend  of  the  company,  with 
gas  at  90  cents  per  thousand  cubic  feet.  The  detail  of  this 
plan  is  published  in  the  issue  of  Progressive  Age  of  October 
15,  1906.  Practically,  in  all  respects,  it  is  a  copy  of  the  plan, 
as  stated  above,  of  the  South  Metropolitan  Gas  Company,  the 
principle  of  the  London  Sliding  Scale,  which  has  been  adopted 
in  Boston,  being  applied  to  the  profits  to  be  given  to  the 
employees. 

BENEFICIAL    SOCIETIES 

As  to  the  beneficial  societies,  or  relief  funds,  we  have  con- 
sidered more  particularly  the  plan  of  the  Pennsylvania  Railroad 
Company,  which,  we  understand,  is  the  form  adopted  by  other 
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railroads,  and  which  has  been  in  existence  since  1886.  The  pur- 
poses of  the  fund  can  be  better  explained  by  quoting  from  their 
own  book  on  the  description  of  their  relief  department,  Section 
2,  which  is  as  follows : 

"The  Relief  Fund  is  a  fund  formed  chiefly  of  regular 
monthly  contributions  by  employees,  who,  while  so  contributing, 
are  styled  'Members  of  the  Relief  Fund,'  constituting  a  Mutual 
Beneficial  Association. 

"The  fund  also  includes  income  or  profits  from  investments, 
appropriations  by  the  company,  and  gifts  of  legacies  for  the  use 
of  the  fund. 

"From  this  common  fund  the  members  are  entitled  to  re- 
ceive definite  amounts,  proportioned  to  their  contributions, 
when  disabled  by  accident  or  sickness,  and  in  the  event  of  their 
death  certain  definite  amounts  are  payable  to  their  relatives  or 
designated  beneficiaries." 

The  advantages  of  the  fund  are  of  course  obvious  to  every 
one. 

The  enrollment  is  voluntary  among  the  employees,  and  any 
employee,  if  not  over  45  years  of  age,  may,  on  application, 
become  a  member  upon  passing  a  satisfactory  physical  examina- 
tion. Wherever  it  is  possible  the  men  are  induced  to  join  the 
organization. 

The  relief  fund  from  which  benefits  are  paid  is  composed 
of  voluntary  contributions  from  employees ;  appropriations  by 
the  company  to  make  up  deficit,  if  such  deficit  occurs ;  income 
or  profit  derived  from  investment  of  the  moneys  of  the  fund, 
and  such  g^fts  or  allowances  as  may  be  made  to  the  fund.  The 
company  agrees  to  take  general  charge  of  the  voluntary  relief 
department ;  to  guarantee  the  fulfillment  of  the  obligations  as- 
sumed by  the  fund  in  conformity  with  the  regulations  from 
time  to  time  established;  take  charge  of  the  funds  and  be 
responsible  for  their  safe  keeping;  supply  the  necessary  facili- 
ties for  conducting  the  business  of  the  relief  association,  and  to 
pay  all  the  operating  expenses  thereof. 

There  are  five  classes  in  the  fund,  which  are  divided  ac- 
cording to  the  amount  of  salary  received,  and  the  contributions 
per  month  vary  with  the  salary,  as  follows: 
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Per  Month 

First  daii,  any  rate  of  pay $0.75 

Second"    those  receiving  $35.00  or  more 1.50 

Third     "        '*         "  SS-oo  •*    "     2.25 

Fourth  "        "         "  75.00  **     *•     3.00 

Fifth      "        **         •*  95.00"     "    3-75 

These  rates  are  not  varied  from,  and  there  are  no  extra 
assessments  on  account  of  demands  upon  the  fund. 

Any  employee,  not  over  45  years  of  age,  may  enter  or 
change  to  a  class  higher  than  that  determined  by  his  usual 
earnings,  upon  passing  a  satisfactory  physical  examination  if 
he  shall  have  been  a  member  of  the  relief  fund  one  year  and 
continuously  in  the  service  for  five  years,  both  immediately 
prior  to  the  time  of  application  to  enter  the  higher  class. 

The  members  are  entitled  to  the  following  benefits : 

PAYMENTS   FOR   EACH   DAY  WHILE  DISABLED  BY  ACCIDENT  IN  THE  COMPANY'S 

SERVICE 

For  5a  Weeks  After  5a  Weeks 

First  dasi $0.50  $0.25 

Second"  i.oo  0.50 

Third     "  1.50  0.75 

Fourth"  2.00  1.00 

Fifth      "  2.50  1.25 

PAYMENTS  WHILE  DISABLED  BY  SICKNESS  OR    INJURY  OTHER  THAN  ACCI- 
DENT IN  THE  COMPANY'S  SERVICE,   FOR  EACH   DAY  AFTER  THE 
FIRST  THREE  DAYS. 

i-  or  5a  weeks  After  59  weeks 

First  class $0.40  $0.20 

Second  "  0.80  0.40 

Third     "  1.20  0.60 

Fourth  "  1.60  0.80 

Fifth      "  2.00  1 .00 


PAYMENTS  IN  THE  EVENT  OF  DEATH. 


First  class . 
Second  "  . 
Third     " 
Fourth  "  . 
Fifth      "  . 


$250.00 

500.00 

750.00 

1,000.00 

1,250.00 


Any  employee,  upon  passing  a  satisfactory 

ination,  can  take  additional  death  benefits,  as 
ing  table: 

Death  Benefit  Additional 

of  Class  Death  Benefit 

First  class $250.00  $250.00 

Second"   500.00  500.00 

Third    "  750.00  750-00 

Fourth"   1,000.00  1,000.00 

Fifth     "   1,250.00  1,250.00 


physical  exam- 
per  the  follow- 


Total 
Death   Benefit 

$500.00 
1,000,00 
1,500.00 
2,000.00 
2,500.0c 
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For  each  additional  death  benefit  of  the  first  class,  the  rates 
are  as  follows: 

Taken  at  not  over  45  years  of  age         30  cents  per  month 

"      OTer  45  and  not  over  60  years 45      *•      **        •• 

*•      over  60  years 60      **      **        *• 

This  rate  is  not  increased  on  account  of  increasing  age. 

There  are  various  details  entering  into  the  operation  of  this 
fund  which  your  committee  will  be  very  glad  to  give  to  any  of 
the  members  who  desire  the  information,  the  purpose  of  this 
report  being  merely  to  explain  the  method  adopted  by  the  rail- 
road system  for  the  beneficial  association. 

The  fund  is  in  charge  of  the  superintendent,  who  is  subject 
to  the  control  of  the  general  manager,  and  with  his  approval 
employs  the  medical  and  clerical  force.  The  superintendent  is 
under  the  control  of  the  advisory  committee,  which  committee 
consists  of  the  general  manager  of  the  company  as  member 
ex  officio  and  chairman,  and  fourteen  members,  seven  chosen 
by  the  directors  of  the  companies  and  seven  by  the  members  of 
the  relief  fund,  to  serve  for  periods  of  one,  two  and  three  years 
respectively,  and  thereafter  for  periods  of  three  years  each.  The 
seven  committeemen,  chosen  by  the  members  of  the  relief  fund, 
are  selected  from  the  seven  different  divisions  of  the  company, 
which  divisions  are  included  in  the  "Voluntary  Relief  Depart- 
ment/' as  their  fund  is  called.  It  is  the  duty  of  the  advisory 
committee  to  have  general  supervision  of  the  operations  of  the 
department ;  arrange  for  investments  of  money  not  required  to 
be  kept  on  hand  for  current  use ;  appoint  persons  to  audit  the 
condition  of  the  fund  each  year ;  propose  such  amendments  to 
or  changes  in  the  regulations  as  it  may  deem  desirable ;  and  act 
upon  questions  brought  before  it,  by  appeal  from  decisions  of 
the  superintendent  or  otherwise,  respecting  the  rights  and 
claims  of  members. 

A  particular  and  important  feature  in  this  fund  for  the 
benefit  of  the  workmen  was  set  forth  in  the  statement  made  at 
Washington  in  regard  to  this  department  and  the  attitude  of 
the  company  toward  it,  the  charge  being  made  that  the  relief 
department  was  maintained  in  the  interest  of  the  company  and 
for  the  purpose  of  depriving  members  of  their  legal  rights.  We 
refer  particularly  to  the  guarantee  of  the  fund  by  the  railroad 
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and  we  shall  be  glad  to  furnish  copies  to  any  members  of  the 
committee  desiring  it. 


SUPERANNUATION   FUND. 


As  to  the  superannuation  fund,  which  is  a  part  of  this  relief 
fund,  it  can  be  tersely  summed  up  as  follows : 
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The  surplus  accumulated  as  a  result  of  the  establishment 
of  this  fund  is  securely  invested  and  the  proceeds  applied  to 
what  is  termed  the  "Superannuation  Fund."  This  fund  applies 
to  employees  who  have  been  retired  on  account  of  age 
from  the  company's  pay-roll,  and  is  paid  in  addition  to  the  pen- 
sion (a  short  statement  of  which  follows),  which  the  company 
pays  out  of  its  own  treasury  irrespective  of  the  allowances  from 
the  fund. 

The  superannuation  benefits  are  determined  by  multiplying 
the  number  of  each  class  in  which  he  shall  have  been  a  mem- 
ber by  the  number  of  full  calendar  months  during  which  he 
has  subscribed  to  each  class  respectively.  The  sutn  of  the  re- 
•  suits  thus  obtained  is  the  rate  in  cents  of  monthly  allowances. 
It  can  readily  be  seen  that  this  allowance  is  a  very  small  one, 
comparatively.  If  a  man  has  paid  for  20  years  in  Class  1,  hq 
will  receive  an  allowance  of  only  $2.40  a  month,  and  varying 
from  that  amount  to  $12  per  month  in  the  case  of  a  man  who 
subscribed  for  20  years  to  the  fund  in  the  highest  class. 

PENSION. 

This  pension  is  paid  entirely  by  the  company  and  has 
nothing  to  do  with  the  voluntary  relief  department.  The  pen- 
sion is  determined  as  follows: 

An  average  is  taken  of  the  salary  paid  during  the  last  10 
years  of  service.  One  per  cent,  of  this  average  for  each  year  in 
which  the  employee  has  been  in  the  service  of  the  company 
constitutes  the  pension  paid  him  until  death. 

Retirement  upon  pension  becomes  obligatory  when  an 
employee  reaches  70  years  of  age,  and  pension  is  given  to  any 
one  reaching  that  age,  irrespective  of  term  of  service,  and  is 
determined  as  per  above  regulations. 

Any  employee  between  the  ages  of  65  and  70,  who  has 
served  30  or  more  years,  can  apply  for  retirement  and  pension^ 
which  is  granted  if  in  the  opinion  of  the  employing  officer  he 
is  incapacitated  for  further  service. 

We  find  in  our  examination  of  the  subject  that  the  South 
Metropolitan  Gas  Company,  which  is  referred  to  in  this  report, 
has  also  a  relief  fund,  practically  the  only  difference  being  that 
in  the  event  of  death  a  further  assessment  is  made  upon  each 
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employee  in  the  establishment  or  station  in  which  the  deceased 
member  of  the  fund  was  employed. 

BENEFICIAL     ASSOCIATION      OF     THE     PHILADELPHIA     ELECTRIC 

COMPANY. 

It  will  probably  be  more  interesting  to  the  members  of  this 
committee  to  relate  the  experiences  gained  in  Philadelphia  by 
the  operation  of  a  beneficial  association,  as  it  applies  directly  to 
the  class  of  corporations  in  which  we  are  engaged. 

This  association  has  practically  been  in  existence  since  1887, 
and  was  originally  started  by  the  Brush  Electric  Light  Com- 
pany. 

Under  this  plan  the  assessment  to  be  paid  by  each  member 
was  one  per  cent,  of  his  regular  monthly  pay  as  rated ;  the  com- 
pany contributing  each  year  a  sum  equal  to  the  aggregate  of  the 
sums  contributed  by  the  employees. 

During  the  period  of  the  existence  of  this  association  the 
members  and  the  company  have  been  thoroughly  satisfied  with 
the  results,  and  in  but  few  cases  have  any  members  of  the  asso- 
ciation or  their  families  sued  the  company  for  damages  for  acci- 
dent or  death. 

This  association  has  been  operated  on  limited  lines,  and  at 
the  end  of  the  year  1906  the  membership  was  but  one-fourth  of 
the  employees  of  the  company.  It  is  proposed  to  enlarge  the 
association  to  take  in  all  the  employees  of  every  class  of  Ae 
Philadelphia  Electric  Company,  and  fix  the  amount  that  the 
company  is  to  contribute,  the  details  of  which  will  follow.  With 
this  in  view,  meetings  have  been  held  with  the  members  of  the 
existing  association,  who  have  unanimously  consented  to  the 
changes  and  are  willing  to  join  the  enlarged  association. 

The  object  of  the  association  is  the  establishment  and  man- 
agement of  a  fund,  known  as  the  "Beneficial  Fund,"  and  the 
payment  of  definite  amounts  to  members  of  the  association  who 
are  entitled  thereto  by  reason  of  disability  from  accident,  sick- 
ness or  other  cause,  and  in  the  event  of  their  death. 

The  members  shall  be  only  employees  of  the  Philadelphia 
Electric  Company,  or  of  its  affiliated,  controlled  or  leased  com- 
panies. Membership  shall  be  forfeited  upon  a  member  leaving 
or  bein^  discharged  from  the  service  of  the  company.    Applica- 
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tion  for  membership  shall  be  in  writing  in  the  form  which  has 
been  prepared,  and  which  contains  all  the  conditions  of  member- 
ship, a  copy  of  which  will  be  found  in  the  Regulations  hereto 
attached. 

Fees  and  Dues 

An  initiation  fee  of  $1.00  to  accompany  application.  Each 
member  whose  monthly  salary  or  wages  shall  amount  to  $100 
or  more  shall  pay  the  sum  of  75  cents  as  semi-monthly  dues ; 
and  each  member  whose  monthly  salary  or  wages  shall  be  less 
than  $100  shall  pay  semi-monthly  dues  equivalent  to  one-half  of 
one  per  cent,  of  his  monthly  salary.  These  dues  shall  be  de- 
ducted or  retained  from  the  wages  of  the  member  by  the  treas- 
urer of  the  Philadelphia  Electric  Company,  and  shall  be  deliv- 
ered semi-monthly  to  the  treasurer  of  the  association. 

The  Philadelphia  Electric  Company  assumes  all  the  expense 
of  clerk  hire,  office  room,  and  all  charges  for  stationery,  and  so 
forth,  and  shall  facilitate  in  every  way,  without  any  charge 
therefor,  the  investment  and  handling  of  the  relief  funds,  from 
time  to  time,  for  the  benefit  of  the  association.  The  Philadel- 
phia Electric  Company  shall  further  contribute  to  the  said 
fund  to  the  extent  of  a  sum  equal  to  the  amoimt  from  time  to 
time  contributed  by  the  employee  members  of  the  association, 
until  the  total  sum  contributed  by  the  members  and  the  com- 
pany shall  aggregate  the  sum  of  $25,000 ;  after  which  time  the 
Philadelphia  Electric  Company  shall  contribute  a  sum  equal 
to  but  50  per  cent,  of  the  amount  contributed  by  the  members. 
After  the  accumulated  fund  shall  amount  to  $50,000,  the  sum 
to  be  contributed  by  the  company  shall  be  an  amount  equal  to 
10  per  cent,  of  the  sum  contributed  by  the  members,  until  such 
time  as  the  accumulated  fund  shall  amount  to  the  sum  of  $100,- 
000,  after  which  time  the  company  shall  make  no  contributions, 
except  at  such  times  as  the  fund  shall  fall  below  $100,000,  and 
until  the  said  fund  again  reaches  $100,000. 

Sick  Benefits 

The  benefits  awarded  each  member  of  the  association  dur- 
ing sickness,  other  than  that  resulting  from  accident,  shall 
amount  to  a  sum  equal  to  one-half  of  his  regular  wages,  for  a 
period  not  exceeding  10  weeks.    Sick  benefits  will  not  be  paid 
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for  a  less  period  than  one  full  week,  but  will  be  paid  for  frac- 
tional parts  of  any  week  exceeding  that  period. 

Accident  Benefits 

The  benefits  awarded  each  member  of  the  association  in 
case  of  accident  shall  amount  to  a  sum  equal  to  the  full  amount 
of  his  regular  wages  and  for  a  period  not  exceeding  10  wedcs, 
except  in  cases  of  serious  injury,  in  which  case  the  period  of 
benefits  may  be  extended  by  vote  of  a  majority  of  the  trustees 
present  at  regular  meeting ;  benefits  to  commence  upon  the  first 
day  of  disability  upon  which  no  wages  are  paid. 

In  the  event  of  any  member  of  the  association  in  good 
standing  becoming  permanently  disabled,  the  trustees  shall,  by 
unanimous  vote  of  all  the  trustees,  at  a  regular  meeting  of  the 
board,  draw  an  order  upon  the  treasurer  of  the  association  for 
a  sum  not  exceeding  the  aggregate  yearly  wages  of  such  mem- 
ber, such  sum  to  be  paid  as  soon  as  practicable  after  disability. 
Death  Benefits 

In  the  event  of  the  death  of  any  member,  the  treasurer  of  the 
Philadelphia  Electric  Company  is  authorized,  at  the  request  of 
the  trustees,  made  through  the  superintendent,  to  deduct  SO 
cents  from  the  wages  of  each  member  of  the  association  and 
pay  the  same  to  the  treasurer  of  the  association,  who  shall  in 
turn  pay  it  to  the  beneficiaries  named  in  the  application  of  the 
member.     If  this  assessment  of  50  cents  per  member  shall 
amount  to  a  sum  exceeding  $500,  the  assessment  per  capita 
shall  be  reduced  proportionately,  so  that  the  total  amount  col- 
lected by  any  one  assessment  shall  not  exceed  $500.    And  the 
Philadelphia  Electric  Company  will  contribute  a  sum  equal  to 
one-half  of  the  aggregate  amount  deducted  from  the  wages  of 
the  members  as  above  stated.    If  the  deceased  member  shall 
have  been  an  employee  of  the  company  for  five  consecutive 
years,  an  additional  sum  of  $250  shall  be  paid  by  the  treasurer 
of  the  association,  in  addition  to  the  death  assessment  and 
the  contribution  of  the  Philadelphia  Electric  Company.    It  will 
be  observed  that  this  death  benefit  is  an  insurance  of  $750, 
and  in  the  case  of  an  employee  in  active  service  for  five  3rears, 
$1,000. 

A  part  of  the  death  benefit  may  be  paid  before  Ae  final 
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settlement,  to  meet  funeral  and  other  urgent  expenses,  to  an 
amount  not  exceeding  $125. 

Should  a  member,  or  his  legal  representative,  or  any  other 
person  authorized  by  law,  bring  suit  against  the  Philadelphia 
Electric  Company  for  damages  on  account  of  injury  or  death 
of  such  member,  payment  of  benefits  from  the  beneficial  fund 
on  account  of  same  shall  not  be  made  until  such  suit  is  discon- 
tinued. If  prosecuted  to  judgment  or  compromised,  any  pay- 
ment of  judgment  or  amount  in  compromise  shall  preclude  any 
claim  upon  the  association  for  such  injury  or  death. 

The  officers  of  the  association  shall  be  a  superintendent,  a 
treasurer  and  a  secretary,  who  shall  be  appointed  annually  by 
the  president  of  the  company.  There  shall  also  be  a  board  of 
eight  trustees,  employees  of  the  company,  who  shall  be  chosen 
by  ballot  at  the  annual  mating  of  the  association.  Members  of 
the  board  of  trustees  to  serve  during  the  first  year  shall  be 
chosen  by  the  president  of  the  company,  and  in  case  of  va- 
cancies thereafter  during  the  year  they  shall  be  filled  by  the 
superintendent  of  the  association,  and  serve  until  their  suc- 
cessors arc  duly  chosen. 

For  the  information  of  the  committee,  a  copy  of  the  Regu- 
lations, which  are  now  in  general  operation  in  Philadelphia,  is 
attached  hereto. 

UNITED  TRACTION  EMPLOYEES*  MUTUAL  AID  ASSOCIATION,  PROVI- 
DENCE, R.  I. 

This  association  was  formed  by  the  United  Traction  and 
Electric  Company  for  the  employees  of  companies  owned,  op- 
erated or  controlled  by  it,  for  the  purpose  of  affording  aid  and 
relief  to  sick  and  disabled  members,  and  to  the  widows  and 
children  of  (leceased  members.  All  employees  making  weekly 
contributions  are  members  of  this  association ;  elective  officers 
and  temporary  laborers  on  construction  work  are  excluded. 

The  management  of  this  association  is  vested  in  seven  per- 
sons: four  chosen  by  the  directors  and  three  by  the  members 
from  their  own  number  by  ballot.  Each  member  is  entitled  to 
one  vote,  with  his  name  endorsed  thereon,  and  the  members 
having  the  largest  number  are  declared  elected.  If  a  vacancy 
exists  in  the  number  of  trustees  chosen  by  the  directors,  said 
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vacancy  is  filled  by  the  remaining  trustees  chosen  by  the  direc- 
tors ;  but  if  a  vacancy  occurs  in  the  trustees  chosen  by  the  mem- 
bers, the  remaining  member  trustees  fill  the  vacancy.  The 
organization  is  managed  by  a  chairman,  treasurer,  secretary, 
and  any  additional  officers  at  the  pleasure  of  the  board. 

The  members  are  divided  into  three  classes,  for  the  pur- 
pose of  determining  benefits  and  contributions. 

First  Class. — All  members  whose  weekly  earnings  are  less 
than  $9.00. 

Second  Class. — All  members  whose  weekly  earnings  are 
$9.00  or  more  but  not  so  much  as  $12. 

Third  Class, — All  members  whose  weekly  earnings  are 
$12  or  more. 

The  first  class  contributes  10  cents  each  week. 

The  second  class  contributes  15  cents  each  week. 

The  third  class  contributes  20  cents  each  week. 

Such  contributions  continue  whether  the  member  is  work- 
ing or  on  the  sick  or  accident  list. 

Benefits  at  Death 

First  class  $500.00 

Second  **  750.00 

Third    •*     1,000.00 

One-half  of  the  said  amount  is  paid  to  the  widow  or  hus- 
band; the  other  half  to  the  children.  If  no  children,  then  the 
whole  goes  to  widow  or  husband.  If  no  widow  or  husband, 
then  to  the  next  of  kin  according  to  law.  Proviso  is  made  that 
if  the  beneficiary  is  in  receipt  of  a  pension  from  any  of  the 
companies  he  can  not  participate  in  the  death  benefits,  except 
the  widow  or  husband  of  a  member.  The  usual  exceptions  are 
also  made  that  no  benefits  shall  accrue  to  any  person  if  any 
member's  death  is  due  wholly  or  in  part,  directly  or  indirectly, 
to  the  use  of  alcoholic  liquors;  the  immoderate  use  of  stimu- 
lants ;  violence,  and  so  forth,  or  resulting  from  voluntary  and 
Vinnecessary  exposure  to  danger  of  injury,  contagion  or  infec- 
tion, unless  in  pursuance  of  duty  as  an  employee.  An  excep- 
tion is  made  to  this  in  the  matter  of  self-defense. 
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Benefits  in  Case,  of  Disability 

First  class $4.00  per  week 

Second  "... 6.00  "      ** 

Third    «* 8.00  "      " 

Provision  is  made  that  if  the  total  benefit  insurance  of  any 
member  exceeds  his  average  weekly  wages,  then  the  amount 
received  from  this  association  is  proportional  as  his  weekly 
wages  bear  to  his  benefit  insurance.  No  benefits  are  paid 
for  disability  arising  from  any  of  the  causes  specified  in  Sec- 
tion 3,  and  partly  enumerated  above.  Members  receive  bene- 
fits for  disability  as  long  as  it  continues,  or  until  such  time  as 
they  become  entitled  to  a  pension.    ^ 

Releases 

In  consideration  of  the  contributions  to  be  made  to  the 
funds  by  the  company,  there  is  no  benefit  paid  either  for  death 
or  disability  except  upon  a  receipt  which  contains  a  release  in 
proper  form  to  the  said  United  Traction  and  Electric  Company 
and  the  companies  owned,  operated  or  controlled  by  it.  If  any 
member,  or  any  beneficiary  of  a  member,  shall  make  claim  or 
bring  suit  against  the  company,  or  any  company  owned,  oper- 
ated or  controlled,  he  shall  not  be  entitled  to  any  benefits  from 
the  association,  unless  the  claim  is  abandoned  and  withdrawn, 
or  such  suit  is  discontinued  without  trial.  Any  payment,  com- 
promise or  settlement  of  any  claim,  or  of  any  judgment  under 
such  suit,  cancels  and  nullifies  all  the  rights  of  such  member  or 
beneficiary  to  any  benefits  from  this  association. 

Proofs  of  Death  or  Disability 

Proofs  of  death  or  disability  must  be  furnished  within  30» 
days  after  death  or  after  the  commencement  of  such  disability,, 
and  the  benefits  accrue  from  the  date  of  notice  only.  The 
members  must  permit  a  physician  or  physicians  selected  by 
the  association  to  examine  them,  and  a  refusal  forfeits  the 
right  to  further  benefits  until  such  examination  is  permitted. 
A  majority  of  the  trustees  rule  on  all  matters  of  every  kind 
and  nature  presented  to  them,  and  the  members  have  the  right 
of  appeal  to  the  said  board  from  decisions  given  by  any  person 
or  persons  to  whom  power  may  be  delegated. 
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Application  of  Surplus  Funds 

The  board  can  apply  any  surplus  funds  in  any  one  or  more 
of  the  following  ways  : 

First — To  pay  partial  benefits  for  partial  disability. 
Second. — To  increase  the  benefits  for  death  or  disability, 
or  both. 

Third. — ^To  diminish  the  contributions  of  the  members, 
ratably. 

Forfeiture  of  Membership  and  Benefits 

By  virtue  of  the  contract  between  the  association  and  the 
United  Traction  and  Electric  Company  and  the  Rhode  Island 
Company,  by  virtue  of  its  assumption  of  the  traction  contract, 
it  is  expressly  declared  that  any  member  who  shall  cease  from 
any  cause  to  be  an  employee  of  said  company  or  companies,  or 
some  of  them,  shall  thereupon  cease  to  be  a  member  of  this 
association ;  and  that  he  and  each  and  every  one  of  his  benefici- 
aries shall  thereupon  forfeit  all  right,  title  and  interest  he  or 
they  had  in  or  to  funds  held  by  the  association.  There  is  a 
proviso  that  temporary  suspension,  or  absence  from  duty  on 
leave,  shall  not  be  construed  as  a  termination  of  a  member's 
employment. 

The  contract  between  the  company  and  the  association  is 
attached  hereto,  marked  "Fxhibit  D"  (see  paocs  613  to  616). 

The  salient  features  of  this  contract  are  that  the  company 
agrees  to  contribute  to  the  funds  of  the  association  as  follows, 

(1)  In  the  case  of  death, 

First  class $ioo.oo 

Second  "   150.00 

Third     **    200.00 

(2)  One-fourth  of  the  amount  of  contributions  by  the 
members,  payable  weekly  as  the  said  amount  may  be  deter- 
mined. 

(3)  Amounts,  from  time  to  time,  sufficient  to  meet  the  cur- 
rent expenses  of  management,  including  expenses  of  adjust- 
ing and  litigating  claims. 
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(4)  Amounts  to  make  up  any  deficiencies,  provided  that 
such  contributions  for  any  such  deficiencies  shall  be  repaid  out 
of  any  surplus  that  may  thereafter  be  accumulated. 

The  traction  company  deducts  the  contributions  of  the 
men  from  their  wages.  ^ 

It  will  be  interesting  to  note  some  of  the  data  gathered 
from  the  report  of  this  association  for  the  year  1906. 

The  disability  claims  paid  amounted  to $22,676.45 

The  death  claims 10,625.00 

of  which  the  members  contributed  only  $14,690.95,  and  the 
company  $19,272.75. 

Since  the  organization,  death  claims  have  been  paid  amount- 
ing to  $47,250,  and  disability  claims,  $89,363.89,  of  which  the 
members  contributed  $75,675.25  and  the  company  $62,118.85. 

The  entire  expenses  of  the  management  having  been  met 
by  the  company,  said  expenses  do  not  appear  in  their  report, 
and  are  in  addition  to  the  amounts  noted  above. 

It  is  noted  in  said  report  that  the  larger  part  of  the  disa- 
bility benefits  have  been  for  short  illnesses ;  but,  from  the  few 
cases  of  long  disablements,  it  is  a  pleasure  to  note  that  the 
benefits  received  are  supporting  the  disabled  members  decently, 
though  economically,  at  a  sanatorium  and  affording  them  every 
chance  for  recovery. 

Pension  System 

As  an  adjunct  to  the  above  association,  but  dissociated 
from  it,  is  a  pension  system  paid  entirely  by  the  railroad  com- 
pany, the  salient  points  of  which  are  as  follows : 

Every  employee  reaching  the  age  of  70  years  must  retire 
from  service,  and  he  will  receive  a  pension  according  to  time  of 
service,  as  follows,  Vi2. : 

For  less  than  twenty  years,  one  per  cent,  of  his  average 
wages  for  the  10  years  immediately  preceding,  for  each  year; 
thus,  a  man  earning  $600  per  year,  who  had  been  in  the  employ 
of  the  company  for  19  years,  would  be  entitled  to  a  yearly 
pension  of  $114. 
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For  so  years  and  up  to  3$  years 1.25  per  cent,  per  year 

«•  25      **      *»     •*   *'  30    *'     1,50       •*  ** 

**  30      •*      **     *•    **  35    •*     ''75       **  ** 

<«  85    «*     .• 3.  **  ** 

"  each  year  above  35  years 2.  **  **  bui  doi 

to  exceed  too  per  cent,  in  all 

No  one  is  employed  over  35  years  of  age. 

Each  applicant  must  submit  to  a  physical  examination,  for 
which  he  must  pay  the  physician's  fee  of  $1.00,  which  he 
forfeits  whether  accepted  for  service  or  not. 

On  the  inauguration  of  the  system  all  employees  were  eligi- 
ble to  membership  in  the  association,  without  regard  to  physical 
condition. 


RESULTS  OF  THE  OPERATION  OF  AN  EM- 
PLOYEES' ASSOCIATION  OF  A  LARGE  PUBLIC- 
UTILITY  CORPORATION,  INCLUDING  RESULTS 
OF  MORTUARY  AND  SICK-BENEFIT  FUNDS. 

MORTUARY   FUND 

Balance,  January  i   $3,788.40  $6,024.37 

RECEIPTS 

Dues,  etc.,  to  December  31   6,561.00  6,817.00 

Members'  receipt-books .20  .10 

Co.,  cotttribution 3,162.50  3,360.25 

'■  Co.,  medical  examiner's  car-fiu-e 19.25 

Co.,  interest  on  investment k>049'  10  1,260.62 

Trust  Co.,  interest  7^.  18  73.65 

$14,656.63  $17,535.99 

DISBURSEMENTS 

Death  benefits  paid  (21),  (23) $6,300.00  $6,900.00 

Refunded    dues,  members    leaving   companies' 

employ 259.50  ZSS-^ 

Salaries — secretary,  treasurer  and  porter 100.00  134.00 

Financial  secretary's  refunded  dues , 120.00  127.00 

■Co.,  for  investment 1,500.00  4,506.25 

Financial  secretary,   expenses,   car  fare,    rent, 

printing,  postage,  bonding,  officers,  financial 

secretaries,  etc I54-5I  117.62 

Medical  examiner's  fees,  etc  19^-25  111.00 

Balance,  December  31 6,024.37  5.285. 12 

$14,656.63  $17,53599 
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FRIENDLY  AIR  FUND. 
Btlance,  January  i $3,417.24  $1,473.17 


Daes,  etc.,  to  December  31 

Co.,  contribation 

>  Co.,   medical  examiner's  salary  and  car- 


fare 


.  Co.,  interest  

•  Co.,  overpayment  account  investment  , 


Sick  benefits,  overpayment 
Trust  Co.,  interest 


DISBURSEMENTS 


Sick  benefits  paid  (474),  (683) 

Refunded  dues,    members  Jeaving  companies' 

employ 

Co.,  for  investment 

Medical  Examiner's  salary    


Salaries — secretary,  treasurer  and  porter 

Financial  secretar^s  refunded  dues 

Medical  and  surgical  supplies  

Medical  examiner's  car-tare 

Financial  secretary,  expenses,  car-iare,  rent, 
printing,  postage,  bonding,  officers,  financial 

secretary,  etc  .• 

Balance,  December  31 


RELIEF  FUND 


2,987.60 
1.374.30 

122.80 
106.04 
165,00 
7.00 
30-84 

$8,210.82 

$3,083.00 

334.40 

2,500.00 

175.00 


100.00 
72.00 

296.13 
33.«o 


"4332 
1.473.17 

$8,310.82 


3.564.30 
1,724.00 

1.994.55 
116.75 


22.15 

$8,894.92 

$4,338.00 

429.60 


Balance,  January  I,  1906. 


1,790.00 
213.00 
134.00 

76.20 
332.36 

79.55 


209.05 
1,263.19 

$8,894-92 
$745.50 


Eotertainment,  December  15,  igoq  (expenses  ded.).. 

**  **  14,  1906  (to  date) 

Account  loans 

Trust  Co  


412.00 

1,074.00 

30.00 

26.82 


DISBURSEMENTS 

T.  McD.,  relief    $i|.oo 

Expense,  account  entertainment,  December  15,  1905 8.00 

P.  K.,  relief      6.00 

T.  McD.,  relief  12.00 

M.  S.,  relief        6.00 

Expense,  deposit  account  hall  for  December  14,  1906 25.00 

W.  B.,  reUef 5.00 

Expense,  account  entertainment,  December  14,  1906. .  4.00 

Loan,  L.  R.  W.,  at  five  per  cent  125.00 

Loan,  J.  F.  K.,  at  five  per  cent 150.00 

J.  J.,  reUef    30.00 

P.  K.,  relief    12.00 

Expense,  account  entertainment,  December  14,  1906 657.60 


$2,288.32 


Balance,  December  31,  1906 


$1,055.00 
$1,232.72 
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SUMMARY  OP   DISBURSEMENTS 

Account  relief $86.00 

Loans      275.00 

Expenses,  account  entertainment 694.60 


Total $1,055.60 

SUMMARY  OF  CASH 


Mortuary  Fund  : 
Amount  invested  with  • 


X906 


Co.,  at  five  per  cent $21, 119.58  $25,625.83 

Cash  on  hand,  Trust 

Co         6,024.37  5*285.12 

$27.14395  $30,910.95 

Friendly  Aid  Fund: 
Amount  invested  with  • 


Co.,  at  five  per  cent.  $2,335  00  $2,335.00 

Cash  on  hand,  Trust 

Co  I.473-I7  1. 293.16 

$3,808.17  $3,628.16 

Total,       Mortuary      and 

Friendly  Aid  funds..  $30,952.12  *$34.539" 

Relief  Fund : 

Cash  on  hand,  Trust 

Co 745-50  1,23272 

Total  in  three  (3)  funds.    .  $31,697.62  $35^771-83 

*  The  i-ncrease  during  the  year  is  $1,497.26  less  than  the  amount  contributed    by  the 

Co.  during  the  year  iqo6  ($5,084.25,  not   including  interest,  $1,377.37  ;  and  medical 

examiner's  salary  and  car-fare,  $1,994.55). 

This  proves  that  more  money  is  being  expended  than  the  members  are  coniributinv;, 

and  if  it  were  not  for  the  generosity  of  the Co.  we  would  show  at  the  end  of  the  year  a 

deficit  instead  of  an  increase. 

SUMMARY  OF  DEATH  BENEFITS  PAID— 1891-1906 

1891 2  deaths   $600.00 

1892 13  " 3,900.00 

1893   9  "           2,700.00 

1894 15  *'     4,500.00 

1895   »2  **     3.456.20 

1896     13  *'         4.043.80 

1897  18  •*     5,400.00 

1898     13  **     3,900.00 

1899   19  "     5.700.00 

1900  . . 18       "         5.400.00 

1901   20       **     6,000.00 

1902     18      "     5,400.00 

1903  •' 19       **     .'      5.700.00 

1904  26      " 7,9oo.oo 

1905 21       "     : 6,300.00 

1906 23      '*     6,900.00 

Total   259  deaths  Total $77,700.00 

Average  deaths,  first  five  years 10  1/5 

**  **        second"      *«      .  14  I/5 

*'  "         third     '*      **  20  4/5 

*•  *•         fist  six         **      21   1/6 

Average  deaths  per  year     ....      16  3/16 
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During  the  year  25  deaths  were  reported,  of  which  23  have 
been  promptly  paid.  Two  deaths  remain  unpaid ;  papers  were 
not  received  in  time  to  pay  these  deaths  in  1906,  but  since 
January  1,  papers  have  been  received  and  the  claims  are  in  due 
course  of  payment. 

Of  the  23  deaths  paid,  19  are  what  we  call  original  mem- 
bers; that  is,  members  who  have  joined  the  society  between 
February,  1901,  and  February,  1902,  leaving  4  deaths  among 
those  members  who  underwent  a  medical  examination  (and 
were  admitted  to  membership  on  such  examination)  since  the 
revision  of  the  constitution  and  by-laws  in  1902.  Since  1902, 
107  members  have  died,  5  having  been  admitted  upon  the 
result  of  the  medical  examination  and  102  as  original  mem- 
bers. 

The  beneficiaries  of  these  deceased  (23)  members  received 
$6,900,  and  the  total  amount  paid  by  these  members  was 
$1,563,  or  22.65  per  cent,  of  the  benefits  received.  The  aver- 
age payment  by  these  mernbers  was  $67.93. 

The  largest  amount  paid  by  a  deceased  member  was  $95, 
or  31.23  per  cent,  of  one  benefit;  and  the  amount  paid  to  the 
beneficiary  for  each  $1.00  paid  by  this  member  was  $3,154. 

The  smallest  amount  contributed  by  a  deceased  member 
was  $14.50  or  4.5  per  cent,  of  one  benefit;  and  the  amount 
paid  the  beneficiary  for  each  $1.00  paid  by  this  member  was 
$20.69,  or  7.14  per  cent,  of  one  benefit. 

The  average  return  for  each  $1.00  contributed  by  de- 
ceased members  was  $4.41. 

The  longest  duration  of  membership  of  these  deceased. 
members  was  14  years  and  10  months. 

The  shortest  duration  of  membership  of  these  deceased 
members  was  2  years  and  5  months. 
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In  1902  the Company  began  its  contributions  to  the 

society,  and  since  Februrary,  1902,  it  has  contributed  to  the: 


Mortuary  Fund $iS>S58.oo 

•^ ""     "  S,»28.i 

irv.  7*3^S'^ 

Medicml  examiners'  car-fare 174.25 


Friendly  Aid  Fund    5,^28.10 

Medical  examiners' salary.  7*365.00 


$28.92^.35 
C)n  investments  the  company  paid  the  society  5  per  cent, 
interest,  which  amounted  to  $4,793.99;  this  amount,  added  to 
the  $28,925.35,  makes  a  total  of  $33,719.34.  The  interest  the 
society  would  have  received  from  other  sources  of  investment, 
such  as  depositing  its  surplus  fund  in  savings  banks  (its  old 
method  of  investment),  would  have  been  from  3  to  3.5  per  cent., 
so  by  investing  its  surplus  fimds  with  the  company  the  society 
gains  from  1.5  to  2  per  cent,  on  its  investments. 

AMOUNT  OF  SICK  BENEFITS  PAID-.1905-1906 

1905  1906  Increase    Decrease 

January    $2rj.oo 

February 368.00 

Marck 378.00 

ApriL 300.00 

May 186.00 

June 207.00 

July 180.00 

August 201.00 

Se^tmber 185.00                 148.00                 $37*oo 

October 199.00 

November 315.00 

December 431.00 

Total $3,083.00  $4,338.oo  $1,25500 

Average  benefits  paid  per  month  during  190; $256.92 

*«  *«        **      **        «*        •*        1906 301.50 

**     increase  per  month,  1906  over  1905 104.58 

AMOUNT  OF  SICK  BENEFITS— 1902-1906 

1902 21  benefits $216.00 

1903 205        **      1,601.00 

1904 369        **      2,597.00 

1905 474        ••      3*085.00 

1906 683        **      4,330*00 

Toul 1752  benefits $11,835.00 

TOTAL  ATTENDANCE— MEDICAL  EXAMINERS 

EstinuUed  Financial 
Medical  Surgical  Toul        Saving  to  Sick  Members 

1902 200  121  321  $800.00 

1903 660  271  931  2,500.00 

1904 1009  448  1457  3,500.00 


1906 

Increase 

$370.00 

$137.00 

416.00 

48.00 

350.00 

72.00 

414.00 

114.00 

270.00 

84.00 

276.00 

69.00 

349.00 

33«.oo 

169.00 

137.00 

148.00 

509.00 

310.00 

437.00 
461.00 

122.00 

30.00 
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w  J.  .1  o       -1  1'  .  1  Estimated  Financial 

Medical  Surgical  loul        Saving  to  Sick  Members 

1905. io66  501  1567  4,000,00 

Dr 1740  548  2288  6,000.00 

1906    Dr 130  83  213  650.00 

4805  1972  6777  $17,450.00 

This  amount  of  estimated  financial  saving  to  sick  members, 
$17,450,  and  the  amounts  $11,835  and  $894.03  (sick  benefits, 
medical  and  surgical  supplies)  expended  since  1902,  shows  a 
total  of  $30,179.03.  As  we  have  an  arrangement  whereby  we 
pay  only  25  cents  per  prescription  and  the  medical  examiners 
allow  the  society  the  regular  discount  on  all  surgical  supplies, 
this  amount  paid  by  the  society  for  medicines,  and  so  forth, 
should  be  increased  100  per  cent,  and  it  would  still  be  a  fair 
estimate  of  the  amount  the  members  would  have  to  pay  for 
medical  and  surgical  supplies.  This  amount  would  then  be 
$31,073.06. 

The  total  membership  of  the  Friendly  Aid  Fund  during  this 
period,  1902-1906,  has  contributed  in  dues,  and  so  forth,  $12,- 
683.53.  This  shows  a  fair  estimate  saving  of  $18,38^.53  (to 
sick  members)  on  the  total  membership's  contribution.  Thus 
far  only  (about)  one-third  of  the  membership  of  the  Friendly 
Aid  Fund  have  derived  the  benefits  of  this  fund.  Should  this 
seem  unfair  tothose  remaining  members  who  have  had  as  yet  no 
occasion  to  resort  to  these  advantages,  let  them  consider  that, 
should  the  need  arise,  they  also  will  receive  the  same  benefits. 

The  following  figures  will  show  approximately  the  cost 
per  visit  of  our  medical  examiner  since  1902 : 

Total  visits,  6777. 

Sick  benefits         $11,835.00 

Medical  examiners  7»3^5-<^o 

*<              **         213.00 

Medical  and  surgical  supplies 894.03 

Car-fare  medical  examiners 1 74-25 

•Sundry  expenses i. 000.00 

$21,481.28         Per  visit  $3,170^ 
Including  refunded  dues 1,283.20 

$22,764.48  **      •*       3-59« 

Sick   benefits,    medical  examiner's   supplies 

andcar.fare $20,481.28  '«      "       3022a 


^  Year  1902-4— 'taken  from  the  expense  fuiwl,  since  abolished. 
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Total 
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Total  Amount  of  Dues  Refunded  to  Members  Leaving  the 
Companies*  Emi 

Mortuary 

1902 $18.00 

1903 ^37.00 

1904 169.00 

1905 25950 

1906 35500 

Total $938.50  $1,283.20  $2,221.70 

Sick  Benefits  Paid  Since  1902 

1902-5 $7i497-oo 

1906 4,338.00 

$11,835.00 

COST  PER  MEMBER— FRIENDLY  AID  FUND,  YEAR  1906 

Total  Cost  per 

Cost  Member 

Sick  benefits  paid $4,338.00  $4.6002 

Printing,  postage,  car-fare,  etc 209.05  .221 7 

Physicians 1,878.00  I-99I5 

Medical  and  surgical  supplies 332.36  -3524 

Car-fares  of  physicians 79.55  .0843 

Refunded  dues,  members  leaving  companies*  employ.  429.60  *455^ 

**           *'      financial  secretaries 76.20  .0808 

Salaries,  secretary,  treasurer  and  porter. 134.00  .1421 

7,476.76  $7.9286 

Dues  per  member $3  6000 

Co.,  contribution  (one-half) 1.8000 

Co.,  salaries  of  physicians 1.7656 

Co.,  car-fares,           "          .0843 

Co.,  interest .  1473 

New  members .0970 

Total. $7.4942 

Deficit. .4344 

Average  membership 943 

Membership  end  of  1906 — Mortuary  Fund 1,102 

**  **    "      "       Friendly  Aid  Fund       ...         955 

BOSTON  ELEVATED  RAILWAY  COMPANY. 

This  company  has  adopted  a  system  of  paying  $L^.OO  to 
each  employee  wearing  a  blue  uniform  who  has  rendered  con- 
tinuous and  satisfactory  service  throughout  the  calendar  year, 
and  to  new  employees  who  have  been  in  continuous  employ- 
ment six  months  prior  to  the  end  of  the  calendar  year.  This 
is  intended  as  a  reward  for  meritorious  service  only. 

They  have  adopted  a  plan,  however,  for  the  support  of 
aged  employees  wearing  the   above-mentioned  blue  uniform, 
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it  being  left  entirely  to  the  judgment  of  the  management 
whether  or  not  said  employee  is  unfit  to  perform  any  duty  in 
the  service  of  the  company.  The  plan  is  as  follows:  If  an 
employee  has  been  continuously  in  tiie  service  of  the  company 
for  a  period  of  twenty-five  years,  or  has  reached  the  age 
of  sixty  years  and  been  continuously  employed  by  the  com- 
pany for  fifteen  years,  the  company  contributes  to  the  support 
of  such  employee  a  sum  not  exceeding  $25.00  per  month 
during  the  rest  of  his  lifetime.  It  would  appear  from  this 
that  the  amount  to  be  paid  is  also  left  entirely  to  the  judg- 
ment of  the  management. 

In  addition  to  the  above,  they  have  a  regular  system  of  extra 
compensation  for  service  stripes  of  the  men  wearing  blue  uni- 
forms. One  service  stripe  is  awarded  for  each  five  years  of  con- 
tinuous service.  On  stripe  gives  the  employee  an  extra  half 
cent  per  hour;  two  stripes,  one  cent;  three  or  more  stripes, 
one  and  a  half  cents  per  hour,  and  is  added  to  the  regular 
rates  of  pay  governing  employment  in  the  car  service  and  in- 
cludes inspectors,  starters,  station  masters,  collectors,  and  all 
other  blue  uniformed  men  in  both  surface  and  elevated  ser- 
vice. 

Since  the  adoption  of  the  above  plan  in  1903,  about  fifty 
employees  have  been  pensioned. 

The  following  clippings  from  Progressive  Age  show  the 
profit-sharing  plans  adopted  by  the  New  Haven  (Conn.)  Gas 
Light  Company  and  the  Milwaukee  Gas  Light  Company: 

"It  is  said  that  the  New  Haven  (Conn.)  Gas  Light  Com- 
pany has  adopted  a  profit-sharing  plan  by  which  its  265  em- 
ployees who  have  been  in  service  for  one  continuous  year  will 
receive,  quarterly,  a  share  of  the  company's  earnings  equal  to 
eight  per  cent,  of  their  waj^es.  This  is  at  the  same  rate  at 
which  dividends  are  paid  to  the  stockholders.  The  plan  also 
includes  the  accumulation  of  this  advance  in  their  wages,  and 
when  the  eight  per  cent,  dividend  on  their  wages  amounts  to 
the  market  value  of  one  share  of  stock,  the  same  will  be 
credited  to  the  employee.  This'  scheme,  it  is  reported,  will  go 
into  effect  April  1,  when  the  eight  per  cent,  will  be  given  to  all 
employees  of  one  year's   standing  for   the    preceding    three 
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months  of  their  labors.    The  executive  officers  will  not  par- 
ticipate in  this  plan." 

"The  annual  bonus  to  its  employees  by  the  Milwaukee 
(Wis.)  Gas  Light  Company  amounted  for  the  past  six  months, 
to  10  per  cent,  of  their  wages  instead  of  6  per  cent,  as  hereto- 
fore. General  Manager  Qass  said :  'Since  our  employees  have 
been  factors  in  producing  our  prosperity  by  increasing  the^ 
efficiency  of  our  service  to  our  customers,  we  desire  that  they 
should  share  in  the  profits.  Every  employee,  except  the  ex- 
ecutive officers,  shares  in  the  bonus,  no  distinction  being  made 
in  the  grade  of  workmen.  The  office  force,  solicitors,  and  the 
men  at  the  works,  meter  shops  and  tar  plant,  share  alike.  The 
only  condition  is  that  employees  must  have  been  in  the  com- 
pany's service  for  a  year  previous  to,  and  regularly  during, 
the  period  for  which  the  bonus  is  given.' " 

THE  ITALIAN  FUND. 

Insurance  must  be  provided  for  all  those  who,  either  perma- 
nently or  temporarily,  are  occupied  for  a  daily  wage,  or  on 
piece-work,  away  from  their  homes;  those  who,  although  not 
participating  directly  in  the  work,  superintend  the  work  of 
others,,  provided  their  fixed  wage  does  not  exceed  seven  lire 
($L34)  per  day,  payable  in  regular  periods  not  exceeding  one 
month;  also  apprentices  who  take  part  in  the  work,  with  or 
without  wages;  and  attendants  on  agricultural  machinery. 

All  employers  of  labor  have  to  insure  against  accidents. 
If  the  job  is  not  permanent,  an  insurance  has  to  be  effected 
to  cover  the  time  it  lasts.  Fines  are  imposed  on  employers 
who  attempt  to  deduct  the  cost  of  insurance  from  the  opera- 
tives' wages  or  make  an  incorrect  declaration  as  to  the  num- 
ber of  employees. 

Insurance  must  be  effected  with  the  National  Fund;  but 
there  are  exempted  from  this  form  of  insurance,  firms  who 
have  instituted,  at  their  own  cost,  private  funds  recognized  by 
Royal  decree  and  who  have  deposited  with  the  National  Fund 
various  sums  based  upon  various  conditions. 

In  all  accidents  the  employer  has  to  bear  the  cost  of  first 
aid,  and  in  case  of  death  the  indemnity  is  equal  to  five  years' 
wages,  divided  as  follows:  two-fifths  to  the  wife  and  three- 
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fifths  to  the  children  who  are  under  eighteen  years  of  age. 
In  the  case  of  absolute  permanent  incapacity  for  work,  the 
compensation  is  equal  to  six  years'  wages,  with  a  minimum  of 
$600.  In  the  case  of  partial,  but  permanent,  incapacity  for 
work,  the  compensation  is  equal  to  six  times  that  part  of  which 
the  wages  are  reduced,  or  may  be  reduce^,  subject  to  a  mini- 
mum of  $100.  Should  the  incapacity  for  work  be  complete, 
but,  nevertheless,  temporary,  the  sum  to  be  paid  is  equal  to 
one-half  the  daily  pay  the  employee  received  at  the  time  of 
the  accident.  If  the  accident  has  caused  partial  and  tempo- 
rary incapacity  for  work,  the  daily  compensation  is  equal  to 
half  the  reduction  in  the  daily  pay. 

Indemnity  to  apprentices  is  based  upon  the  wages  of  the 
lowest-paid  operatives  engaged  on  the  same  work. 

The  "annual  wage"  is  defined  as  meaning  *'that  paid  during 
the  twelve  months  preceding  the  accident,  in  cash  or  in  truck, 
up  to  a  maximum  limit  of  $400." 

There  are  a  lot  of  detail  provisions  in  the  law,  which,  as  is 
said  in  the  article,  is  no  doubt  one-sided.  It  also  calls  attention 
to  the  fact  that  many  frauds  have  been  perpetrated  since  the  law 
went  into  effect  in  January,  1904.  It  seems  that  workmen  get 
injured  willingly  with  the  view  of  receiving  compensation  in 
cash.  Firms  who  have  always  been  liberal  towards  their  em- 
ployees do  not  seem  to  be  able  now  to  cope  with  the  increase 
in  accidents  and  claims  for  compensation. 

The  writer  of  the  article  gives  his  experience  as  follows : 
"The  experience  gained  on  the  subject  in  our  own  works  is 
to  the  point ;  we  have  about  1,800  operatives,  and  at  the  present 
time  the  increase  in  claims  for  compensation  under  the  law  is 
40  per  cent,  over  the  figure  of  several  years  ago,  when  we,  of 
our  own  free  will  and  without  state  compulsion,  insured  our 
men,  and  when  a  large  number  of  protective  devices  to  prevent 
accidents,  now  in  use*,  were  unknown."  According  to  another 
report,  the  number  of  accidents  caused  by  engines,  lifts,  motors, 
and  shafting  has  decreased  of  late,  while  the  number  of  falls 
and  accidents  in  hand-labor  have  doubled,  many  other  claims 
being  for  cases  of  arthritis  and  rupture,  traced  invariably  by 
the  men  to  their  work  for  the  employers,  and  for  which  they 
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claim  the  benefit  of  the  law,  aided  in  this  by  unscrupulous 
medico-legal  advisers. 

"The  National  Provident  Fund,  above  referred  to,  was 
formed  in  July,  1898;  it  is  governed  under  a  law  dated  July, 
1901,  completed  by  statutes  and  regulations  approved  by  Royal 
decree  of  May,  1902.  All  Italian  subjects  are  free  to  pay 
deposits  into  the  fund  for  securing  an  old-age  pension  or  a 
pension  in  case  of  disablement,  and  the  state  has  endeavored  to 
encourage  thrift  on  the  part  of  the  subjects,  not  by  adding 
a  given  percentage  to  the  individual  deposits  made  by  them 
as  is  the  case  in  Belgium,  but  by  paying  subsidies  direct  to  the 
fund.  Thus  the  state,  in  the  first  place,  endowed  the  fund  with 
$2,000,000  from  sums  in  the  treasury  from  savings  and  deposit 
accounts,  and  also  part  of  the  profits  of  the  Post  Office  savings 
bank.  Various  other  payments  and  contributions  have  been, 
and  are  being,  made  to  the  fund  in  question ;  among  others  may 
be  mentioned  a  tenth  part  of  the  credit  for  public  worship." 

EXHIBIT  **A** 

Cicneral  Agreement  Wages.   Xo,  Profit-sharing  h'o. 

Memorandum  of    an    Agreement  made    the     day  of 

190     between     for  and  on  behalf  of  the 

South  Metropolitan  Gas  Company,  of  No.  709,  Old  Kent  Road  in  the 
County  of  Surrey,  of  the  one  part,  and of  the  other  part. 

1.  The    said     for    South     Metropolitan    Gas    Company 

agrees    to   employ  said    for   a  period  of 

months  from  the  day  of  the  date  hereof  at  one  or  other  of  the  Stations  of  the 
sai(.l  Company,  if  he  shall  remain  sober,  honest,  industrious  and  performs  the 
work  allotted  to  him. 

2.  The    said    agrees    to  serve   the    said  Company    for  the 

said   period  of       months  in   whatever  capacity  he  may  from  time 

to  time  be  employed  by  the  said  Company  at  the  current  rate  of  wages 
applying  to  sucn  capacity. 

3.  The   said agrees    to  obey   the  orders  of  the  Foreman 

in  charge. 

4.  The  hours  of  working  for  yard  men  to  be  54  hours  per  week. 

5.  The  Company  undertakes  that  during  the  continuance  of  this 
Agreement   the   different   rates    of  wages    in    force   at  the   date   hereof,    and 

which,  under  Clause  2,   may  become  payable   to  said   shall  not 

be  reduced. 

6.  The  said     to  be  entitled  to    the  benefit  and  be  bound  by 

the  conditions  of  the  Profit-Sharing  Rules  so  long  as  he  shall  continue  in  the 
service  of  the  Company  under  agreement. 

No  obstacle  will  be  thrown  in  the  way  of  any  man  engaged 
under  the  above  contract  who  may  wish  to  leave  the  company's 
employment  before  the  expiration  of  the  period  of  service 
therein  agreed  for,  provided  he  shall  notify  such  wish  to  the 
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engineer  of  the  station  at  which  he  may  for  the  time  being 
be  employed,  and  on  receipt  of  such  notice  the  engineer  shall, 
in  his  discretion,  consider  whether  the  services  of  such  man 
can  be  dispensed  with  without  detriment  to  the  company,  and, 
if  so,  permission  will  be  given  at  the  expiration  of  the  usual 
week's  notice. 

EXHIBIT  "B." 

Statement  showing  the  contributions  made  by  members  of 
the  Pennsylvania  Railroad  Voluntary  Relief  Department  and 
the  Companies  associated  in  administration  thereof — also  the 
disbursements  in  benefits  and  assistance  rendered  to  the  mem- 
bers. 

The  Pennsylvania  Railroad  Voluntary  Relief  Department 
is  composed  of  the  various  Companies  associated  in  the  Penn- 
sylvania Railroad  system  and  for  convenience  of  designation 
is  known  as  the  Pennsylvania  Railroad  Voluntary  Relief  De- 
partment, 

It  is  managed  by  an  Advisory  Committee  consisting  of 
fourteen  members,  seven  of  whom  are  chosen  by  the  members 
and  seven  chosen  by  the  Companies,  with  the  General  Manager 
as  ex'Officio  member  and  chairman  of  the  committee. 

During  the  almost  twenty  years  of  operatoin  of  the  Depart- 
ment, namely,  from  February  IS,  1886,  to  December  31,  1905, 
there  was  contributed: 

By  members  the  amount  of $14,354,422. 14 

By  the  Companies  for  special  payments  in  1886  60,652.86 

By  the  Companies  to  December  31,  1899,  for 
Relief  to  sick  members  who  had  exhausted 
their  title  to  benefits 363,919.05 

By  the  Companies  for  deficiencies,  February 

15,  1886,  to  December  31,  1905 586,629.80 

By  the  Companies  for  operating  expenses,  such 
as  salaries  of  all  employees  of  the  Relief 
Department,  Rental,  supplies,  etc 2,203,719.25 

By  the  Companies,  Interest  on  monthly  bal- 
ances and  investments,  February  15,  1886 
to  December  31,  1905,  at  the  rate  of  4  per 
cent 503,422. 15 

Total  by  members,  Companies  and  interest $18,072,765.25 
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In  addition  to  the  above  cash  payments  to  the  Fund  by  the 
Companies,  the  expenses  of  office  rent  for  Medical  Examiners, 
and  their  supplies,  the  services  of  numerous  other  employees 
all  over  the  system,  in  all  departments,  including  the  facilities 
of  the  mail,  express  and  telegraph  departments,  free  hospital 
services,  surgical  attendance,  and  the  furnishing  of  artificial 
limbs,  trusses  and  other  appliances,  furnished  to  disabled  mem- 
bers by  the  Companies,  it  is  estimated  equal  75  per  cent,  of  the 
cash  paid  by  the  Companies  for  the  maintenance  of  the  Fund — 
this  would  amount  to  $1,652,789.44,  which  added  to  the  total 
receipts  makes  the  total: 

$19,725,554.69 
Add  also  donations 5,005.25 

Making  the  Grand  Total $i9i730,559.94 

The  disbursements  of  the  Fund  have  been  as  follows  : 
3007  accident  death  benefits  paid 
from  February  15,  1886,  to 

December  31.  1905 $1,655,631  56 

7420  sickness  death  benefits  paid 
from  February  15,  1886,  to 
December  31,  1905 4.235, 74577 

149,379  disablements  by  accident 
from  February  15,  1886,  to 
December  31,  1905 2,853,304.24 

451,718  disablements  by  sickness 
from  February  15,  i886,  to 
December  31,  1905 5,591,010.29 

Superannuation  allowances  paid  to 
retired  members  from 
Superannuation  Fund, 
January  i,  1900,  to  De- 
cember 31,  1905 251,929.51 

Expenses    paid   by   Companies  for 

operating  the  Department,  2.203,719.25 

Additional  cost  of  services  and 
facilities  for  conducting 
the  Department,  not  in- 
cluded in  above,  including 
such  as  hospital  attend- 
ance,  surgical  attendance, 

artificial   limbs,    etc.,    and  ' 

other  expenses  (estimated)  1,652,789.44 

Total $18,444, 130.06 

Leaving  a  balance  on  band $1,286,429.88 
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From  the  above  it  is  shown  that  the  payments  by  the  0>m- 
panies  were  as  follows : 

Expenses  paid  by  the  Companies  for  operating 

the  Department $2,203,719.25 

Expenses  paid  by  the  Companies,  estimated 
cost  of  services  and  facilities  for  conducting 
the  Department,  including  hospital  attend- 
ance, surgical  attendance,  artificial  limbs, 
etc.,    and  other  expenses  not  included   in 

above 1,652,789.44 

Deficiencies  paid  by  Companies 586,629.80 

Special  payments  by  Companies  in  1886 60,652.86 

Relief  to  sick   members  who  had   exhausted 

their  title  to  benefits '. 363,919.05 

Total $4,867,710.40 

Operations  for  the  Year  1905. 
Amount  of  contributions  by  members,  1905...  $1,410,784.02 
Interest  on  monthly  balances  and  investments, 

1905 49.829.78 

Deficiencies  paid  by  Company,  1905,  $92,824.79 

Operating  expenses,  1905 196,286.81 

Total  paid  by  Companies,  1905 289, 1 1 1 .60 

Total  by  members.  Companies  and 

interest  1905 $1,749,725.40 

Accident  Death  Benefits  paid,  1905  $180,840.90 
Sickness  Death  Benefits  paid,  1905  352,035.12 
Accident  Disablement  Benefits  paid 

1905 31^.710-25 

Sickness  Disablement  Benefits  paid 

1905 555.237.14 

Superannuation    allowances    paid 

retired  members,  1905 54,318.12 

Total  Benefits  paid,  1905 $1,455,141.53 

By  analyzing  these  statements  it  will  appear  that  the  num- 
ber of  deaths  from  accident  is  less  than  one-half  the  number 
of  deaths  from  sickness,  and  the  number  of  disablements  by 
accident  less  than  one-third  that  of  disablement  by  sickness, 
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and  the  amount  paid  for  accident  disablement  and  death  from 
accident,  equals  less  than  one-half  of  that  paid  for  disablement 
and  death  from  sickness;  therefore,  the  claim  that  the  Relief 
Department  is  maintained  principally  for  the  purpose  of  de- 
priving members  of  their  "legal  rights''  is  without  foundatfon. 
It  should  also  be  borne  in  mind  that  of  the  many  accidents 
reported,  comparatively  very  few  would  disclose  any  liability 
on  the  part  of  the  Company  for  damages. 

From  the  foregoing  statement  showing  the  operations  for 
the  twenty  years  ending  December  31,  1905,  it  will  be  seen  that 
the  cash  paid  directly  for  operating  expenses,  deficiencies  and 
supplies,  together  with  the  estimated  amount  for  expenses  not 
•directly  charged  to  the  Relief  Department,  equals  about  25  per 
cent,  of  the  total  amount  contributed  by  both  the  members  and 
the  companies,  and  would  equal  about  34  per  cent,  of  the 
amount  contributed  by  the  members. 

In  addition  to  these  large  contributions  by  the  Companies, 
there  is  the  absolute  guarantee  of  the  Companies  that  all  just 
claims  against  the  Fund  will  be  met  when  presented ;  this  alone 
is  a  very  valuable  consideration,  especially  when  considered  in 
connection  with  the  very  small  amount  of  cash  on  hand,  equiva- 
lent to  less  than  1  per  cent,  of  the  risk  of  over  $47,000,000  lia- 
"bility  for  death  of  members.  This  condition  would  be  impos- 
sible with  an  ordinary  co-operative  beneficial  organization,  as 
the  State  Insurance  Department  would  not  allow  any  organi- 
zation of  this  character  to  continue  business  with  such  a 
slender  reserve  fund.  This  guarantee  is  of  incalculable  value 
when  considering  the  possible  distress  that  would  ensue  in  case 
•of  a  serious  epidemic  if  it  were  not  for  the  Companies'  guar- 
antee to  make  good  any  and  all  deficiencies,  and  can  be  better 
appreciated  when  one  recalls  the  numerous  failures  of  other 
mutual  beneficial  organizations  to  meet  their  obligations. 

Deducting  from  the  total  amount  paid  by  the  Companies, 
zHjs.:  $4,867,710.40,  the  difference  between  the  amount  con- 
tributed by  the  members  and  that  paid  to  them  for  benefits,  i,  e,, 
•$18,730.28,  would  show  a  deficit  in  the  accounts  of  the  Depart- 
ment to  December  31,  1905,  amounting  to  $4,848,980.12,  that 
would  have  existed  had  it  not  been  for  the  liberality  of  the 
-Tompanifft,  Iml^ftdof  this  deficit  there  is  to  the  credit  of  the 
MH#lir  Dbtgiiifai  71,  1905 : 
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In  Relief  Fund  Surplus  Account 
the  interest  from  which  is  paid 
to  retired  member^  as  * 'Super- 
annuation ** $751 ,256.25 

In  Superannuation  Fund  Account       70,726.27 

Total $821,982.52 

Current  accounts  from  which  ben- 
efits for  disability  and  death 
are  payable 464,447.36 

Grand  Total $1,286,429.88 

It  is  provided  in  the  regulations  of  the  Relief  Department 
that  in  the  adjustment  of  the  accounts  between  the  companies 
and  the  fund  the  financial  periods  should  be  of  three  years  each. 
At  the  close  of  every  three  years  the  accounts  are  closed.  If 
there  is  a  deficiency  in  the  accounts  at  that  time  the  companies 
provide  the  money  necessary  to  make  up  any  deficit,  and  if 
there  is  a  balance  to  the  credit  of  the  fund  it  is  placed  in  the 
surplus  account  for  the  benefit  of  the  members. 

This  explains  the  condition  that  while  the  companies  have 
paid,  for  various  periods,  deficiencies  amounting  to  $586,629.80, 
there  have  been  in  other  periods  amounts  accumulated  in  ex- 
cess of  the  liabilities,  which,  with  interest  thereon,  paid  by  the 
companies  at  the  rate  of  four  per  cent,  per  annum  0:1  niM-thly 
balances,  amounts  to  $751,256.25. 

While  a  portion  of  this  surplus  is  due  to  interest  received  on 
the  amount  accumulated,  still  the  amount  of  cash  paid  by  the 
Companies,  including  $586,629.80,  for  the  deficiencies  that 
occurred  at  the  close  of  periods  of  three  years,  when  settle- 
ment of  accounts  between  the  Companies  and  the  Fund  oc- 
curred, shows  conclusively  that  if  it  were  not  for  the  Com- 
panies* contributions,  instead  of  the  balance  to  the  credit  of 
the  Fund  there  would  be  a  large  deficit. 

It  is  well  to  note  in  this  connection  that  every  dollar  con- 
tributed by  its  members  is  returned  to  them  in  benefits  and  that 
every  cent  of  expense  for  conducting  the  Department,  of  any 
character  whatever,  is  paid  for  by  the  Companies. 
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It  is,  therefore,  evident  that  the  superannuation  allowances 
that  are  paid  are  really  made  from  money  contributed  by  the 
Companies.  In  this  connection  it  is  pertinent  to  state  that  the 
"Superannuation  allowances"  and  "Pensions"  are  two  separate 
and  distinct  features.  The  Pensions  are  paid  by  the  several 
Companies  as  gratuities  to  the  employees  retired  from  active 
service,  without  regard  to  whether  they  are  members  of  the 
Relief  Fund  or  not.  The  Superannuation  allowances  are  paid 
in  addition  to  the  Pensions  to  the  members  of  the  Relief  Fund 
who  are  retired  from  service,  from  the  interest  on  the  Surplus 
set  aside  for  that  purpose. 

The  policy  of  the  companies  is  to  treat  liberally  employees 
who  have  any  proper  grievance  against  them  for  injuries  acci- 
dentally received,  and  consequently  the  litigation  where  liability 
actually  exists  is  comparatively  light,  the  large  majority  of  the 
suits  instituted  being  of  a  speculative  character ;  that  is  to  say, 
the  plaintiff  has  really  no  valid  claim,  but  is  desirous  of  having 
the  case  tried  in  court,  hoping  that  by  some  fortunate  chance 
he  may  obtain  a  verdict  in  his  favor. 

At  the  hearings  before  the  Judiciary  Committee  of  the 
House  of  Representatives  it  was  stated  that  while  the  name 
"Voluntary"  was  applied  to  the  Pennsylvania  Railroad  Volun- 
tary Relief  Department,  it  was  in  fact  compulsory,  as  the 
employees  were  virtually  compelled  to  join  the  Relief  Fund ;  in 
contradiction  of  this  it  may  be  stated  that  of  the  125,383  em- 
ployees on  the  Lines  East  of  Pittsburgh  and  Erie  on  December 
31,  1905,  only  92,192  were  members  of  the  Relief  Fund,  and  a 
large  number  of  these  were  "new"  employees,  showing  con- 
clusively that  it  is  not  compulsory. 

A  further  evidence  of  its  voluntary  character \is  shown  in 
the  liberty  of  members  to  withdraw  from  membership  without 
loss  of  employment.  As  an  illustration,  it  is  found  that  from 
January  1,  1905,  to  April  1,  1906,  there  have  been  but  45 
members  who  withdrew  from  the  Relief  Fund  and  only  two  of 
this  number  have  left  the  service.  This  proportion  is  also  true 
of  other  years. 

Another  illustration  of  the  fact  that  membership  is  volun- 
tary is  forcibly  shown  by  the  average  class  held  by  the  mem- 
bers. The  statistics  for  the  year  1905  indicate  the  average  num- 


Digitized  by  VjOOQIC 


698 

ber  of  classes  held  by  each  member  to  be  two,  and  as  members 
are  privileged  to  take  one  class  only,  if  they  so  desire,  and  as 
the  second  class  is  the  limit  that  the  average  pay  of  the  em- 
ployees would  permit,  the  higher  class  held  is  a  clear  indication 
that  the  members  joined  the  Fund  of  their  own  free  will  and 
jiot  by  compulsion  as  alleged. 

That  the  Relief  Fund  is  not  popular  among  the  employees 
generally  cannot  be  successfully  maintained ;  its  popularity  is 
evidenced  by  the  large  membership,  the  average  class  held  by 
the  members,  and  the  small  number  of  withdrawals  from  the 
Relief  Fund. 

The  Department  has  also  been  criticised  for  not  permitting 
members  after  leaving  the  service  to  continue  their  member- 
ship. When  the  Department  was  first  organized  it  was  pro- 
vided that  all  who  entered  the  service  after  that  date  should 
become  members  of  the  Relief  Fund,  and  owing  to  the  pro- 
visions then  in  force  it  was  also  provided  that  membership 
could  be  continued  after  leaving  the  service,  but,  owing  to 
objections  of  some  of  the  employees,  the  compulsory  feature 
wis  removed  and  with  it  the  provision  permitting  a  member  to 
continue  his  death  benefit  after  leaving  the  service,  as  it  was 
not  entirely  clear  that  under  the  voluntary  plan  the  corporate 
powers  of  the  Companies  would  justify  a  guarantee  by  the 
Companies  for  the  benefit  of  persons  not  in  their  employ. 

It  is  true  that  numerous  employees,  members  of  the  Relief 
Funds,  have  appeared  before  committees  of  state  legislatures  in 
defense  of  their  rights  as  members  of  these  Funds,  and  they 
should  not  be  deprived  of  their  just  rights  and  privileges  witii- 
out  proper  hearing,  as  they  have  property  interests  that  they 
should  not  be  summarily  deprived  of.  It  is,  therefore,  mani- 
festly unfair  to  deprive  one  class  of  employees  from  member- 
ship in  organizations  that  inspire  confidence  and  are  most  ad- 
vantageous, and  compel  them  to  seek  protection  that  is  less 
reliable  and  more  expensive  in  other  organizations  that  may 
also  be  objectionable  in  other  ways. 

To  maintain  relief  departments  under  the  conditions  im- 
posed by  the  "Bates  Bill"  would  seem  to  be  impossible,  as  the 
Companies  would  be  contributing  to,  and  aiding  to  raise,  funds 
that  would  in  a  number  of  cases  provoke  speculative  suits,  as 
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the  pa)mient  of  benefits  would  provide  the  funds,  and  suit 
could  be  brought  in  every  case  of  injury,  whether  liability  on 
the  part  of  the  company  did-or  did  not  exist. 

It  has  been  the  aim  of  the  management  of  the  Companies 
to  co-operate  with  representatives  of  the  members  to  make  the 
conditions  affecting  membership  more  attractive.  This  is  evi- 
dent in  all  the  changes  that  have  been  made  in  the  regulations 
since  the  operations  of  the  Department  began. 

F.  8-B.  A. 

Philadelphia  Electric  Beneficial  Association. 


Certificate  of  Membership. 


No.. 


OFFICE  OF  THE  SUPERINTENDENT. 

Philaettlphia^  Pa., 190 

This   Certifies,    That^ 

employed  by  the  Philadblphia  Elbctric  Company,  is  a  member  of  the 

Philadblphia  Elbctric  Bbnrficial  Association, 

and  is  entitled  to  the  benefits  provided  by  the  Regulations  of  the  said  Association  (which 
Regulations  are  hereto  annexed  and  which,  together  with  any  other  Regulations  of  the 
said  Association  that  may  hereafter  be  adopted  as  herein  provided  are  hereby  made  a 
part  of  this  Certificate). 

Supt.  0/ the  Philadelphia  Electric  Beneficial  Association . 

PHILADELPHIA  ELECTRIC  BENEFICIAL 
ASSOCIATION. 

Important  Notice. 

Should  you  become  sick  or  injured,  notify  at  once  your 
time-keeper  or  the  officer  under  whom  you  are  employed,  giv- 
ing date  the  disability  began  and  your  exact  residence,  and  if 
not  able  to  personally  notify  him,  send  a  letter  or  postal  card. 
(See  Regulations.) 

You  are  expected,  when  disabled  and  not  confined  to  the 
house,  to  visit,  at  once,  the  Medical  Examiner  at  his  office, 
during  office  hours,  and  continue  to  report  to  him,  in  person,  at 
such  other  times  as  he  may  request. 
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The  Medical  Examiner  is  not  expected  to  call  upon  you  if 
you  are  able  to  go  to  his  office,  and  are  not  prevented  by  dis- 
tance. Do  not  change  your  residence  during  disability  without 
notifying  the  Medical  Examiner. 

Special  attention  is  called  to  the  fact  that  when  a  member 
of  the  Association  marries,  and  desires  to  make  his  Death 
Benefit  payable  to  his  wife,  he  must  make  an  application  in  the 
prescribed  form  for  the  desired  change;  otherwise,  in  case  of 
his  death,  the  Benefit  must  be  paid  by  the  Association  to  the 
beneficiary,  if  living,  previously  designated  by  the  member  to 
receive  it. 

The  above  instructions  should  be  closely  foHowed. 

H.  C.  LUCAS, 
Superintendent. 

EXHIBIT  "C." 

REGULATIONS  GOVERNING   THE   PHILADELPHIA 

ELECTRIC  BENEFICIAL  ASSOCIATION. 

(Taking  Effect  June  1st,  1907.) 

ARTICLE  I. 

NAME. 

The  Association  shall  be  known  as  the  Philadelphia  Electric 
Beneficial  Association. 

ARTICLE  II. 

'  OBJECT. 

The  object  of  the  Association  is  the  establishment  and 
management  of  a  fund  to  be  known  as  the  Benefit  Fund,  for 
the  payment  of  definite  amounts  to  the  members  of  the  Associa- 
tion, when  under  the  regulations  thereof,  they  shall  be  entitled 
thereto  by  reason  of  disability  from  accident,  sickness  or  other 
cause,  and,  in  the  event  of  their  death,  to  their  relatives  or 
other  beneficiaries  specified  in  their  application  or  thereafter 
designated  in  accordance  with  said  regulations. 

ARTICLE  III. 

MEMBERS. 

Section  1.  Only  employees  of  the  Philadelphia  Electric 
Company  and  its  successors,  or  of  its  or  their  affiliated,  con- 
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trolled  or  leased  Companies,  shall  be  eligible  to  membership  in 
the  Association,  and  any  member  shall  forfeit  his  membership 
and  all  benefits  appertaining  thereto  upon  leaving  or  being  dis- 
charged from  the  service  of  his  employer. 

Section  2.  Such  employees  desiring  to  become  members  of 
the  Association  shall  sign  an  application  in  the  form  prescribed 
in  Section  3  of  this  Article,  and  present  the  same  to  the  Su- 
perintendent of  the  Association,  who  shall,  if  he  approves 
thereof,  issue  a  certificate  of  membership  to  the  applicant. 

Section  3.  Application  for  membership  in  the  Association 
shall  be  in  the  following  form : 

•PHILADELPHIA  ELECTRIC  BENEFICIAL 

ASSOCIATION. 

Application  for  Membership. 

To  the  Superintendent  of  the  Philadelphia  Electric  Beneficial 

Association : 

I, ,  of  ,  in 

the  county  of and  State  of 

employed  or  about  to  be  employed  in  the  service  of 

; Company, 

do  hereby  apply  for  membership  in  the  Philadelphia  Electric 
Beneficial  Association,  and  consent  and  agree  to  be  bound  by 
the  regulations  of  said  Association,  which  I  have  read  or  which 
has  been  read  to  me,  as  contained  in  the  book  of  said  regula- 
tions, and  by  any  amendment  or  amendments  thereof  or  other 
regulations  of  said  Association  that  may  hereafter  be  adopted. 

I  also  agree,  that  the  said  Company,  my  employer,  or, 
any  other  Company  whose  employees  may  become  members  of 
the  Association  and  which  may  hereafter  employ  me,  shall  by 
its  or  their  proper  agents,  and  in  the  manner  provided  in  said 
regulations,  apply  as  a  voluntary  contribution  from  any  wages 
earned  by  me  under  such  employment,  or  from  benefits  ^hat 

may  hereafter  become  payable  to  me,  at  the  rate  of 

($ )  for  the  purpose  of  securing  the  benefits 

provided  for  in  the  said  regulations  of  the  said  Association. 
Unless  I  shall  otherwise  designate,  in  the  prescribed  form,  with 
the  approval  of  the  Superintendent  of  the  Association,  death 
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benefit  shall  be  payable  to 


And  if  any  person  now  or  hereafter  designated  by  me  to  receive 
the  death  benefit  shall  not  be  living  at  the  time  of  my  death,  or 
shall  be  incapacitated  for  executing  the  requisite  receipt  and 
release,  or  if  there  shall  be  no  such  person,  the  death  benefit 
shall  be  payable  to  my  heirs  under  the  intestate  laws  of  Penn- 
sylvania, without  liability  for  my  debts.  Any  funeral  or  other 
expenses  incident  to  my  death  which  shall  have  been  paid  by 
the  Superintendent  of  the  Association,  in  accordance  with  the 
said  regulations,  shall  be  held  to  be  in  part  payment  of  the  said 
death  benefit,  and  the  amount  so  paid  shall  be  deducted  from 
the  total  amount  of  said  death  benefit  before  payment  to  the 
person  or  persons  entitled  to  receive  the  same.  And  in  con- 
sideration of  the  contribution  to  be  made  to  the  Beneficial  Fund 
of  the  Association  by  the  Philadelphia  Electric  Company,  and 
its  successors,  I  hereby  agree  that  the  acceptance  of  benefits 
from  the  said  Association,  for  injury  or  death,  shall  operate  as 
a  release  of  all  claims  for  damages  against  said  Company,  my 
employer,  and  against  any  of  said  affiliated,  controlled  or  leased 
Companies  by  which  I  may  hereafter  be  employed,  arising  from 
such  injury  or  death,  which  could  be  made  by  or  through  me, 
and  that  I  or  my  legal  representatives  will  execute,  or,  where 
necessary,  procure  to  be  executed,  such  further  instrument  as 
may  be  necessary  formally  to  evidence  such  acquittance. 

T  also  agree,  that  this  application,  when  approved  by  the 
Superintendent  of  said  Association,  shall  make  me  a  member  of 
said  Association  on  and  from  the  date  upon  which,  by  the  pro- 
visions of  the  regulations  of  said  Association  and  the  terms  of 
this  application,  it  takes  eflfect.  and  shall  constitute  a  contract 
between  myself  and  the  said  Company,  my  employer,  and  such 
of  the  said  affiliated,  controlled  or  leased  Companies  by  which 
I  may  be  employed,  and  that  the  terms  of  this  application  and 
the  regulations  of  said  Association  shall,  during  my  member- 
ship, be  a  part  of  the  conditions  of  my  employment  by  said 
Company  or  Companies,  or  any  of  them,  and  that  the  same 
shall  not  be  avoided  by  any  change  in  the  character  of  my 
service,  or  locality  where  rendered,  while  in  such  employment. 
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or  by  any  change  in  the  amount  applicable  from  my  wages  to 
the  Beneficial  Fund,  which  I  may  hereafter  consent  to,  and  that 
the  agreement  that  the  above-named  amounts  shall  be  appro- 
priated from  my  wages  shall  apply  also  to  any  other  amounts 
arising  from  changes  made  as  aforesaid,  and  shall  constitute 
an  appropriation  and  assignment  in  advance  to  the  said  Com- 
pany or  Companies,  my  employers,  in  trust,  for  the  purposes  of 
said  Association,  of  such  portion  of  my  wages,  which  assign- 
ment shall  have  precedence  over  any  other  assignment  by  me 
of  my  wages,  or  of  any  claim  upon  them,  on  account  of  liabili- 
ties incurred  by  me. 

I  also  agree,  for  myself,  and  those  claiming  through  me, 
to  be  especially  bound  by  the  regulations  providing  for  final 
and  conclusive  settlement  of  all  disputes  by  reference  to  the 
Superintendent  of  said  Association,  subject  to  appeal  from  his 
decision  to  the  Board  of  Trustees. 

I  certify  that  I  am  correct  and  temperate  in  my  habits; 
that  so  far  as  I  am  aware,  I  have  no  injury  or  disease,  con- 
stitutional or  otherwise,  which  will  tend  to  shorten  my  life, 
and  am  now  in  good  health  and  able  to  earn  a  livelihood. 

I  do  hereby  further  acknowledge,  consent  and  agree  that 
any  untrue  or  fraudulent  statement  made  by  me  to  the  Medical 
Examiner,  or  any  other  concealment  of  facts  in  this  applica- 
tion, or  my  resignation  from  the  service  of  said  Company,  my 
employer,  or  from  any  of  the  said  affiliated,  controlled  or  leased 
Companies,  or  my  being  relieved  from  employment  and  pay 
therein  at  the  pleasure  of  the  said  Companies,  or  any  of  them, 
or  their  proper  officers,  shall,  except  as  otherwise  provided  in 
the  r^^lations,  forfeit  my  membership  in  the  said  Association, 
and  all  benefits,  rights  and  equities  arising  therefrom,  except- 
ing that  my  leaving  the  service  shall  not,  in  the  absence  of  any 
of  the  other  foregoing  causes  of  forfeiture,  deprive  me  of  any 
benefits  to  the  payment  of  which  I  shall  have  previously  become 
entitled  by  reason  of  accident  or  sickness  occurring  while  in  the 
service,  as  provided  in  said  regulations. 

This  application  shall  take  effect  on  the day  of 

,  A.  D.,  19         ,  if ,  on  that  date,  I  shall 

be  on  duty  in  the  service  of  the  said  Company ;  otherwise,  upon 
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the  date  of  my  going  on  duty  in  such  service,  and  am  not  at  the 
time  suffering  from  injury  or  disease. 

In  witness  whereof,  I  have  signed  these  presents  at 

,  in  the  county  of 

State  of this 

day  of A.  D,  190 

Witness   

The  foregoing  application  is  hereby  approved  this  day  of 
../..  190 

.  Superintendent  of  the  Philadelphia 

Electric  Beneficial  Association, 

Section  4.  An  appHcation  for  membership  shall  take 
effect  on  the  date  specified  therein,  except  as  to  one  not  on 
duty  in  the  service  of  the  Philadelphia  Electric  Company,  or 
one  or  more  of  its  affiliated,  controlled  or  leased  Companies,  in 
which  case  it  shall  take  effect  at  any  subsequent  date  upon 
which  the  applicant  goes  on  duty  and  is  not  at  the  time  suffer- 
ing from  injury  or  disease.  If  the  specified  date  be  a  Sunday 
or  a  legal  holiday,  on  which  the  applicant  is  not  on  duty,  the 
application  shall  nevertheless  take  effect  on  that  date,  if,  by 
being  on  duty  the  working  day  immediately  before  and  after 
such  date,  he  shall  be  shown  not  to  be  disabled  on  that  date. 

Section  S.  In  any  case  in  which  notice  in  writing  of  the 
existence  of  heirs  of  such  deceased  member  under  the  intes- 
tate laws  of  Pennsylvania  shall  not  be  served  on  the  Superin- 
tendent of  the  Association  within  twelve  months  after  such 
member's  death,  it  shall  be  treated  as  conclusive  that  there 
are  no  such  heirs  in  existence,  and  thereupon  the  said  benefit 
shall  lapse  and  become  absolutely  extinguished,  and  the  amount 
thereof  shall  remain  as  part  of  the  Beneficial  Fund  of  the 
Association ;  but  so  much  thereof  as  may  be  requisite  for  the 
necessary  funeral  expenses  and  proper  expenses  incident  to 
the  disability  and  death  of  the  member  shall  in  such  case  be 
paid  from  the  Beneficial  Fund. 

Section  6.  The  designation  of  a  person  to  receive  the 
death  benefit  in  trust  for  a  minor  child  shall  be  presumed  to 
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last  only  during  the  minority,  unless  otherwise  provided  in  the 
designation. 

Section  7.  Unless  otherwise  directed  by  the  Superintend- 
ent of  the  Association,  an  application  of  a  married  woman 
must  be  signed  also  by  her  husband ;  and  that  of  a  minor  by 
the  father  or  other  legal  guardian. 

ARTICLE  IV. 

OFFICERS. 

Section  1.  The  officers  of  the  Association  shall  be  a  Su- 
perintendent, a  Treasurer  and  a  Secretary,  who  shall  be  ap- 
pointed annually  by  the  President  of  the  Philadelphia  Electric 
Company,  and  its  successors,  or  of  its  or  their  affiliated,  con- 
trolled or  leased  Companies,  in  the  first  week  of  April.  There 
shall  also  be  a  Board  of  eight  Trustees,  employees  of  the  Phil- 
adelphia Electric  Companies,  and  its  successors,  or  of  its  or 
their  affiliated,  controlled  or  leased  Companies,  who  shall  be 
chosen  by  ballot  at  the  Annual  Meeting  of  the  Association. 
The  votes  for  the  eight  Trustees  shall  be  counted  and  the 
result  determined  by  tellers  selected  by  the  Board  of  Trustees. 
The  officers  of  the  Association  shall  be  ex-officio  members  of 
the  Board  of  Trustees.  The  members  of  the  Board  of  Trus- 
tees to  serve  during  the  first  year  shall  be  chosen  by  the  Presi- 
dent of  the  Philadelphia  Electric  Company,  and  its  successors, 
or  of  its  or  their  affiliated,  controlled  or  leased  Companies, 
and  members  to  fill  vacancies  thereafter  occurring  shall  be 
designated  by  the  Superintendent  of  the  Association;  such 
members  shall  serve  until  their  successors  are  duly  chosen  as 
above  provided. 

ARTICLE  V. 

DUTIES  OF  OFFICERS. 

Section  I.  The  Superintendent  shall  be  the  executive  head 
of  the  Association  and  have  general  charge  of  all  the  business 
pertaining  thereto.  He  shall  preside  at  all  the  meetings  of  the 
Trustees,  prescribe  the  forms  and  blanks  to  be  used  and  the 
reports  to  be  made  to  the  Association,  certify  to  the  correct- 
ness of  all  bills  and  check  rolls  for  employees  of  the  Associa- 
tion and  send  them  for  approval  to  the  Treasurer  of  the  Asso- 
ciation, and  shall  furnish  to  the  Board  of  Trustees  such  re- 
ports as  they  may  require. 
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Section  2.  Treasurer. — It  shall  be  the  duty  of  the  Treas- 
urer to  collect  all  fees  and  dues  from  the  members,  through 
their  attorney,  i.  e.,  the  Treasurer  of  the  Philadelphia  Electric 
Company,  or  its  successors,  and  to  hold  or  invest  the  funds  of 
the  Association  under  the  direction  of  the  Trustees.  He  shall 
pay  orders  for  money  when  drawn,  as  hereinafter  provided. 
He  shall  make  a  monthly  report  of  the  financial  affairs  of  the 
Association  to  the  Trustees.  He  shall  give  good  and  sufficient 
bond  with  such  surety  and  in  such  sums  as  shall  be  approved 
by  the  Superintendent  of  the  Association. 

Section  3.  Secretary. — It  shall  be  the  duty  of  the  Secre- 
tary to  keep  full  and  accurate  minutes  of  the  Association.  He 
shall  also  perform  such  other  clerical  work  as  the  Superinten- 
dent may  direct. 

Section  4.  The  Board  of  Trustees  shall  have  general 
supervision  of  the  operation  of  the  Association,  and  shall  see 
that  they  are  conducted  in  accordance  with  the  regulations. 
The  Board  of  Trustees  shall  hold  stated  meetings  once  in 
every  month  at  such  time  and  place  as  they  shall  determine, 
and  shall  meet  at  other  times  at  the  call  of  the  Superintendent. 

Section  5.  There  shall  be  a  Medical  Examiner  who  shall 
act  as  the  adviser  of  the  Superintendent  with  respect  to  medi- 
cal matters,  and  shall  decide  as  to  the  character  of  the  disability 
of  members  and  their  fitness  for  duty.  The  Medical  Examiner 
shall  make  the  required  physical  examination  and  prepare  ap- 
plications for  membership  in  the  Association,  ascertain  and 
report  upon  the  conditions  of  members  reported  sick  or  injured 
and  perform  such  other  duties  as  may  be  required  of  him. 

The  expenses  incurred  by  the  Medical  Examiner  in  the 
conduct  of  his  work  as  Medical  Examiner  shall  be  borne  by 
the  Beneficial  Association. 

ARTICLE  VI. 

FEES    AND    DUES. 

Section  1.  Each  member  of  the  Association  shall  pay  an 
entrance  fee  of  One  Dollar  ($1.00).  Each  member  whose 
monthly  salary  or  wages  shall  amount  to  $150.00  or  more,  shall 


Digitized  by  VjOOQIC 


607 

pay  the  sum  of  75  cents  as  semi-monthly  dues,  and  each  mem- 
ber whose  monthly  salary  x)r  wages  shall  be  less  than  $150.00 
shall  pay  semi-monthly  dues  equivalent  to  one-half  of  one  per 
cent,  of  his  monthly  salary  oi  wages.  The  said  dues  shall  be 
exacted  semi-monthly  in  full  from  every  member  of  the  Asso- 
ciation for  any  portion  of  the  month  while  in  the  employ  of  the 
Company.  Fees  and  dues  shall  be  deducted  from  the  member's 
wages  on  the  pay-roll  of  the  current  half  month  and  placed 
to  the  credit  of  the  Association.  When  a  member  has  no 
wages  on  the  pay-roll  his  dues  shall  be  deducted  from  his 
benefits  if  entitled  to  them,  or  from  his  wages  of  succeeding 
half  month  if  absent  with  leave.  All  moneys  deducted  or  re- 
tained from  the  wages  of  members  of  the  Association  by  the 
Treasurer  of  the  Philadelphia  Electric  Company,  or  its  suc- 
cessors, shall  be  delivered  semi-monthly  to  the  Treasurer  of  the 
Association. 

Section  2.  The  Philadelphia  Electric  Company,  or  its 
successors,  and  its  or  their  affiliated,  controlled  or  leased  Com- 
panies, will  assume  all  the  expense  of  clerk  hire,  office  room, 
and  all  charges  for  stationery,  etc.,  and  shall  facilitate  in  every 
way,  without  any  charge  therefor,  the  investment  and  handling 
of  the  relief  funds,  from  time  to  time,  for  the  benefit  of  the 
Association,  and  shall  further  contribute  to  the  said  fund  to 
the  extent  of  a  sum  equal  to  the  amount  from  time  to  time 
contributed  by  the  employees,  members  of  the  Association, 
until  the  total  sum  contributed  by  the  employees,  members  of 
the  Association,  and  the  Philadelphia  Electric  Company,  or  its 
successors,  and  its  or  their  affiliated,  controlled  or  leased  Com- 
panies, shall  aggregate  the  sum  of  $25,000,  after  which  time 
the  Philadelphia  Electric  Company,  or  its  successors,  or  its 
or  their  affiliated,  controlled  or  leased  Companies,  shall  con- 
tribute a  sum  equal  to  fifty  per  cent,  of  the  amount  contributed 
by  its  employees,  members  of  the  Association,  until  such  ac- 
cumulated fund  of  the  Association  shall  amount  to  $50,000, 
the  sum  to  be  contributed  by  the  Philadelphia  Electric  Company 
or  its  successors,  and  its  or  their  affiliated,  controlled  or  leased 
Companies,  shall  be  an  amount  equal  to  ten  per  cent,  of  the  sum 
contributed  by  the  employees,  members  of  the  Association,  until 
such  time  as  the  accumulated  fund  shall  amount  to  the  sum  of 
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$100,000,  after  which  time  the  Philadelphia  Electric  Company, 
or  its  successors,  and  its  or  their  affiliated,  controlled  or  leased 
Companies,  shall  make  no  further  contribution,  except  at  such 
time  as  the  fund  shall  fall  below  $100,000,  during  which  the 
Philadelphia  Electric  Company,  or  its  successors,  and  its  or 
their  affiliated,  controlled  or  leased  Companies,  shall  contribute 
in  the  proportions,  and  under  the  conditions  above  set  forth, 
until  the  said  fund  again  reaches  the  amount  of  $100,000. 

Section  3.  Any  member  losing  his  right  of  membership 
in  consequence  of  leaving  or  being  discharged  from  the  service 
of  the  Philadelphia  Electric  Company,  or  its  successors,  or  its 
or  their  affiliated,  controlled  or  leased  Companies,  may,  if  rein- 
stated in  same  service,  again  become  a  member  of  the  Associa- 
tion upon  filing  a  new  application  as  required  in  Article  I, 
Section  3. 

Section  4.  Any  member  of  the  Association  losing  his 
rights  of  membership  in  consequence  of  leaving  or  being  dis- 
charged from  the  service  of  the  Philadelphia  Electric  Com- 
pany, or  its  successors,  or  of  its  or  their  affiliated,  controlled 
or  leased  Companies,  without  having  drawn  any  benefits  from 
the  Association,  within  thirty  calendar  days  after  the  date  of 
his  employment,  shall  be  entitled  to  have  returned  to  him  the 
sum  of  $1.00  paid  as  entrance  fee  at  the  time  of  joining  the 
Association,  w^hich  sum  he  must  again  pay  into  the  Association 
as  an  entrance  fee  at  any  future  time  he  may  again  be  em- 
ployed by  -the  Company.  If,  however,  any  member  loses  his 
right  of  membership  in  consequence  of  leaving  or  being  dis- 
charged at  a  date  later  than  30  calendar  days  after  the  date  of 
his  employment,  his  entrance  fee  to  the  Association  of  $1.00 
will  not  be  returned  to  him ;  but  in  this  case  if  at  any  future 
time  he  is  again  employed  by  the  Company,  and  becomes  a 
member  of  the  Association  he  will  not  be  oblit^^ed  to  pay  an  en- 
trance fee. 

ARTICLE  VII. 

BENEFITS. 

Section  1.  Sick  Benefits. — The  benefits  awarded  each 
member  of  the  Association  during  sickness,  other  than  that 
resulting  from  accident,  shall  amount  to  a  sum  equal  to  one- 
half  of  his  regular  wages,  for  a  period  not  exceeding  ten  (10) 
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weeks.  Sick  benefits  will  not  be  paid  for  a  less  period  than 
one  (1)  full  week,  but  will  be  paid  for  fractional  parts  of  any 
week  exceeeding  that  period. 

Section  2.  Accident  Benefits. — The  benefits  awarded  each 
member,  of  the  Association  in  case  of  accident  shall  amount  to 
a  simi  equal  to  the  full  amount  of  his  regular  wages,  and  for  a 
period  not  exceeding  ten  weeks,  except  in  cases  of  serious  in- 
jury, in  which  case  the  period  of  benefits  may  be  extended  by  a 
vote  of  a  majority  of  Trustees  present  at  regular  meeting.  In 
computing  accident  benefits,  the  time  of  disability  shall  be 
taken  as  commencing  upon  the  first  day  of  disability  upon  which 
no  wages  are  paid. 

Section  3.  In  the  event  of  any  member  of  the  Association 
in  good  standing  becoming  permanently  disabled  by  reason  of 
accident  received  while  in  the  service  of  the  Company,  the 
Trustees  shall,  in  pursuance  of  a  resolution  adopted  by  the 
unanimous  vote  of  all  the  Trustees,  at  a  regular  meeting  of  the 
Board,  draw  an  order  upon  the  Treasurer  of  the  Association 
for  a  siun  not  exceeding  the  aggregate  yearly  wages  of  such 
member,  said  sum  to  be  paid  to  such  member  as  soon  after  dis- 
ability as  practicable.  In  the  event  of  the  death  of  any  member 
of  the  Association  by  reason  of  sickness  or  accident  happening 
while  a  member  of  the  Association,  the  Treasurer  of  the  Phila- 
delphia Electric  Company,  or  its  successors,  or  of  its  or  their 
affiliated,  controlled  or  leased  Companies,  shall  at  the  rec|ucst  of 
the  Trustees  made  through  the  Superintendent,  deduct  50 
cents  from  the  wages  of  each  member  of  the  Association  and 
pay  the  same  to  the  Treasurer  of  the  Association,  who  shall  in 
turn  pay  the  same  as  soon  as  practicable  to  the  beneficiary  or 
beneficiaries  named,  or  as  otherwise  directed  in  the  application 
of  such  deceased  member;  provided  that  if  at  any  time  the 
assessment  of  50  cents  per  member  shall  amount  to  a  sum  ex- 
ceeding $500.00,  the  assessment  per  capita  shall  be  reduced 
proportionately  so  that  the  total  amount  collected  by  any  one 
assessment  shall  not  exceed  $500.00.  And  the  Philadelphia 
Electric  Company,  or  its  successors,  shall  contribute  and  cause 
to  be  paid  to  such  beneficiary  or  beneficiaries,  or  as  directed  in 
the  application  of  such  deceased  member,  a  sum  equal  to  one- 
half  the  aggregate  amount  deducted  from  wages  of  members 
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of  the  Association  and  paid  over  to  such  beneficiary  or  bene- 
ficiaries, as  above  provided.  In  case  of  the  death  of  a  mem- 
ber of  the  Association,  after  having  been  an  employee  of  the 
Philadelphia  Electric  Company,  or  its  successors,  or  of  its  or 
their  affiliated,  controlled  or  leased  Companies,  for  five  con- 
secutive years,  a  sum  of  $250.00  shall  be  paid  by  the  Treasurer 
of  the  Association,  in  addition  to  the  death  assessment  and  the 
contribution  by  the  Philadelphia  Electric  Company,  or  its  suc- 
cessors, or  of  its  or  their  affiliated,  controlled  or  leased  Com- 
panies, to  the  beneficiary  or  beneficiaries,  named  upon  the 
deceased  member's  application' of  membership. 

Section  4.  Members  may  at  any  time  or  times,  by  writ- 
ing filed  under  their  hands  and  seals,  revoke  the  designation  of 
beneficiaries  named  in  the  application  during  the  life  time  of 
such  beneficiaries,  and  appoint  new  beneficiaries,  and  they  may 
appoint  new  beneficiaries  from  time  to  time,  in  which  event  or 
events  the  benefits  herein  declared  to  be  pa3rable  to  the  bene- 
ficiaries named  upon  deceased  member's  application  shall  be 
payable  to  the  persons  designated  in  the  new  application  in 
force  upon  the  death  of  the  respective  members ;  but  no  revoca- 
tion of  a  prior  appointment,  and  no  new  appointment  shall  be 
operative  or  eflFective  unless  the  same  is  in  writing  imder  the 
hand  and  seal  of  the  member,  witnessed  by  two  persons  and 
assented  to  by  the  Superintendent  of  the  Association  and  the 
same  lodged  widi  the  Association. 

Section  5.  The  moneys  which  shall  become  due  and  pay- 
able under  the  provisions  of  these  regulations  shall  be  payaUe 
only  to  the  member  himself,  or  to  his  nominee  in  case  of  death, 
and  same  shall  not  be  subject  to  or  affected  by  any  attachment 
or  execution  process  whatsoever  against  such  disabled  member 
or  his  nominee. 

Section  6.  All  orders  drawn  for  benefits  must  be  approved 
by  a  majority  of  the  Trustees  and  signed  by  the  Secretary  and 
Superintendent  of  the  Association. 

Section  7.  Benefits  shall  not  be  payable,  both  for  accident 
and  sickness,  at  the  same  time. 

Section  8.  Benefits  on  account  of  disability  will  be  paid 
semi-monthly. 
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Section  9.  Claims  for  death  benefits  will  be  payable  within 
thirty  days  after  thfe  required  evidence  is  furnished  of  their 
validity. 

Section  10.  A  part  of  the  death  benefit  may  be  paid  before 
the  final  settlement  to  meet  funeral  or  other  urgent  expenses 
incident  to  the  death  and  preceding  disability  of  a  member, 
same  to  be  deducted  from  the  total  amount  upon  final  payment ; 
provided  any  such  payment,  without  the  written  authority  of 
the  person  or  persons  to  whom  the  death  benefit  is  payable, 
shall  not  exceed  the  sum  of  $125.00.  If,  however,  any  of  the 
persons  to  whom  the  death  benefit  is  payable  are  incompetent, 
or  cannot  be  found,  or  are  in  a  foreign  country,  or  such  per- 
sons are  dead,  the  Superintendent  of  the  Association  may  make 
such  payment  as  a  part  of  the  death  benefits  as  in  his  judg- 
ment may  be  reasonable  for  the  proper  burial  of  the  deceased 
member  and  the  payment  of  expenses  necessarily  incident  to 
his  death  and  disability  immediately  preceding. 

Section  11.  Benefits  payable  on  account  of  disability  of  a 
member  by  accident  or  sickness  shall  be  paid  only  to  the  dis- 
abled member.  Such  benefits,  however,  payable  to  a  member 
unable  to  execute  a  proper  receipt,  whether  because  of  in- 
sanity or  other  incapacity,  may,  in  the  absence  of  a  l^fally 
appointed  representative,  be  paid  to  the  wife  or  family  or  some 
relative  or  other  proper  person  selected  by  the  Superintendent 
of  the  Association  to  be  used  for  the  benefit  of  the  members 
of  his  family,  and  the  receipt  of  such  a  person  shall  be  a  suffi- 
cient discharge. 

Section  12.  Disability  benefits  remaining  unpaid  at  the 
time  of  the  death  of  a  member  shall  be  payable  to  the  person  or 
persons  entitled  to  receive  the  death  benefits. 

ARTICLE  VIII. 

MISCELLANEOUS. 

Section  1.  Should  a  member  or  his  legal  representative, 
or  any  other  person  authorized  by  law  bring  suit  against  the 
Philadelphia  Electric  Company,  or  its  successors,  or  any  of  its 
or  their  affiliated,  controlled  or  leased  Companies,  for  damages 
on  account  of  injuries  or  death  of  such  member,  pa)mient  of 
benefits  from  the  Beneficial  Fund  on  account  of  same  shall  not 
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be  made  until  such  suit  is  discontinued.  If  prosecuted  to 
judgment  or  compromise,  and  payment  of  judgment  or  amount 
in  compromise  shall  preclude  any  claim  upon  the  Association 
for  such  injury  or  death. 

Section  2.  A  member  who  shall  be  absent  from  duty  on 
account  of  sickness  or  injury  must  at  once  notify  the  head  of 
the  Department  in  which  he  is  employed,  or  the  foreman  who 
keeps  record  of  his  time,  and  he  will  not  be  entitled  to  benefits 
for  time  previous  to  such  notice,  unless  the  delay  shall  have 
been  unavoidable,  and  the  reason  stated  in  writing. 

Section  3.  A  member  must  keep  his  foreman  or  time- 
keeper informed  of  his  address  and  of  any  change  of  the  same. 

Section  4.  A  member  who  fails  to  return  to  duty  on 
account  of  continued  disability,  upon  the  expiration  of  the 
period  for  which  disablement  benefits  are  paid,  will  be  consid- 
ered as  absent  on  furlough. 

If  a  member  while  on  furlough  fails  to  contribute  for  three 
consecutive  months,  and  does  not  resume  contributions  at  or 
before  the  expiration  of  that  time,  his  membership  shall  cease. 

A  member  on  furlough  may  contribute  his  regular  dues  and 
assessments  for  nine  consecutive  months,  and  if  at  the  expira- 
tion of  that  time  he  shall  not  have  returned  to  duty,  his  mem- 
bership shall  cease. 

Section  5.  The  responsibility  of  the  Association  to  any 
member  shall  end  when  he  ceases  to  be  employed  by  the  Phila- 
delphia Electric  Company,  or  its  successors,  and  of  its  or  their 
affiliated,  controlled  or  leased  Companies,  except  for  benefits 
to  the  payment  of  which  he  shall  have  become  previously  en- 
titled by  reason  of  accident  or  sickness  occurring  while  in  the 
service  of  the  Company. 

Section  6.  When  a  member  leaves  the  service  he  must 
surrender  his  Certificate  of  Membership  and  Book  of  Regula- 
tions to  the  person  from  whom  he  received  his  final  payment  in 
wages,  unless  some  satisfactory  explanation  in  writing  is  given 
for  not  doing  so. 

Section  7.  All  questions,  disputes  or  controversies  of 
whatsoever  character  arising  in  any  manner  or  between  any 
parties  or  persons  in  connection  with  the  Association  or  the 
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operation  thereof,  whether  as  to  the  constructicm  or  meaning 
of  the  Regulations,  Applications  for  Membership,  or  as  to  any 
paper,  writing,  decision,  instruction  or  acts  in  connection  with 
the  Association,  shall  be  submitted  to  the  Superintendent  of 
the  Association  whose  decision  shall  be  final  and  conclusive 
thereon,  subject  to  the  right  of  appeal  to  the  Board  of  Trus- 
tees within  thirty  days  after  written  notice  of  the  decision  to 
the  parties  interested  therein. 

Section  8.  The  fiscal  year  of  the  Association  shall  begin 
with  the  first  day  of  January  in  each  year. 

Section  9.  The  condition  of  the  Relief  Fimd  at  the  close 
of  each  fiscal  year  shall  be  audited  and  reported  by  a  competent 
person  or  persons  selected  for  that  purpose  by  the  members  of 
the  Board  of  Trustees. 

Section  10.  The  Annual  Meeting  of  the  Association  for 
the  election  of  Trustees  and  the  reading  of  the  reports  of  the 
Association  for  the  fiscal  year,  shall  be  held  on  the  first  Thurs- 
day in  April. 

ARTICLE  IX. 

AMENDMENTS. 

Section  1.  Amendments  to  or  changes  in  these  regula- 
tions may  be  proposed  by  the  Board  of  Trustees,  but  they 
shall  not  be  operative  unless  presented  at  a  stated  meeting  of 
the  Board  and  considered  and  adopted  at  a  subsequent  meeting 
by  a  majority  of  the  whole  Board ;  and  such  amendments  and 
changes  so  adopted,  written  notice  whereof  shall  have  been 
enclosed  in  the  pay  or  benefit  envelope  of  each  tnember  or 
mailed  to  each  member  at  his  address  as  registered  on  the 
books  of  the  Association,  shall  be  binding  upon  the  members 
of  the  Association  from  the  dates  fixed  in  the  resolution  ap- 
proving the  same. 

EXHIBIT  "D." 

UNITED  TRACTION  AND  ELECTRIC  COMPANY 
With:  Contract 

UNITED  TRACTION  EMPLOYEES'  MUTUAL  AID 

ASSOCIATION. 
Whereas,  An  Association  has  been  organized  under  the 
name  of  the  United  Traction  Employees'  Mutual  Aid  Asso- 
ciation by  employees  of  the  United  Traction  and  Electric  Com- 
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pany  and  of  various  companies  owned,  operated  or  controlled 
by  it,  and 

Whereas,  The  purposes  and  objects  of  said  Association 
are,  as  more  fully  set  forth  in  its  Constitution  and  By-Laws  (to 
which  reference  is  hereby  made),  to  furnish  benefits  during  tihe 
disability  of  its  members  and  benefits  to  dependents  upon  the 
death  of  a  member,  and 

Whereas,  The  United  Traction  and  Electric  Company  is 
desirous  of  aiding  in  the  accomplishment  of  the  purposes  and 
objects  of  said  Association  and  of  co-operating  with  said  Asso- 
ciation in  securing  to  its  members  and  the  several  companies  by 
Which  they  are  employed,  the  mutual  advantages  to  be  derived 
from  such  an  Association,  and  of  providing,  in  this  manner,  an 
additional  inducement  and  compensation  to  the  employees  of 
said  companies  for  faithful  and  meritorious  service,  and 

Whereas,  The  said  Association  is  desirous  of  such  aid  and 
co-operation  of  the  United  Traction  and  Electric  Company. 

Now,  therefore,  this  Agreement,  made  this  19th  day  of 
October,  A.  D.,  1901,  by  and  between  the  said  United  Traction 
and  Electric  Company  (hereinafter  called  "the  Traction  Com- 
pany") and  the  said  United  Traction  Employees'  Mutual  Aid 
Association   (hereinafter  called  "the  Association"). 

WITNESSETH  I 

First. — ^The  Association  agrees  that  its  management  shall 
always  be  vested  in  a  board  of  seven  trustees,  four  of  whom 
shall  be  chosen  by  the  directors  of  the  Traction  Company ;  and 
that  the  contributions  collected  from  members,  and  the  pay- 
ments made  to  members  or  other  beneficiaries  for  death  or  dis- 
ability benefits  shall  be  such  and  shall  be  made  upon  such  terms 
and  conditions  as  are  prescribed  by  the  By-Laws  of  said  Asso- 
ciation now  in  force  (a  copy  of  which,  marked  "Exhibit  A,"  is 
hereto  annexed  and  made  a  part  hereof)  and  any  amendments 
thereof  adopted  in  the  manner  therein  provided;  and  that  the 
proceedings  and  government  of  said  Association  shall  be  in 
conformity  with  said  By-Laws  and  amendments. 

Second, — The  Traction  Company  agrees  to  contribute  to  the 
funds  of  the  Association  as  follows,  vis. : 

(1)  One  hundred  (100)  of  each  five  hundred  (500)  dol- 
lars payable  at  the  death  of  a  member  of  the  first  class :  bne. 
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hundred  and  fifty  (150)  dollars  of  each  seven  hundred  and  fifty 
(750)  dollars  payable  at  the  death  of  a  member  of  the  second 
class;  and  two  hundred  (200)  dollars  of  each  one  thousand 
(1,000)  dollars  payable  at  the  death  of  a  member  of  the  third 
class. 

(2)  One-fourth  of  the  amount  of  contributions  by  the 
members,  payable  weekly  as  the  said  amount  may  be  deter- 
mined. 

(3)  Sums  from  time  to  time,  sufficient  to  meet  the  current 
expenses  of  management,  including  expenses  of  adjusting  and 
litigating  claims,  and 

(4)  Sums  equal  to  the  deficiencies  which  may  at  any  time 
be  found  to  exist  in  the  funds  of  the  said  Association;  pro- 
vided that  contributions  to  make  good  any  such  deficiencies 
shall  be  repaid  out  of  any  surplus  of  such  funds  as  may  there- 
after be  accumulated. 

Third. — ^The  Traction  Company  further  agrees  to  make  col- 
lection of  the  contributions  of  the  members  of  the  Association 
by  deducting  or  causing  to  be  deducted  from  their  wages,  pen- 
sions of  disability  benefits  as  the  case  may  be,  the  amount  of 
such  contributions,  as  fixed  by  the  By-Laws  of  the  Association ; 
and  to  turn  over,  or  cause  to  be  turned  over  to  the  Association 
the  full  proceeds  of  such  collection  without  deduction  or 
charge. 

Fourth. — This  agreement  shall  remain  in  full  force  and 
effect  until  all  obligations  for  benefits  assumed  by  the  Associa- 
tion in  accordance  with  its  By-Laws  are  discharged ;  provided, 
however,  that  modifications  may  be  made  at  any  time  and  from 
time  to  time,  if  approved  by  all  the  trustees  of  the  Association 
and  a  majority  of  the  directors  of  the  Traction  Company. 

In  witness  whereof,  the  said  United  Traction  and  Elec- 
tric Company  has  caused  its  name  to  be  hereto  subscribed  and 
its  seal  to  be  hereto  affixed,  by  Marsden  J.  Perry,  its  Vice-Presi- 
dent, thereunto  duly  authorized,  the  day  and  year  first  above 
written ;  and  in  like  witness  said  United  Traction  Employees' 
Mutual  Aid  Association  has,  on  the  same  day,  caused  its  name 


Digitized  by  VjOOQIC 


616 

to  be  hereto  subscribed  and  its  seal  to  be  hereto  affixed  by  Cor- 
nelius S.  Sweetland,  its  Treasurer,  thereunto  duly  authorized. 
United  Traction  and  Electric  Company, 
By  Marsden  J.  Perry, 

Vice-President.  [  seal.  ] 

United  Traction  Employees'  Mutual  Aid 
Association, 
By  Cornelius  S.  Sweetland, 

Treasurer.  [seal.] 

In  presence  of : 

Walter  F.  Angell. 

OFFICE  OF 
THE  MILWAUKEE  GAS  LIGHT  COMPANY. 

Milwaukee,  Wis.,  Dec.  23,  1899. 
To  the  Employees  of  The  Milwaukee  Gas  Light  Co, : 

This  Company  proposes  for  the  present  to  adopt  a  systen? 
of  profit  sharing  with  its  employees,  by  which  those  regularly 
and  continuously  employed  will  share  in  the  prosperity  of  the 
Company. 

Such  employees  as  are  regularly  and  continuously  employed 
by  the  Company  will  receive  in  January  and  July  of  each  year 
a  percentage  bonus  on  the  wages  earned  by  them  during  the 
previous  six  months,  equal  to  the  annual  percentage  dividend 
which  is  paid  to  the  stockholders  of  the  Western  Gas  Com- 
pany. Thus,  as  dividends  to  stockholders  are  increased  or  de- 
creased, this  percentage  on  the  wages  of  employees  will  be  in- 
creased or  decreased  in  the  same  proportion. 

All  employees  regularly  and  continuously  employed  by  the 
company  for  one  year,  shall,  after  such  period  be  entitled  to 
receive  this  bonus;  but  no  bonus  will  be  paid  upon  wages 
earned  during  the  first  year's  service. 

Regular  employees  are  those  who  during  each  six  months' 
period,  ending  June  30th  and  December  31st  of  each  year, 
shall  have  earned  not  less  than  one-half  a  full  month's  wages 
each  month  and  not  less  than  a  total  of  five  full  months*  wages 
for  the  six  months'  period. 
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Dividends  upon  the  stock  of  the  Company  are  now  paid  at 
the  rate  of  six  per  cent,  per  annum. 

Every  regular  employee  in  the  service  of  the  Company 
January  1st,  1900,  having  met  the  conditions  herein  stated  for 
the  last  six  months  of  1899,  and  who  shall  have  been  regularly 
and  continuously  employed  for  one  year  previous  to  July  1st, 
1899,  will,  on  or  about  January  20th,  next,  receive  the  first 
payment  under  this  proposition,  amounting  to  six  per  cent,  on 
the  amount  of  wages  earned  during  the  last  half  of  the  year 
1899. 

This  system  does  not  apply  to  elective  officers  of  the  Com- 
pany. 

Yours  truly, 

E.    G.    COWDERY, 

General  Manager. 


OFFICE  OF 

THE  NEW  HAVEN  GAS  LIGHT  COMPANY, 

NEW   HAVEN,   CONN. 

January  21,  1907. 

To  the  Employees  of  The  Nezv  Haven  Gas  Light  Company : 

The  Plan  for  Profit-Sharing  enclosed  herewith  was  adopted 
l)y  the  Directors  of  the  Company  on  January  15,  1907. 

The  Plan  applies  to  all  employees  who  have  worked  con- 
tinuously for  the  Company  during  the  entire  year  of  1906. 

To  insure  prompt  application  of  the  Plan  to  all  who  are 
not  now,  but  who  may  become  entitled  to  it,  each  employee  is 
requested  to  notify  the  Company  when  he  has  been  employed 
for  one  continuous  year. 

The  Directors  hope  this  plan  will  be  accepted  by  the  em- 
ployees in  the  spirit  in  which  it  is  offered  as  quite  fully  ex- 
pressed in  the  book  enclosed. 

For  the  Directors : 
Charles  H.  Nettleton,  President, 
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PLAN    FOR    PROFIT-SHARING    WITH    THE 

EMPLOYEES, 

Adopted  by  The  Board  of  Directors 

OF 

THE  NEW  HAVEN  GAS  LIGHT  COMPANY, 
January   15,   1907. 

This  plan  shall  apply  to  all  employees  of  The  New  Haven 
Gas  Light  Company,  except  the  executive  officers,  provided 
they  shall  have  been  continuously  employed  by  the  Company 
for  one  year. 

Commencing  on  the  first  of  April,  1907,  there  shall  be  credit- 
ed quarterly  to  every  such  employee  eight  per  cent.  (8  per  cent) 
on  the  wages  received  for  the  preceding  three  months  which  is 
the  same  rate  at  which  dividends  are  now  paid  annually  to 
the  stockholders.  On  April  1st,  July  1st,  October  1st,  and 
January  1st,  in  each  year,  if  the  amount  credited  to  any  em- 
ployee is  equal  to  the  then  market  value  of  one  or  more  shares 
of  the  stock  of  this  Company,  then  immediately  a  Certificate 
representing  one  or  .more  shares,  shall  be  transferred  to  such 
employee,  to  become  his  property  absolutely,  to  keep  or  sell,  as 
he  may  elect,  and  the  balance,  if  any  shall  be  carried  forward 
into  the  next  quarter. 

This  plan  is  subject  to  the  following  restrictions : 

1.  If  a  man,  for  any  cause,  is  unable  to  allow  this  credit  to 
increase  until  he  can  have  one  share  of  stock,  but  wishes  to 
withdraw  the  amount  in  cash,  on  any  of  such  quarter  days,  he 
shall  receive  only  one-half  of  the  amount  of  the  credit. 

2.  If  an  employee  be  discharged  for  any  cause,  except 
drunkenness,  insubordination,  commission  of  some  crime,  or 
destruction  of  the  Company's  property,  he  shall  receive  his 
balance  in  full,  but  if  discharged  for  these  causes,  or  any  of 
them,  he  shall  forfeit  the  entire  balance. 

3.  If  an  employee  leave  the  Company,  on  his  or  her  own 
volition,  one-half  of  the  amount  of  the  credit  shall  be  paid  in 
cash,  except  in  the  case  of  a  woman  leaving  the  Company  on 
the  occasion  of  her  marriage,  in  which  event  the  Company  shall 
pay  the  full  amount  of  the  balance.     In  case  of  the  death  of 
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any  employee  the  balance  shall  be  paid  to  his  legal  representa- 
tive in  full. 

4.  The  acceptance  of  this  plan  shall  not  be  obligatory,  but 
before  an  employee  shall  be  entitled  to  receive  the  benefits  of 
the  plan,  he  shall  sign  an  agreement  embodying  the  terms 
hereof. 

5.  The  Directors  reserve  the  right  to  refuse  permission  to 
sign  an  agreement  to  anyone  who  lacks  interest  in  the  welfare 
of  the  Company,  or  who  is  wasteful  of  the  Company's  prop- 
erty, or  careless  or  negligent  in  the  performance  of  his  duties ; 
or  to  cancel  an  agreement  already  signed  on  one  week's  notice 
to  any  employee,  and  the  Directors  reserve  the  right  to  amend 
these  rules  from  time  to  time,  and  also  to  terminate  the  whole 
plan  at  any  time  by  giving  three  months'  notice  of  its  intention. 

6.  No  assignment  of  any  sum  credited  will  be  recognized  by 
the  Company,  nor  shall  any  sum  be  deemed  to  be  due  to  any 
employee  at  any  other  time,  or  in  any  other  way  than  as  herein 
provided. 

By  this  plan  the  Directors  hope  to  accomplish  certain  re- 
sults: 

1.  That  the  employees  of  the  Company  will  feel  a  greater 
interest  in  their  work  by  reason  of  being  directly  interested  in 
the  Company. 

2.  That  it  will  increase  the  income  of  the  majority  of  the 
employees. 

3.  That  it  will  tend  in  the  direction  of  each  employee  sav- 
ing a  part  of  his  wages. 

4.  That  it  will  tend  to  increase  the  pleasure  and  satisfaction 
of  working  for  the  Company,  particularly  for  those  who  remain 
with  the  Company  for  a  number  of  years ;  that  they  will  become 
both  in  theory  and  in  fact  a  part  of  the  Corporation  through 
their  ownership  of  its  stock. 

A  similar  plan  to  this  has  been  in  operation  in  England  for 
sixteen  years  in  one  Gas  Company,  and  for  a  shorter  period  in 
others,  and  with  the  most  satisfactory  success  both  to  Corpora- 
tion and  Employees.  In  this  country  it  has  been  tried  for  four 
years  in  one  Gas  Company,  and  within  the  past  year  has  been 
adopted  by  a  second. 
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When  the  stock  shall  have  been  issued  to  the  employees,  the 
Company  offers  to  keep  it  in  a  safe  deposit  box  without  charge, 
giving  a  receipt  therefor,  but  it  is  entirely  optional  with  the 
employee  whether  this  be  accepted  or  not. 

The  Company  requests  that  in  case  of  any  employee  selling 
his  stock,  he  shall  offer  it  first  to  the  Company  at  the  then 
market  price,  to  be  used  again  for  the  same  purpose,  but  this 
also  is  not  in  any  sense  obligatory. 


PROFIT-SHARING  PLAN  OF  GRAND  RAPIDS  GAS 
LIGHT  COMPANY. 

"Be  it  therefore  Resolved :  That  for  the  purpose  of  reward- 
ing continuous  and  faithful  service  on  the  part  of  the  employees 
of  this  company,  hereafter  arid  until  otherwise  ordered  by  the 
Board  of  Directors,  on  any  date  when  a  semi-annual  dividend 
is  declared  on  the  capital  stock  of  this  Company,  there  shall 
also  be  ordered  paid  to  the  employees  of  this  Company  addition- 
al compensation,  except  that  such  additional  compensation 
shall  not  be  paid  to  the  President,  Vice-President,  Second  Vice- 
President,  Directors,  Secretary,  Treasurer,  Assistant  Secre- 
tary, Assistant  Treasurer,  or  General  Manager.  The  amount 
of  additional  compensation,  to  be  paid  to  each  employee,  shall 
be  determined  by  multiplying  the  total  sum  of  each  employee's 
wages  or  salary  during  the  six  calendar  months  preceding  the 
first  day  of  the  month  in  which  the  dividend  to  stockholders  is 
payable,  by  twice  the  decimal  figures  that  are  used  in  arriving 
.  at  the  amount  of  semi-annual  dividend  to  be  paid  on  the  capital 
stock  of  the  company.  And  be  it  further  resolved,  that  to  en- 
title any  officer,  agent  or  employee  of  the  Grand  Rapids  Gas 
Light  Company  to  receive  and  share  in  additional  compensation 
for  meritorious  services,  the  following  condition  must  obtain 
in  every  instance : 

The  employees  must  have  been  in  the  continuous  employ 
of  the  Grand  Rapids  Gas  Light  Company  for  one  year  and  six 
months  preceding  the  last  day  of  the  half  year  for  which  extra 
compensation  may  be  awarded." 
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THE   COLUMBUS   RAILWAY   &   LIGHT   COMPANY. 


Synopsis  of  Profit-Sharing  Plan  Extended  by  the  Management 
to  Employees  of  The  Columbus  Railway  &  Light  Company. 


This  consists  of  what  is  termed  an  Employees'  Dividend,  and 
is  paid  quarterly  at  the  same  time  dividends  are  paid  to  stock- 
holders of  the  Company,  and  in  the  same  ratio,  viz. : 

The  shares  of  the  stockholder  are  an  investment,  and  upon 
the  preferred  stock  the  Company  is  paying  5  per  cent,  annually, 
or,  V/i  per  cent,  quarterly;  the  same  rate  is  also  paid  upon  the 
common  stock  of  the  Company. 

That  of  the  employee  is  an  earning  instead  of  an  investment, 
and  the  total  amount  earned  for  the  quarter  is  the  amount 
upon  which  he  is  entitled  to  a  dividend.  For  example :  A  divi- 
dend of  5  per  cent,  is  paid  upon  the  Preferred  Stock  at  quarter- 
ly periods,  February  1st,  May  1st,  August  1st  and  Xovember 
1st,  being  lj4  P^r  cent,  quarterly.'  Simultaneously  with  the 
above  dates  dividends  to  employees  are  paid  in  the  same  ratio 
for  each  quarter  ending  on  those  dates.  The  amount,  due  as 
dividend  to  employees,  is  based  upon  the  amount  earned  for  the 
quarter,  which,  we  will  say,  is  $100  per  month,  or  $300  for  the 
quarter  =  $1,200  per  year.  The  quarterly  $300,  multi- 
plied by  5  per  cent,  produces  $15,  and  which  amounts  to  the 
same  as  a  twelve  hundred  dollar  stock  investment  would,  if 
divided  into  quarters  of  $300,  each  at  5  per  cent,  or  $60  per 
year ;  the  only  difference  being  that  the  5  per  cent,  dividend  to 
employees  is  paid  in  full  as  earned,  whereas  the  dividend  to 
stockholders  is  divided  up,  for  convenience,  into  quarterly  per- 
iods of  1 J4  per  cent ;  in  either  case  the  result  is  the  same.  This 
procedure  also  applies  to  the  Common  Stock  dividends  paid 
quarterly,  at  the  5  per  cent,  rate,  March  1st,  June  1st.  Septem- 
ber 1st  and  December  1st;  the  two  dividends  together  amount- 
ing to  10  per  cent,  per  annum,  and  to  employees  a  like  per  cent. 

To  participate  in  a  dividend  an  employee  must  have  been  in 
the  continuous  service  of  the  Company  six  months  prior  to  the 
date  on  which  a  dividend  is  paid ;  that  is,  if  a  dividend  is  paid  on 
August  1st,  for  the  quarter  ending  July  31st,  such  employee 
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is  not  entitled  to  participation  unless  practically  full  service 
has  been  given  since  February  1st. 

Should  an  employee  leave  or  be  dismissed  from  the  service 
of  the  Company  during  the  quarter  in  which  dividend  is  com- 
puted, he  forfeits  all  claim  and  his  account  is  ruled  off  the 
books  of  the  Company. 

The  foregoing  synopsis  applies  to  stock  issues  of  The  Co- 
lumbus Railway  Company,  now  being  operated  under  lease  by 
The  Columbus  Railway  &  Light  Company.  The  latter  Com- 
pany has  a  stock  issue  of  its  own,  but  no  regular  dividend  pay- 
ing dates  have,  as  yet,  been  established.  However,  a  dividend 
of  1  per  cent,  on  this  issue  was  paid  January  15,  and  the  same 
amount  July  16,  1906,  also  January  15  and  July  15,  1907,  1  per 
cent,  each,  in  which  employees  participated  in  the  same  ratio, 
making  altogether,  for  the  two  years,  twelve  per  cent,  on  earn- 
ings per  year. 


UNITED  STATES  STEEL  CORPORATION. 

New  York,  December  31,  1902. 
To  the  Stockholders  of  The  United  States  Steel  Corporation : 

Gentlemen : — Enclosed  you  will  find  copy  of  a  circular  let- 
ter, this  day  issued  to  the  employees  of  the  United  States  Steel 
Corporation  and  its  subsidiary  companies. 

This  circular  sets  forth  two  plans  by  which  it  is  hoped  to 
accomplish  the  following  objects,  viz. : 

First.  To  interest  a  large  number  of  the  employees  of  the 
Corporation  and  its  subsidiary  companies  in  becoming  perma- 
nent stockholders. 

Second,  To  engage  on  a  profit-sharing  basis  the  services 
of  the  presidents,  oflBcers,  managers,  superintendents  and  all 
others  charged  with  responsibility  in  managing  the  affairs  of 
the  Corporation,  thus  making  these  men  actual  partners  with 
you  in  the  ownership  and  management  of  the  Corporation. 

At  the  time  of  the  organization  of  the  United  States  Steel 
Corporation,  many  of  the  subsidiary  companies  were  managed, 
to  a  greater  or  less  degree,  by  men  who  had  a  very  large  per- 
sonal pecuniary  interest  in  them,  and  naturally  gave  to  the 
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direction  of  the  affairs  of  their  companies  a  large  part  or  all  of 
their  time. 

The  aim  of  the  Steel  Corporation  has  been  to  devise  some 
plan  by  which  to  niaintain  this  same  important  incentive,  but 
in  place  of  having  it  center  in  comparatively  few  men,  so  to 
distribute  its  effect  throughout  the  Corporation  that  every  man, 
in  his  place, 'would ^  feel  that  he  had  become  a  partner  in  the 
business,  and  would  work  from  that  point  of  view. 

A  profit-sharing  plan  of  some  kind  has  seemed  to  be  the 
only  way  of  reaching  this  most  desirable  end,  and  since  the 
Corporation  was  organized  two  years  ago  the  Finance  Com- 
mittee has  given  much  thought  to  the  consideration  of  such  a 
plan. 

The  plan,  now  announced,  is  one  that  has  met  with 
unanimous  approval  and  it  will  be  tried.  After  the  test  of  use 
improvements  can  doubtless  be  suggested,  and  all  such  sug- 
gestions will  be  cordially  welcomed  and,  if  practicable,  adopted. 

One  of  the  main  purposes  has  been  to  devise  some  plan 
that  with  equal  fairness  would  apply  to  every  man,  from  the 
President  of  the  Steel  Corporation  itself  to  the  man  with  pick 
and  shovel,  working  for  one  of  the  subsidiary  companies. 

In  addition  it  was  desired  to  accomplish  the  following  ob- 
jects : 

1.  To  interest  the  large  number  of  young  and  able  em- 
ployees in  the  work  of  more  closely  organizing  and  systematiz- 
ing the  business  in  all  its  branches  and  ramifications,  not  only 
in  connection  with  their  own  local  concerns,  but  as  a  integral 
part  of  the  Steel  Corporation  as  an  harmonious  whole. 

2.  To  interest  these  men  in  reducing  the  general  expenses 
as  well  as  the  particular  cost  of  manufacture. 

3.  To  offer  to  these  men  an  inducement  to  remain  per- 
manently in  the  Corporation's  service. 

4.  To  avoid  the  tendency  of  a  profit-sharing  plan  pertain- 
ing solely  to  a  constituent  company  to  build  up  the  profits  of 
that  company  to  the  possible  detriment  of  the  broadest  and  best 
interests  of  the  Corporation  as  an  harmonious  whole,  and  there- 
fore to  base  the  plan  on  the  profits  of  the  Corporation  itself. 

5.  To  devise  a  plan  by  which,  in  the  apportionment  of 
money  for  the  improvement  and  development  of  plants,  Com- 
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pany  A,  for  instance,  would  be  interested  in  what  Company  B 
was  doing,  and  Company  B  in  what  Company  A  was  doing, 
constituting,  as  nearly  as  possible,  automatic  regulation  against 
unnecessary  duplication  of  appropriations. 

The  Finance  Committee  realizes  that  the  accomplishment  of 
all  the  above  desirable  results  will  severely  test  any  one  plan, 
and  the  plan  recommended  may  fall  short  of  oui*  expectations. 
It  has,  however,  been  canvassed  very  carefully  with  the  presi- 
dents of  all  the  subsidiary  companies,  and  it  has  met  with  their 
unanimous  approval. 

It  is  believed  that  at  the  very  beginning  the  plan  will  interest 
a  substantial  numberr  of  the  most  thrifty  men,  and  that 
eventually  it  will  interest  many  of  them. 

It  will  be  noted  from  the  enclosed  circular  that  of  the  stock 
which  is  offered  for  sale  the  workingmen  have  been  allowed  to 
subscribe  for  a  much  larger  amount  than  the  officers  can  sub- 
scribe for.  This  is  because  at  present  it  is  impossible  to  devise 
a  plan  for  sharing  with  the  laboring  men  profits  based  on  their 
daily  wages ;  but  it  is  believed  that  profits  can  be  shared  with 
these  men  based,  so  to  speak,  on  stock  held  .by  them,  and  espe- 
cially with  such  men  as  shall  continue  permanently  in  the  Cor- 
poration's service.  This  plan  will  embrace  a  large  body  of 
men  who  have  no  part  in  the  direct  management  of  the  Cor- 
poration's affairs,  are  not  directly  responsible  for  results,  and 
are  not  able,  in  any  direct  way,  to  affect  the  cost  of  manufacture 
or  the  net  profits  as  a  whole,  and  yet  who,  by  their  faithful 
service,  are  able  to  contribute  much  to  the  general  gain  of  the 
Corporation  .and  should  be  recognized  in  some  substantial 
manner. 

In  round  figures,  it  requires  $75,000,000  to  pay  the  interest 
on  the  Corporation's  bonds,  dividends  at  the  rate  of  7  per  cent, 
on  its  preferred  stock,  dividends  at  the  rate  of  4  per  cent,  on  its 
common  stock,  and  to  make  sinking  fund  deposits. 

At  this  date  there  are  about  55,000  stockholders.  These 
stockholders,  of  course,  own  the  vast  properties  of  the  United 
States  Steel  Corporation.  It  is  believed  that  they  and  other 
possible  investors  in  the  Corporation's  bonds  and  stocks  would 
feel  a  special  sense  of  security  in  the  continued  earning  power 
of  the  Corporation  if  they  knew  that  the  officers  and  the  manag- 
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ing  men  generally  of  the  entire  organization  were  willing  to 
enter  into  a  contract  by  which  part  of  their  compensation  for 
services  rendered  shall  be  paid  only  after  the  realization  of 
$80,000,000  of  profits ;  in  other  words,  after  interest  on  bonds, 
dividends  on  preferred  and  common  stock,  and  sinking  funds 
shall  have  been  earned  and  paid  or  set  aside. 

It  has  been  and  still  is  intended,  therefore,  to  make  such  an 
adjustment  of  salaries  as  shall  seem  proper  in  order  that  every 
man  in  the  employ  of  the  Corporation  or  of  any  of  its  sub- 
sidiary companies  will  feel  that  he  is  receiving  a  fair  and  rea- 
sonable compensation  for  his  services,  and  that  over  and  above 
such  sum  he  shall  have  an  opportunity  each  year  to  earn 'a 
substantial  extra  sum  of  money,  provided  he  and  his  associates 
shall  have  been  successful  in  earning  for  the  stockholders  a 
substantial  surplus  over  and  above  interest,  dividend  and  sink- 
ing fund  charges.  The  basis  of  this  is  outlined  in  the  accom- 
panying circular. 

In  the  matter  of  adjusting  salaries,  we  have  gone  far  enough 
to  know  that  on  and  after  January  1,  1903,  we  will  have  in  the 
employ  of  the  Steel  Corporation  and  of  all  of  its  subsidiary 
companies  not  to  exceed  12  men  with  salaries  of  $20,000  a  year 
or  over.  This  includes  the  salary  of  $100,000  which  is  fixed  as 
belonging  to  the  ofiice  of  President  of  the  Corporation  itself. 
There  will  be  not  to  exceed  50  men  who  will  receive  from  $10,- 
000  to  $20,000  a  year.  There  will  be  about  200  men  who  will 
receive  from  $5,000  to  $10,000  a  year,  and  something  over 
1,500  men  who  will  receive  from  $2,500  to  $5,000  a  year. 

We  believe  that  the  profit-sharing  plan  proposed  in  connec- 
tion with  the  men  receiving  these  salaries  will  materially 
quicken  the  interest  of  a  large  number  of  our  men  in  the  general 
success  of  the  Steel  Corporation,  and  that  it  will  retain  them 
permanently  in  its  service;  that  it  will  stimulate  individual 
eflfort  all  along  the  lines,  giving  us  an  increasingly  solid 
and  compact  organization  working  for  one  common  end,  and 
enabling  us  to  get  general  support  for  all  plans  promising 
further  economies  in  manufacture  and  in  administration.  In 
this  way  more  than  in  any  other  not  already  adopted  can  we 
provide  a  guaranty  of  the  continued  success  of  the  Corporation. 

An  immediate,  important,  and  far  reaching  result  of  thus 
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welding  together  the  men  of  all  the  subsidiary  companies  and 
of  interesting  them  in  working  for  one  common  object,  is  ob- 
tained through  the  following  important  arrangement  for  making 
appropriations  for  maintenance,  alterations  and  extensions  of 
plants  during  the  year  1903. 

In  the  past,  if  any  subsidiary  company  desired  an  appropria- 
tion for  any  purpose,  the  president  of  the  Company  made  his 
recommendation  to  the  oflScers  of  the  Steel  Corporation,  who 
investigated  it  fully  and  referred  it  to  the  Executive  Committee, 
which  considered  the  matter  from  every  point  of  view,  and,  if 
approved,  passed  it  on  to  the  Finance  Committee  for  final 
action. 

Now,  that  we  are  to  interest  the  presidents  and  the  other 
officers  of  each  subsidiary  company  in  the  profits  of  each  of  the 
other  subsidiary  companies,  through  a  profit-sharing  plan  of 
the  Steel  Corporation  as  a  whole,  it  will  be  found  entirely  prac- 
ticable and  highly  advantageous  to  have  the  president  of  each 
subsidiary  company  give  his  opinion  as  to  the  advisability  of  a 
contemplated  improvement  or  expenditure  on  any  one  of  the  . 
plants,  and  to  this  end,  regularly  to  call  the  presidents  of  the 
subsidiary  companies  together  as  a  manufacturing  committee 
for  conference.  At  such  conferences  all  questions  of  con- 
templated expenditures  and  improvements  on  any  plant  will  be 
discussed  by  the  presidents  of  all  the  companies,  and  their  re- 
commendations will  then  go  to  the  officers  of  the  Steel  Corpora- 
tion and  to  the  Executive  Committee  and  ultimately  to  the 
Finance  Committee. 

In  the  same  way  qiiestions  of  purchasing  supplies,  and  other 
questions  of  common  interest,  will  be  taken  up  at  these  Presi- 
dent's meetings  and  will  be  dealt  with  from  the  broad  point  of 
view  of  the  success  of  the  Steel  Corporation  as  a  whole.  In 
short,  the  idea,  as  far  as  possible,  is  to  administer  the  interests 
of  the  Steel  Corporation  by  committee  work,  and  to  impress  on 
every  one  in  authority,  wherever  possible  and  of  advantage  to 
the  Corporation,  as  a  whole,  the  importance  of  making  such 
plant  supplement,  and  co-operate  with,  every  other  plant  of  the 
United  States  Steel  Corporation. 

Bv  order  of  the  Finance  Committee: 

UNITED  STATES  STEEL  CORPORATION, 

George  W.  Perkins, 
Chairmcm, 
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New  York,  December  31,  1902. 
To  the  Officers  and  Employees  of  the  United  States  Steel 
Corporation  and  of  its  Subsidiary  Companies: 

Gentlemen: — For  several  months  the  Finance  Committee 
has  been  engaged  in  perfecting  a  plan  which,  in  its  opinion, 
would  make  it  your  common  interest  to  become  permanent 
holders  of  the  preferred  stock  of  the  Corporation. 

The  Finance  Committee  has  been  endeavoring  also  to  devise 
some  comprehensive  plan  under  which  those  of  you  who  are 
charged  with  the  responsibility  of  managing  and  directing  the 
affairs  of  the  Corporation,  or  of  its  several  subsidiary  com- 
panies, shall  receive  compensation  partly  on  a  profit-sharing 
basis. 

The  Committee  has  not  been  willing  to  adopt  any  system 
that  shall  not  include  every  employee,  from  the  President  of 
the  Corporation  itself  to  the  men  working  by  the  day  in  the 
several  subsidiary  companies. 

A  plan  which,  in  the  judgment  of  the  Finance  Committee, 
will  accomplish  these  results,  was  submitted  to  the  Board  of 
Directors  at  its  December  meeting,  and  by  unanimous  vote  the 
Finance  Committee  was  authorized  to  proceed  to  perfect  and  to 
promulgate  the  plan.  It  is  now  submitted  to  you,  in  the  hope 
and  belief  that  it  will  receive  from  all  of  you  the  same  hearty 
approval  that  was  given  to  it  by  the  Presidents  of  the  several 
subsidiary  companies,  who  were  freely  consulted  while  the 
plan  was  being  thought  out  and  put  into  shape. 

The  plan  is  divided  into  two  parts. 
Part  One : 

From  the  earnings  of  the  Corporation,  during  the  year 
1902,  there  will  have  been  set  aside  at  least  Two  Million  dollars, 
and  as  much  more  as  is  necessary,  for  the  purchase  of  at  least 
25,000  shares  of  ihe  Corporation's  Preferred  Stock  for  the  pur- 
pose of  making  the  following  oflfer  to  all  the  employees  of  the 
Steel  Corporation  and  of  its  subsidiary  companies : 

At  the  present  time  there  are  in  the  service  of  the  Corpora- 
tion, and  of  its  subsidiary  companies,  about  168,000  employees, 
whom  we  propose  now  to  divide  into  six  classes,  as  follows : 

Class  A  will  include  all  those  who  receive  salaries  of  $20,000 
a  year  or  over. 
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Class  B  will  include  all  those  who  receive  salaries  of  from 
$10,000  to  $20,000  a  year. 

Class  C  will  include  all  those  who  receive  salaries  of  from 
$5,000  to  $10,000  a  year. 

Class  D  will  include  all  those  who  receive  salaries  of  from 
$2,500  to  $5,000  a  year. 

Gass  E  will  include  all  those  who  receive  salaries  of  from 
$800  to  $2,500  a  year. 

Class  F  will  include  all  those  who  receive  salaries  of  $800 
a  year  or  less. 

During  the  month  of  January,  1903,  the  above-mentioned 
stock  will  be  offered  to  any  and  every  man  in  the  employ  of  the 
Corporation,  or  any  of  its  subsidiary  companies,  at  the  price  of 
$82.50  per  share;  subscriptions  for  this  stock  to  be  made  on 
blanks  obtainable  at  the  office  of  the  treasurer  of  any  subsidiary 
company. 

Every  man  can  subscribe  for  as  much  stock  as  he  chooses^ 
not  to  exceed  the  sum  represented  by  a  certain  percentage  of  his 
annual  salary,  as  indicated  in  the  following  table : 

Any  man  who  belongs  in  class  A,  as  indicated  in  the  preced- 
ing classification,  will  be  allowed  to  subscribe  for  an  amount 
of  stock  represented  by  a  sum  not  to  exceed  S  per  cent,  (n*  hi< 
annual  salary. 

Class  B,    8  per  cent. 

Class  C,  10  per  cent. 

Class  D,  12  per  cent. 

Class  E,  15  per  cent. 

Class  F,  20  per  cent. 

If,  on  this  basis  of  subscription,  more  than  25,000  shares 
shall  be  subscribed  for,  25,000  shares  will  be  awarded  to  the 
several  subscribers  in  the  order  of  the  classes  beginning  with 
the  lowest  or  Class  F,  the  upper  classes  to  receive  only  in  case 
any  stock  shall  remain  untaken  by  the  Class  below,  and  each 
class  to  receive  ratably  in  the  amount  left  for  that  class  if  there 
be  not  enough  to  satisfy  the  full  subscription  of  that  class,  but 
each  subscriber  will  be  allotted  at  least  one  full  share,  even 
though  this  might  make  it  necessary  for  the  Finance  Commit- 
tee to  purchase  more  than  25,000  shares. 

Payment  of  the  subscriptions  for  the  stock  must  be  made  in 
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monthly  instalments,  to  be  deducted  from  the  salary  or  wages 
of  the  subscriber,  in  such  amounts  as  he  may  desire,  not  to  ex- 
ceed 25  per  cent,  of  any  one  month's  salary  or  wages. 

A  man  may  take  as  long  as  he  chooses,  not  exceeding  three 
years,  to  pay  for  his  stock. 

Dividends  on  the  stock  will  go  to  the  subscriber. from  the 
date  on  which  he  commences  to  make  payments  on  account  of 
his  subscription. 

Interest  at  5  per  cent,  will  be  charged  on  deferred  payments 
on  the  stock. 

In  case  a  man  shall  discontinue  payments  before  his  stock 
shall  have  been  fully  paid  for,  he  can  withdraw  the  money  he 
has  paid  on  account  of  principal  and  may  keep  the  difference 
between  the  5  per  cent,  interest  he  has  paid  and  the  7  per  cent, 
dividend  he  has  received  on  the  stock ;  and  thereupon  his  sub- 
scription and  all  interest  on  the  stock  to  which  the  same  relates 
shall  cease  and  determine. 

As  soon  as  the  stock  shall  have  been  fully  paid  for,  it  will 
be  issued  in  the  name  of  the  original  subscriber  and  the  certif- 
icate will  be  given  to  him,  and  he  can  then  sell  it  any  time  he 
chooses.  But  as  an  inducement  for  him  to  keep  it  and  to  remain 
continuously  in  the  employ  of  the  Corporation  or  of  one  or 
another  of  the  subsidiary  companies,  and  to  have  the  same  in- 
terest in  the  business  that  a  stockholder  or  working  partner 
would  have,  the  following  offer  is  made,  vis, : 

If  he  will  not  sell  or  part  with  the  stock,  but  will  keep  it  and 
in  January  of  each  year,  for  five  years,  commencing  with 
January,  1904,  will  exhibit  the  certificate  to  the  Treasurer  of 
his  company,  together  with  a  letter  from  a  proper  official,  to  the 
effect  that  he  has  .been  continuously  in  the  employ  of  the  Cor- 
poration or  of  one  or  another  of  its  subsidiary  companies  dur- 
ing the  preceding  year,  and  has  shown  a  proper  interest  in  its 
welfare  and  progress,  he  will  during  each  of  such  five  years  re- 
ceive checks  at  the  rate  of  $5  a  share  per  year.  For  example : 
If  a  man  buys  one  share  of  this  stock  in  January,  1903,  he  will 
undertake  to  pay  $82.50  for  it.  If  after  paying  for  it  he  keeps 
it  for  five  years  he  will,  in  each  year,  have  received  dividends  at 
the  rate  of  7  per  cent,  on  the  par  value  of  the  stock,  and  also 
will  have  received  each  year  an  extra  dividend,  so  to  speak,  of 
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$5 ;  this  latter  sum  being  paid  him  as  special  compensation  for 
rendering  continuous  faithful  service  to  the  Corporation  or  to 
one  or  another  of  its  subsidiary  companies,  as  shown  by  the 
exhibition  of  his  certificate  together  with  a  letter  from  a 
proper  official  showing  that  he  has  worked  to  promote  the  best 
interests  of  the  company  in  which  he  has  thus  become  prac- 
tically a  partner. 

If  he  shall  remain  continuously  in  the  service  of  the  Cor- 
poration or  of  one  or  another  of  its  subsidiary  companies  for 
five  years,  at  the  end  of  the  fifth  year  the  Corporation  intends 
that  he  shall  receive  a  still  further  dividend,  which  cannot  now 
be  ascertained  or  stated,  but  which  will  be  derived  from  the 
following  source,  tHs,  : 

All  who  subscribe  for  stock  in  January,  1903,  and  com- 
mence to  pay  for  it,  but  who  discontinue  at  any  time  during  the 
five  years,  of  course  will  not  receive  the  $5  per  share  for  such 
of  the  five  years  as  remain  after  they  discontinue.  The  corpora- 
tion will,  however,  pay  into  a  special  fund  each  year  the  $5 
payments  that  would  have  been  made  to  such  subscribers  had 
they  continued.  This  fund  shall  be  credited  with  5  per  com. 
annual  interest,  and  at  the  end  of  the  five  years  period  the  total 
amount  thus  accumulated  will  be  divided  into  as  many  parts 
as  shall  be  equal  to  the  number  of  shares  then  remaining  in  the 
hands  of  men  who  shall  have  continued  in  such  employ  for  the 
whole  five  years,  and  the  Corporation  will  then,  by  its  own  final 
determination,  award  to  each  man  whom  it  shall  find  deserving 
thereof,  as  many  parts  of  such  accumulated  fund  as  shall  be 
equal  to  the  number  of  shares  then  held  by  him  under  tliis 
plan: 

Provided,  however,  that  if  a  subscriber  shall  have  died  or 
shall  have  become  disabled  while  faithfully  serving  the  Cor- 
poration or  one  or  another  of  its  subsidiary  companies^  during 
such  five  years'  period,  the  money  theretofore  paid  by  him  on 
account  of  the  stock  he  was  purchasing,  or,  if  he  has  fully  paid 
for  it,  the  certificate  of  stock  may  be  turned  over  by  the  Cor- 
poration to  his  estate  or  to  him,  together  with  a  sum  equal  to  $5 
per  share  for  each  of  the  five  years  not  then  expired. 

If  this  plan  shall  be  received  favorably  and  shall  meet  with 
success,  it  is  intended  at  the  close  of  next  year,  to  make  a  similar 
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oflFer,  excepting,  of  course,  that  the  price  at  which  the  stock 
then  will  be  oflFered  cannot  be  guaranteed  now ;  it  is,  however, 
the  intention  to  offer  it  at  about  the  then  market  price,  and  in 
all  other  respects  to  make  the  terms  of  the  offer  similar  to  those 
now  submitted. 

The  continuation  of  this  policy  would  make  it  possible  for 
a  man  to  buy  one  or  more  shares  of  the  stock  each  year  under 
a  contract  with  the  Corporation  upon  terms  offering  a  safer 
and  more  profitable  investment  than  he  could  possibly  find  for 
his  savings  anywhere  else. 
Part  Two: 

During  the  year  we  have  been  and  are  now  engaged  in  mak- 
ing changes  and  adjustments  in  the  salaries  of  the  men  who 
occupy  official  and  semi-official  positions,  and  who  are  engaged 
in  directing  and  managing  the  affairs  of  the  Corporation  and  of 
its  several  subsidiary  companies  in  all  the  various  branches  of 
the  departments  of  mining,  manufacturing  and  transportation. 

We  have  been  making  these  changes  preparatory  to  in- 
augurating, on  January  1,  1903,  a  plan  by  which  all  the  men 
who  are  thus  dii^ectly  or  indirectly  charged  with  the  responsibil- 
ity of  managing  and  operating  these  vast  properties,  will  share 
with  the  stockholders  in  any  profits  made  after  a  certain  amount 
of  annual  net  earnings  shall  have  been  reached,  and  to  this  end 
the  following  plan  has  been  adopted: 

In  round  figures  it  requires  about  $75,000,000  to  pay  the 
interest  on  the  bonds  of  the  Corporation  and  of  its  several  sub- 
sidiary companies,  the  dividends  on  the  preferred  and  common 
stock,  at  the  rates  now  being  declared,  and  to  make  sinking 
fund  deposits. 

The  Board  of  Directors  has  approved  the  recommendation 
of  the  Finance  Committee  to  the  effect  that 

Whenever  $80,000,000  and  less  than  $90,000,000  is  earned 
during  1903,  1  per  cent,  shall  be  set  aside ; 

Whenever  $90,000,000  and  less  than  $100,000,- 
000  is  earned  during  1903,  1.2  per  cent,  shall  be  set  aside; 

Whenever  $100,000,000  and  less  than  $110,000,- 
000  is  earned  during  1003,  1.4  per  cent,  shall  be  set  aside : 

Whenever  $110,000,000  and  less  than  $120,000,000  is  earned 
during  1903,  1.6  per  cent,  shall  be  set  aside; 
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Whenever  $120,000,000  and  less  than  $130,000,000  is  earned 
during  1903,  1.8  per  cent,  shall  be  set  aside; 

Whenever  $130,000,000  and  less  than  $140,000,000  is  earned 
during  1903,  2  per  cent,  shall  be  set  aside ; 

Whenever  $140,000,000  and  less  than  $150,000,000  is  earned 
during  1903,  2j4  per  cent,  shall  be  set  aside ; 

Whenever  $150,000,000  and  less  than  $160,000,000  is  earned 
during  1903,  2J/4  per  cent,  shall  be  set  aside. 

It  is  intended  that  not  only  the  Presidents,  Officers,  Man- 
agers and  Superintendents  shall  share  in  these  profits,  but  they 
shall  be  shared  in  as  well  by  all  other  men  charged  with 
responsibilty  in  managing  the.  affairs  of  the  Corporation,  and 
the  final  selection  of  the  men,  who  shall  share,  is  to  be  made  by 
the  Finance  Committee  of  the  Steel  Corporation. 

The  question  of  what  constitutes  profits  and  all  other  ques- 
tions shall  be  determined  solely  and  finally  by  the  Finance  Com- 
mittee, and  as  this  Committee  will  have  no  interest  whatsoever, 
directly  or  indirectly,  in  the  profit-sharing  plan,  its  rulings  must 
be  accepted  by  all  as  fair,  impartial  and  conclusive. 

We  may  not,  in  the  first  year,  get  an  equitable  apportion- 
ment, but  it  is  not  the  intention  to  make  permanent  the  above 
schedule  or  the  apportionment  of  the  same.  The  programme  is 
hereby  announced  as  the  plan  for  the  year  1903,  and  the  Finance 
Committee  reserves  the  right  to  modify  any  apportionment 
that  is  made  at  the  end  of  each  quarter  during  the  year,  and  re- 
serves the  right  to  announce  this  or  any  other  plan  as  a  substi- 
tute for  this,  at  the  end  of  1903  for  the  year  1904. 

Any  profits  distributed  under  the  above  schedule  and  to  the 
above  classes  of  men  will  be  paid  out  as  follows,  for  example : 
If  $80,000,000  be  earned  during  the  year  1903,  then  $800,000 
would  be  the  sum  set  aside  for  distribution.  It  is  proposed  to 
distribute  one-half  of  this  sum  in  cash,  quarterly,  during  the 
year ;  reserve  the  other  half  until  the  end  of  the  year ;  and  then 
invest  it  in  preferred  stock;  divide  the  amount  of  stock  thus 
purchased,  distributing  one-half  to  the  employees  who  are. en- 
titled to  it,  and  holding  the  other  half  in  the  hands  of  the 
treasurer  of  the  Corporation,  giving  each  man  a  certificate  for 
his  interest,  the  certificate  to  recite  among  other  things: 

First. — That  if  he  remains  continuously  in  the  service  of 
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the  Corporation  or  of  one  or  another  of  its  subsidiary  compa- 
nies for  five  years,  the  stock  shall  be  delivered  to  him  and  he 
may  do  as  he  likes  with  it. 

Second. — ^That  if  he  dies  or  becomes  totally  and  perman- 
ently disabled  while  in  the  employ  of  the  Corporation  or  of 
one  or  another  of  its  subsidiary  companies,  the  stock  will  be 
delivered  to  his  estate  or  to  him. 

Third, — That  he  can  draw  the  dividends  declared  on  the 
stock  while  it  is  held  for  his  account  and  he  remains  in  the  em- 
ploy of  the  Corporation  or  of  one  or  another  of  its  subsidiary 
companies. 

Fourth, — That  if  without  previous  consent  voluntarily  he 
shall  have  quitted  the  service  of  the  Corporation  or  of  its  sub- 
sidiary companies,  he  shall  forfeit  all  right  to  this  stock,  and 
in  such  case  it  will  be  held  in  a  fund  which  at  the  end  of  five 
years  will  be  divided  among  such  employees  as  shall  have  com- 
plied with  all  the  conditions. 

Thus  25  per  cent,  of  all  money  set  aside  in  this  profit-shar- 
ing plan  will  be  held  for  five  years  and  will  be  given  to  such 
only  as  at  the  end  of  that  period  shall  be  in  the  employ  of  the 
Corporation  or  of  one  or  another  of  its  subsidiary  companies 
from  and  since  January  1,  1903. 

As  the  value  of  the  interests  of  the  United  States  Steel 
Corporation  in  the  several  subsidiary  companies  necessarily 
will  be  enhanced  by  everything  that  tends  to  increase  their 
efficiency  and  earnings,  this  offer  includes  their  employees  as 
well  as  those  of  the  Corporation  itself. 

By  order  of  the  Finance  Committee. 

UNITED  STATES  STEEL  CORPORATION, 

George  W.  Perkins, 
Chairtnan. 
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CONSTITUTION  AND  BY-LAWS. 


THE  U.  G.  I.  BENEFICIAL  ASSOCIATION 
OF  PHILADELPHIA. 


1904. 


CONSTITUTION. 


NAME. 
ARTICLE  I. 
This  Association  shall  be  known  as  The  U.  G.  I.  Beneficial 
Association  of  Philadelphia. 

OFFICERS. 

ARTICLE  II. 

Section  1.  The  officers  of  this  Association  shall  consist  of  a 
President,  Vice-President,  Secretary,  Assistant  Secretary, 
Treasurer,  Assistant  Treasurer,  and  fifteen  Trustees,  to  be 
nominated  annually  at  the  meeting  in  December  and  be  elected 
at  the  meeting  in  January. 

Sec.  2.  It  shall  be  the  duty  of  the  President,  who  shall  be 
ex'officio  a  member  of  the  Board  of  Trustees,  to  preside  at  all 
meeetings  of  the  Association  and  of  the  Board,  to  countersign 
all  checks  signed  by  the  Treasurer,  to  appoint  all  committees, 
except  as  hereinafter  provided  for,  and  to  perform  all  other 
duties  pertaining  to  the  office.  He  shall  serve  without  com- 
pensation. 

Sec.  3.  It  shall  be  the  duty  of  the  Vice-President  to  preside 
in  the  absence  of  the  President  and  perform  all  duties  pertain- 
ing to  that  office,  and  his  performance  thereof  shall  be  con- 
clusive evidence  of  his  right  to  act.  He  shall  serve  without 
compensation. 

Sec.  4.  It  shall  be  the  duty  of  the  Secretary  to  keep  a  correct 
record  of  the  proceedings  of  the  Association,  to  collect  all  dues 
and  assessments  of  members  (keeping  a  record  of  same),  pay- 
ing such  money  to  the  Treasurer,  taking  his  receipt  therefor. 
He  shall  give  written  notice  to  members  who  are  one  month 
in  arrears,  and  perform  such  other  duties  as  the  Association 
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m^y  require.  He  shall  furnish  to  the  Association  a  bond  with 
such  surety  and  in  such  amount  as  shall  be  approved  by  the 
Board  of  Trustees,  the  premium  upon  which  shall  be  paid  by 
the  Association.    He  shall  serve  without  compensation. 

Sec.  5.  In  the  case  of  the  absence  of  the  Secretary,  or  of  his 
inability  to  act,  it  shall  be  the  duty  of  the  Assistant  Secretary 
to  perform  all  the  duties  of  the  Secretary,  and  his  performance 
thereof  shall  be  conclusive  evidence  of  his  right  to  act.  He 
shall  serve  without  compensation. 

Sec.  6.  It  shall  be  the  duty  of  the  Treasurer  to  receive  all 
money  in  the  name  of  the  Association  and  to  p^y  only  in  ac- 
cordance with  the  Constitution  and  By-Laws  of  the  Associa- 
tion and  as  ordered  by  the  Board  of  Trustees.  All  checks  shall 
be  signed  by  the  Treasurer  and  countersigned  by  the  President. 
The  Treasurer  shall  furnish  to  the  Association  a  bond  with  such 
surety  and  in  such  amount  as  shall  be  approved  by  the  Board 
of  Trustees,  the  premium  upon  which  shall  be  paid  by  the  As- 
sociation.   He  shall  serve  without  compensation. 

Sec.  7.  In  the  case  of  the  absence  of  the  Treasurer,  or  of  his 
inability  to  act,  it  shall  be  the  duty  of  the  Assistant  Treasurer 
to  perform  all  the  duties  of  the  Treasurer,  and  his  performance 
thereof  shalKbe  conclusive  evidence  of  his  right  to  act.  He  shall 
serve  without  compensation. 

8.  The  Trustees  shall  appoint  a  Membership  Committee  of 
five  members.  They  shall  also  determine  the  amount  and  surety 
of  the  bonds  of  the  various  officers  of  this  Association. 

ARTICLE  III. 

Section  1.  Candidates  for  membership  in  this  Association 
must  be  at  time  of  application  employed  by  or  connected  with 
the  United  Gas  Improvement  Company  or  affiliated  companies 
located  in  Philadelphia. 

Secc.  2.  Applications  for  membership  must  be  presented  in 
writing  to  the  Board  of  Trustees,  giving  name,  age,  residence, 
and  occupation,  attested  by  the  head  of  the  department  where 
said  applicant  may  be  located.  The  application  (with  the  name 
of  the  member  proposing  same  attached)  shall  be  accompanied 
by  an  entrance  fee  of  one  dollar  and  the  first  month's  dues, 
which  shall  be  returned  should  the  applicant  be  rejected.    The 
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application  shall  be  referred  to  the  Membership  Committee, 
who  shall  inquire  into  said  application,  and  if  the  application  is 
in  proper  form  and  the  applicant  eligible  for  membership  in  the 
Association,  the  applicant  shall  be  declared  a  member  and  be 
entitled  to  all  the  benefits  and  privileges  of  the  Association. 

ARTICLE  IV. 

Section  1.  The  monthly  dues  of  each  member  shall  be 
twenty-five  cents,  payable  in  advance  at  each  stated  meeting  of 
this  Association. 

Sec.  2.  Upon  the  death  of  any  and  each  member  there  shall 
be  an  assessment  of  twenty-five  cents,  payable  at  the  next  stated 
meeting,  unless  there  shall  be  a  surplus  in  the  Treasurer's 
hands  of  at  least  $1,500,  said  assessment  to  again  become 
operative  when  the  surplus  in  the  Treasurer's  hands  shall  be 
reduced  to  $500,  and  in  no  case  shall  there  be  more  than  one 
assessment  in  any  one  month. 

Sec.  3.  Any  member  who  shall  be  in  arrears  for  two  con- 
secutive months  shall  thereupon  cease  to  be  a  member  of  this 
Association,  and  shall  immediately  forfeit  all  rights  and 
privileges  of  membership  in  the  Association,  except  the  right  of 
reinstatement  within  twelve  months  after  the  failure  to  pay 
dues,  such  reinstatement  to  be  immediately  declared  by  the 
Membership  Committee  upon  the  presentation  of  application  of 
the  same  character  as  provided  for  in  Section  2  of  Article  III., 
and  upon  the  payment  by  said  person  to  the  Secretary  of  the 
regular  initiation  fee  of  one  dollar,  together  with  the  first 
month's  dues  of  twenty-five  cents. 

Sec.  4.  Any  member  who  shall  not  pay  a  death  assessment 
as  prescribed  in  Article  IV.,  Section  2,  within  thirty  days 
after  the  same  is  made,  shall  thereupon  cease  to  be  a  member 
of  the  Association  and  shall  immediately  forfeit  all  rights  and 
privileges  of  membership  in  the  Association,  except  the  right 
of  reinstatement  within  twelve  months  after  the  failure  to  pay 
assessment,  such  reinstatement  to  be  immediately  declared  by 
the  Membership  Committee  upon  the  presentation  of  application 
of  the  same  character  as  provided  for  in  Section  2  of  Article 
III.,  and  upon  the  payment  by  said  person  to  the  Secretary 
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of  the  regular  initiation  fee  of  one  dollar,  together  with  the 
first  month's  dues  of  twenty-five  cents. 

ARTICLE  V. 

Section  1.  Upon  notification  to  the  President,  of  the  death  of 
a  member  the  President  shall  select  one  of  the  Trustees,  whose 
duty  it  shall  be  to  immediately  inquire  into  the  reported  death 
of  the  member,  and  if  he  shall  find  such  death  has  occurred,  he 
shall  report  the  same  to  the  Secretary  in  writing.  The  Secre- 
tary shall  thereupon  inform  the  Treasurer  of  this  fact  and  file 
with  the  Treasurer  the  report  signed  by  the  Trustee.  The 
Secretary's  notice,  together  with  the  report  of  the  Trustee,  shall 
be  the  authority  of  the  Treasurer  and  President  to  sign  and 
countersign  check  of  the  Association  for  the  payment  of  the 
benefit,  which  shall  be  the  sum  of  $150.  Payment  of  benefit  on 
account  of  the  death  of  a  member  shall  be  made  within  three 
days  after  notice  of  death  to  the  President,  to  such  person  or 
persons  as  said  member  shall  designate  in  writing,  either  upon 
his  original  application  for  membership  or  by  written  designa- 
tion filed  subsequently  thereto  with  the  Secretary  of  the  Asso- 
ciation. If  there  be  no  such  designated  beneficiary  living  at  the 
member's  death  then  the  said  benefit  shall  be  divided,distributed, 
and  paid  by  the  Association  to  and  among  the  persons  who 
would  be  entitled  to  receive  the  same  in  accordance  with  the 
laws  of  the  State  where  such  person  is  domiciled  in  cases  of  in- 
testacy. In  any  case  in  which  notice  in  writing  of  the  exist- 
ence of  any  such  person  shall  not  be  served  on  the  President  of 
the  Association  within  twelve  months  after  such  member's 
death,  it  shall  be  treated  as  conclusive  that  there  are  no  such 
persons  in  existence,  and  thereupon  the  said  benefit  shall  be 
treated  as  absolutely  lapsed  and  extinguished. 

ARTICLE  VI. 

Section  1.  No  assignment  of  benefits  shall  be  recognized  by 
the  Association,  and  if  the  right  of  the  beneficiaries  designated 
by  the  members  in  accordance  with  this  Constitution  to  such 
benefits  shall  in  any  manner  become  alienated,  the  obligation 
to  pay  such  benefits  shall  thereupon  cease. 
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ARTICLE  VII. 

Section  1.  This  Constitution  shall  become  effective  Decem- 
ber 16,  1904. 

ARTICLE  VIII. 

Section  1.  No  alterations  or  amendments  shall  be  made  to 
this  Constitution  except  the  same  be  proposed  in  writing  at 
a  stated  meeting,  when  it  shall  be  laid  over  for  consideration  at 
the  next  stated  meeting,  and  notice  of  which  shall  be  mailed 
or  delivered  to  all  members  of  the  Association  ten  days  prior  to 
such  meeting. 

BY-LAWS, 


ARTICLE!. 

Section  1.  The  stated  meetings  of  this  Association  shall  be 
held  on  the  sixteenth  day  of  each  month,  save  when  that  day 
shall  be  a  Sunday  or  a  legal  holiday,  in  which  case  it  shall  be 
the  next  secular  day  following  that  date. 

Sec.  2.  Fifteen  members  shall  constitute  a  quorum,  but  a 
less  number  may  meet  and  adjourn  from  time  to  time. 

ARTICLE  II. 

Section  1.  Meetings  of  the  Board  of  Trustees  shall  be  held 
at  the  call  of  the  President  or  at  the  request  of  three  members 
of  the  Board. 

ARTICLE  III. 

Section  1.  Every  member  must  give  his  place  of  residence 
to  the  Secretary,  and  in  case  of  removal  he  shall  notify  the  Sec- 
retary thereof.  All  notices  sent  to  the  address  appearing  on 
the  books  of  the  Secretary  shall  be  deemed  to  be  the  correct 
address  of  the  member. 

ARTICLE  IV. 

Section  1.  The  funds  of  the  Association  shall  not  be  used 
for  any  other  purpose  than  for  the  death  benefits  and  the  legit- 
imate rimning  expenses  of  this  Association. 
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ARTICLE  V. 

Section  1.  No  part  of  these  By-Laws  shall  be  altered,  sus- 
pended, or  amended  unless  a  motion  in  writing  be  presented  one 
month  previous  to  the  day  it  shall  be  considered,  and  notice  of 
which  shall  be  mailed  or  delivered  to  all  members  of  the  Asso- 
ciation ten  days  prior  to  such  meeting;  and  if  two-thirds  of  the 
members  present  vote  in  favor  of  the  motion,  it  -shall  be  adopted. 

SULES  OF  ORDER. 

No.  1.  The  President  shall  take  the  chair  at  the  hour  at 
which  the  Association  meets,  and  upon  the  appearance  of  a 
quorum  he  shall  open  a  meeting. 

Business  shall  be  taken  up  in  the  following  order: — 

Call  to  order ; 

Reading  of  the  minutes  of  the  last  stated  meeting ; 

Reports  of  Trustees; 

Reports  of  Committees; 

Payment  of  dues; 

Report  of  delinquent  members ; 

Unfinished  business ; 

New  business ; 

Secretary's  report; 

Adjournment. 

No.  2.  A  motion  when  made  must  be  seconded  before  it 
can  be  debated.  When  a  question  is  under  debate  no  motion 
can  be  received  except  to  divide,  amend,  indefinitely  postpone, 
lay  on  the  table,  or  adjourn.  A  motion  to  adjourn  is  always 
in  order  and  is  not  debatable. 

No.  3.  Every  member  must  when  speaking  address  the  pre- 
siding (^cer.  On  questions  of  order  no  member  shall  speak 
more  than  once.  On  all  other  questions  members  may  speak 
twice,  not  oftener,  unless  by  the  consent  of  the  presiding 
dficer. 
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THE  PROCTOR  &  GAMBLE  CO. 

Cincinnati,  O.,  Aug.  19,  1907. 
Mr.  Alanson  P.  Lathrop, 

New  York  City,  N.  Y. 
Dear  Sir. — Your  favor  of  the  12th  inst.  has  our  attention. 

We  enclose  herewith  the  reprint  of  an  article  which  our 
General  Manager  wrote  for  the  New  York  Independent  some 
years  ago.  The  Plan  and  our  experience  in  connection  with  it 
were  practically  unchanged  up  to  July  1st,  1903.  At  that  time 
there  was  a  modification  which  we  believe  will  strengthen  the* 
cordial  relations  which  exist  between  our  Company  and  its 
employees. 

We  now  require  that  an  employee,  to  share  in  the  Profit 
Sharing  Dividend,  shall  own  Common  Stock  of  the  Company 
to  an  amount  equal  in  market  value  to  a  year's  wages  or  salary. 
If  an  employee  does  not  hold  this  amount  of  stock  we  offer  to 
buy  it  for  him  or  for  her.  When  the  purchase  is  made,  a  small 
first  payment  is  required,  and  other  small  annual  payments  are 
required  until  the  cost  of  the  stock  has  been  paid.  Interest  is 
charged  in  the  meantime  at  the  rate  of  3  per  cent,  per  annum 
and  the  employee  is  guaranteed  by  the  Company  against  de- 
cline. 

The  majority  of  our  employees  have  taken  advantage  of 
this  offer  and  will  hereafter  receive  a  Profit  Sharing  Divi- 
dend and  also  the  regular  Dividend  which  is  paid  to  holders 
of  the  Common  Stock. 

These  Dividends  of  late  years  have  been  12  per  cent;  that 
is,  an  employee  earning  $500.00  year  in  wages  or  salary  gets 
a  Profit  Sharing  Dividend  of  $60.00  in  addition  to  the  12  per 
cent.  Dividend  on  his  stock. 

If  the  employee  is  indebted  to  us  for  stock  purchased  for 
his  account,  the  dividends  are  credited  to  him  until  the  stock 
is  paid  for. 

It  will  be  evident  to  you  that  our  object  in  amtoding  our 
plan  and  in  encouraging  our  people  to  become  stockholders,  is 
to  have  them  feel  the  additional  interest  in  the  welfare  of  the 
Company  which  comes  from  actual  investment  and  part  owner- 
ship. 
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The  details  given  above  will,  we  hope,  be  interesting,  and  if 
we  can  add  anything  in  the  way  of  information,  do  not  hesi- 
tate to  call  upon  us  for  it. 

Yours  very  truly, 

The  Proctor  &  Gamble  Co., 

By  R.  H.  Rogers, 

AN  EXPERIMENT  IN  PROFIT  SHARING. 

Any  change  in  the  methods  of  conducting  the  productive* 
and  distributive  business  in  the  world,  to  be  successful  and  gen- 
erally  adopted,  must  first  and  last  have  in  it  that  which  tends  to 
lessen  the  cost  of  such  production  or  distribution.  However 
desirable  profit  sharing  may  appear  to  us  from  other  points 
of  view,  this  is  the  essential  principle  upon  which  its  success 
or  failure  depends.  Unless  the  employer  increases  the 
efficiency  of  his  labor  under  the  profit  sharing  plan  to  at  least 
the  extent  of  the  profits  so  paid  to  his  labor,  he  should  not, 
as  a  business  proposition,  adopt  it.  If,  however,  the  reverse 
is  true  and  he  increases  the  efficiency  of  "his  labor  to  an  extent 
greater  than  the  amount  so  paid  to  it,  it  is  as  incumbent  upon 
him  to  adopt  the  profit  sharing  plan,  as  it  is  to  put  rn  an  im- 
proved piece  of  machinery,  remembering  also,  that  it  is  the  first 
who  in  adopting  improved  methods  secures  the  greatest  reward. 
If  profit  sharing  can  show  that  where  it  is  honestly  and  con- 
siderately administered,  it  is  the  means  of  developing  in  the 
employee  that  feeling  of  self-interest  in  his  labor,  which  will 
tend  to  secure  the  same  thoughtful  and  honest  efforts  as  though 
he  were  working  for  himself,  then  it  has  demonstrated  its  right 
of  being,  as  the  main  claim  of  the  employer  is  that  the  root 
of  existing  troubles  lies  in  the  fact  that  the  employee  takes  no 
interest  in  his  work  and  has  no  consideration  for  his  employer's 
property  or  welfare. 

Now,  how  can  profit  sharing  prove  its  ability  to  produce  this 
change  in  the  employee's  feelings  ?  If  it  can  be  shown  in  a 
manufacturing  establishment  continuing  under  the  same  man- 
agement, even  down  to  practically  the  same  foremen  of  departs 
ments,  that  since  profit  sharing  has  been  introduced,  strikes 
and  labor  troubles  are  unknown,  where  before  they  were  conv 
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mon;  that  the  waste  of  material  has  been  reduced  one-half; 
that  the  number  of  employees  leaving  the  employ,  or  being 
discharged  for  cause  during  the  year  has  been  reduced  to  one- 
third  the  number  so  doing  prior  to  the  adoption  of  the  system, 
and  that  the  actual  labor  cost  of  manufacture,  including  in 
such  cost,  the  amount  of  money  paid  to  employees  as  the  profit 
sharing  dividend,  has  been  lowered,  then  we  think  profit  sharing 
will  be  justified  in  claiming  that  it  has  supplied  that  motive  to 
self-interest  in  the  employees  work,  which  is  now  admitted  to 
be  so  sadly  lacking. 

It  was  during  the  year  1886  that  the  Knights  of  Labor  be- 
gan to  assume  such  prominence,  and  employees  in  manufactur- 
ing establishments  throughout  the  country  became  more  or  less 
restless.  During  that  year  the  firm  of  Proctor  and  Gamble, 
soap  manufacturers,  Cincinnati,  had  in  their  various  depart- 
ments no  less  than  fourteen  different  strikes,  having  at  differ- 
ent times  from  eleven  to  one  hundred  and  fourteen  of  their  em- 
ployees quit  work  in  a  body,  and  for  all  sorts  of  trivial  causes. 
They  were  continually  at  the  expense  of  breaking  in  new  people, 
and  the  question  was  one  of  constant  anxiety.  After  consider- 
able hesitation,  it  was  decided  to  put  into  force  a  plan  of 
profit  sharing  and  to  secure,  if  possible,  some  relief  from  these 
troubles.  It  was  decided  to  allow  as  a  portion  of  the  expense 
of  manufactiuing,  a  reasonable  salary  to  each  active  member  of 
the  firm,  and  to  divide  the  remainder  of  the  net  profits  be- 
tween the  firm  and  the  employees  in  the  proportion  that  the 
labor  cost  of  production  bore  to  the  total  cost  of  production. 
In  other  words,  if  the  sales  were  $100,000  and  the  net  profits, 
after  deducting  the  salaries  of  the  firm,  $10,000,  then  the  total 
cost  of  production  would  be  $90,000.  Assuming  that  the 
amount  paid  for  wages  was  $20,000,  then  the  $10,000  of  profit 
would  be  divided,  seven-ninths  to  the  firm  and  two-ninths  to 
the  employees. 

The  proposition  when  made  to  the  employees  was  accepted 
in  a  half-hearted  way  and  without  any  belief  upon  their  part 
that  it  would  be  of  material  benefit  to  them.  At  the  end  of  the 
first  six  months  a  dividend  of  1 1  per  cent,  upon  the  wages  was 
declared.  During  the  next  six  months  there  was  evidence 
that  some  of  the  employees  were  beginning  to  take  a  little  in- 
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terest  in  the  working  of  the  plan,  and  in  order  to  encourage 
them  and  to  reprimand  those  who  did  not  take  an  interest, 
the  plan  was  adopted  of  dividing  the  employees  into  four 
classes,  the  first  class  getting  double  the  regular  dividend  and 
including  those  who  showed  unmistakable  sig^s  of  appreciation 
of  the  fact  that  it  was  incumbent  upon  them  to  help  make  the 
profits.  The  second  class  received  the  regular  dividend  and  in- 
cluded the  bulk  of  the  employees.  The  third  class  were  those 
who  did  not  evince  much  interest  in  the  plan  and  whose  divi- 
dend was  one-half  the  regular  amount.  The  fourth  class  were 
those  who  for  cause  were  cut  out  of  any  dividend  at  all.  They 
continued  working  under  this  plan  for  two  years,  by  which  time 
they  had  managed  to  weed  out  the  majority  of  those  who  took 
no  interest  in  their  work,  and  since  then  have  had  only  two 
classes,  those  who  share  and  those  who, do  not.  The  total 
amount  of  profit  sharing  dividend  is  not  aflfected  by  the  num- 
ber of  those  sharing.  If  for  any  reason  they  are  compelled  to 
decline  allowing  an  employee  to  participate,  his  share  is  di- 
vided among  the  others. 

This,  briefly,  is  the  plan  imder  which  The  Proctor  &  Gam- 
ble Co.  are  to-day  working.  In  the  year  1887,  the  first  year 
in  which  the  plan  was  in  operation,  they  had  three  strikes  dur- 
ing the  first  six  months.  Since  that  time  they  have  had  jabso- 
lutely  no  labor  trouble.  We  believe  it  would  be  impossible  to 
foment  any  such  trouble  among  the  employees  now.  As  an 
illustration  of  how  they  feel,  we  might  mention  that  it  has 
occurred  frequently,  that  where  some  troublesome  fellow  has 
tried  to  produce  dissatisfaction,  the  men  themselves  will  come 
to  the  foremen  and  tell  them  all  the  details  of  it  and  suggest 
that  the  man  be  discharged.  The  old  feelings  of  discontent 
and  distrust  have  been  replaced  by  that  of  mutual  interest. 

The  class  of  labor  employed  in  the  soap  factory  is  of  the 
most  ordinary  unskilled  kind.  Over  85  per  cent,  of  our  em- 
ployees earn  $1.50  a  day  or  less.  This  class  of  labor  is  the 
kind  that  most  frequently  shift  from  place  to  place  and  is  the 
class  which  of  necessity  you  must  frequently  change.  We  are 
at  the  moment  without  exact  figures  relative  to  the  proportion 
of  employees  who  would  continue  for  a  year  in  the  factories 
prior  to  1887,  but  we  think  it  a  conservative  estimate  to  say  that 
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one-half  of  the  employees  were  replaced  each  year  by  new  men^ 
Last  year,  out  of  over  600  employees,  we  had  six  who  left  or 
were  discharged  for  cause.  Three  of  these  were  girls  who  were 
married,  and  two  of  them  were  men  whom  we  discharged  for 
being  in  a  drunken  fight,  even  though  not  in  working  hours. 
The  sixth  employee  left  for  some  reason  which  we  do  not 
know.  Too  much  stres  cannot  be  placed  upon  the  advantage 
of  being  able  to  retain  the  employees  year  after  year.  Ever* 
thotigh  the  labor  is  unskilled,  it  takes  some  time  to  break  in 
a  new  man  so  that  he  is  as  efficient  as  one  who  is  familiar  with 
the  work  to  be  done. 

It  is  very  difficult  to  determine  exactly  what  proportion* 
of  the  labor  saving  that  has  been  effected  in  our  factories,, 
since  the  profit  sharing  plan  has  been  in  force,  is  due  directly 
to  the  profit  sharing  plan,  and  what  is  due  to  improved  ma- 
chinery  and  methods  of  manufacture.  Our  labor  cost  of  man- 
ufacture, including  a  12  per  cent,  profit  sharing  dividend  upon 
the  wages  for  the  year  1894,  was  63  per  cent,  of  what  it  was 
during  the  year  1886,  and  this  in  spite  of  the  fact  that  the 
average  rate  of  wages  in  1894  was  a  trifle  over  12  per  cent. 
higher  than  in  1886.  Figuring  conservatively,  and  throwing' 
all  questionable  items  against  profit  sharing,  they  estimate 
that  the  improved  methods  of  manufacture  are  responsible  for 
28  per  cent,  of  the  37  per  cent,  shown,  leaving  as  a  net  result 
to  the  credit  of  profit  sharing,  a  saving  equal  to  9  per  cent,  plus 
12  per  cent,  increased  wages,  or  21  per  cent,  cheaper  labor  cost 
of  manufacture  under  the  profit  sharing  system. 

As  to  the  saving  in  material,  this  also  is  a  difficult  question- 
to  determine.  Unfortunately,  it  is  not  possible  to  keep  accur 
rate  accounts  of  saving  under  this  head.  We  can  instance,, 
however,  one  thing  which  shows  how  the  profit  sharing  plan 
works.  One  of  the  principal  sources  of  waste  in  the  factories 
is  due  to  the  waste  of  scraps  and  small  pieces,  of  soap  by  allow- 
ing them  to  fall  upon  the  floor  and  become  trampled  under 
foot.  This  dirty  soap  used  to  accumulate  so  rapidly  that  it 
was  necessary  to  work  over  the  accumulation  every  two  or 
three  weeks.  Now  it  takes  three  of  four  months  to  accumu- 
late a  sufficient  quantity  to  be  rehandTed.    The  effect  of  sav- 
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ing  by  the  employees  can  also  be  seen  in  the  general  air  of 
tidiness  and  cleanliness  about  the  factories. 

There  is  no  question  that  in  The  Proctor  &  Gamble  Co.'s 
factor)',  profit  sharing  has  done  more  than  answer  the  ques- 
tions propounded  above,  and  the  tendency  has  been,  wherever 
possible,  to  extend  this  same  profit  sharing  principle,  and  to 
encourage  more  and  more  the  spirit  that  it  has  started  among 
among  the  employees.  This  has  been  done  by  having  employees 
become  interested  in  the  stock  of  the  company,  trying  to  mduce 
them  to  put  their  savings  into  the  business  for  which  they  are 
working,  so  that  all  their  interests  shall  be  in  one  place.  As 
an  instance  of  the  willingness  of  the  employees  to  bind  them- 
selves more  closely  to  their  work,  we  would  mention  that  after 
the  last  semi-annual  profit  sharing  dividend,  the  employees 
subscribed  for  $5,250  worth  of  the  common  stock  of  the  com- 
pany. 

While  the  profit  sharing  plan  is  to-day  working  so  smoothly 
and  profitably  to  the  interests  of  the  capital  invested  in  the 
business,  yet  it  must  not  be  assumed  that  it  came  to  this  state 
without  any  drawbacks  or  disheartening  circumstances.  The 
employees  of  the  company  were  of  the  ordinary  type  of  day 
laborers,  ignorant  and  suspicious;  and  it  was  only  by  abso- 
lute fairness  and  justice  in  ruling  upon  all  claims  and  allow- 
ances to  be  made  for  them,  that  the  management  had  succeeded 
in  fully  gaining  their  confidence.  We  do  not  think  that  any 
person  who  will  adopt  the  profit  sharing  plan  need  expect  that 
it  will  pay  its  own  way  for  the  first  two  years ;  but  after  that, 
if  the  employer  will  do  his  share  of  it  and  treat  the  employees 
with  consideration  and  with  an  effort  to  show  appreciation 
for  any  attempts  they  may  make,  even  though  misguided,  to 
improve  the  work  of  their  department,  we  feel  assured  that 
the  ultimate  outcome  can  only  be  to  the  more  firm  establish- 
ment of  the  system.  It  is  by  no  means  an  uncommon  occur- 
rence now  for  the  employees  of  The  Proctor  &  Gamble  Co.  to 
show  decided  interest  in  the  character  of  the  goods  being 
shipped,  taking  especial  pride  and  pains  in  those  in  which  they 
assume  that  the  larger  profit  is  made.  They  will  call  the  at- 
tention of  the  foreman  to  little  questions  as  to  quality  of  the 
different  brands  of  soap  manufactured,  showing  plainly  a  de- 
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sire  upon  their  part  that  they  shall  do  their  share  in  seeing 
that  nothing  goes  out  from  the  factories  which  would  tend  to 
injure  the  demand  for  the  products  of  their  labor. 

These  results  have  been  obtained  during  a  period  of  time 
when  the  feeling  between  employer  and  employee  generally 
has  been  strong  and  bitter.  The  spirit  of  bitterness  had  already 
developed  in  the  Proctor  &  Gamble  factories,  showing  that 
there  was  nothing  peculiar  to  their  management  that  would 
exempt  them  from  the  same  troubles  so  many  others  have  had. 
The  results  have  been  obtained  not  at  any  cost  of  profits  to  the 
capital  invested,  but  at  an  actual  increase  of  profits  to  the 
capital.  All  that  was  done  was  to  allow  the  employee  an  op- 
portunity to  save  money  for  himself.    He  did  it  and  more. 

We  have  never  been  forced  to  meet  the  question:  What 
would  be  done  in  the  event  that  no  profits  were  earned  or  that 
a  loss  was  incurred?  We  have  told  our  employees  that  we 
would  not  expect  them  to  share  in  any  losses.  We  feel  that 
even  in  the  event  of  a  year's  business  showing  a  loss,  it  would 
be  an  injustice  to  ask  them  to  bear  any  proportion  of  it  beyond 
the  loss  they  already  sustained  during  the  year  by  giving  the 
increased  efforts  and  care  for  which  they  received  no  recom- 
pense.— Wm.  Cooper  Proctor,  in  the  Independent,  Max  2, 
1895. 

N.  O.  NELSON  MANUFACTURING  CO., 
ST.  LOUIS. 
There  are  new  customers  and  new  readers  who  do  not 
know  ouf  business  plan.  There  are  some  old  ones  who  have 
forgotten,  and  some  who  never  get  it  clearly  in  mind.  It  will 
bear  restating.  We  are  an  ordinary  corporation,  doing  busi- 
ness in  the  ordinary  way.  Employees  are  paid  full  salaries  and 
wages.  Customers  buy  goods  at  market  prices.  I  own  the 
majority  of  the  Capital  Stock,  for  which  I  take  no  part  of  its 
annual  earnings.  The  stock  owned  by  the  employees  and  the 
customers  gets  6  per  cent,  annual  cash  dividends.  We  spend 
some  money  on  educational  and  social  work  among  our  em- 
ployees. We  care  for  our  sick  and  disabled,  and  we  spend 
some  on  public  benevolence ;  this  takes  about  one-fifth  of  the 
entire  profit.     The  other   four-fifths  is   divided  among  the 
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employees  and  customers;  it  is  paid  in  my  stock  at  its  face 
value.  The  dividend  to  employees  is  in  proportion  to  their 
pay.  The  dividend  to  customers  is  in  proportion  to  the  Profit 
we  make  on  their  purchases.  We  divided  among  ourselves 
last  year,  1906,  $177,500.00  from  the  profits  of  the  year. 
"We"  means  all  the  employees  and  all  the  customers  of  the 
N.  O.  Nelson  Mfg.  Co.  (Employees  who  have  worked  less 
than  six  months  and  customers  who  have  traded  less  than 
$100.00  within  the  year  are  not  coimted.)  We  didn't  pay 
out  the  money,  but  added  most  of  it  to  the  working  capital. 
We  made  some  additions  to  our  factories,  built  homes,  and 
made  other  good  uses  of  it.  The  employees  and  customers 
got  stock  in  the  Company  for  their  shares,  and/ before  long 
they  will  own  the  Company.  That  labor  got  25  per  cent,  divi- 
dend last  year  in  place  of  15  per  cent,  the  year  before,  and  the 
customers  an  average  of  7  per  cent,  on  purchases  instead  of 
4,  was  partly  or  mainly  due  to  the  co-operative  interest  of  both. 
The  proportion  for  the  present  year  will  be  the  same  as  last 
year,  as  5  on  wages  is  to  9  on  customers'  Gross  Profits.  If 
times  continue  good  and  the  employees  improve,  and  the  cus- 
tomers buy  more,  with  no  increased  expense,  then  the  dividend 
rate  will  be  larger,  and  the  total  larger.  Reversing  these  con- 
ditions, they  will  be  smaller.  Paying  the  dividends  in  stock 
serves  the  purpose  of  increasing  the  capital  to  take  care  of 
more  business,  transferring  the  ownership  from  me  to  the 
employees  and  customers,  making  it  co-operative  in  place  of 
private,  and  securing  a  6  per  cent,  cash  stock  which  is  better 
standby  for  the  uncertain  future  than  can  be  had  in  any  other 
way.  The  stock  is  the  absolute  property  of  the  holder,  tiiere  is 
no  string  to  it.  To  safeguard  the  plan,  the  stock  is  made 
transferrable  only  on  the  books  of  the  Company.  We  have 
adopted  the  regulation  co-operative  plan  of  half-dividend  to 
non-members ;  that  is,  those  who  prefer  a  cash  dividend  rather 
than  a  stock  dividend.  He  may  take  his  half  dividend  in  cash 
and  remain  a  non-member,  or  he  may  take  full  dividend  in 
stock  and  be  a  member.  It  is  optional  with  him.  The  plan 
is  to  turn  the  whole  business  over  to  employees  and  customers 
without  any  payment  from  them,  the  dividends  paying  for  the 
stock.    When  that  is  done,  they  will  own  a  large  and  very  valu- 
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able  property,  the  big  St.  Louis  store,  the  splendid  Leclaire  and 
Bessemer  Factories,  the  stocks  of  goods  in  St.  Louis,  Leclair, 
Bessemer,  Los  Angeles,  San  Francisco  and  Pueblo. 

Mr.  W.  H.  Gardiner:  That  portion  of  the  Report  cov- 
ered on  pages  548  and  549  is  the  report  of  the  whole 
committee,  and  it  is  the  only  statement  for  which  the 
whole  committee  is  responsible.  In  addition  to  that,  each 
sub-committee,  with  the  exception  of  that  on  Taxation 
and  Franchises,  has  drawn  a  report  through  the  general 
committee.  Our  time  is  very  limited  indeed  this  after- 
noon, and,  therefore,  while  the  questions  of  Publicity  and  Pop- 
ular Education,  Industrial  Insurance  and  Rewards  and  Pen- 
sions, are  very  important,  unless  there  is  objection,  I  will  pass 
those  over  in  the  discussion  and  presentation  of  this  matter 
and  take  up  only  the  question  of  Public  Regulation  and  Control, 
and  the  London  Sliding  Scale  as  applied  to  Gas.  I  hope  that 
no  one  will  hesitate  to  correct  me  if  I  am  in  error  in  saying  that 
those  two  questions  are  perhaps,  and  particularly  the  question 
of  Public  Regulation,  are  the  most  pressing  in  our  thought  at 
the  present  time.  Therefore,  with  your  permission,  I  will  read 
the  report  of  the  sub-committees  on  those  two  subjects.  The 
first  is  the  report  of  the  sub-committee  on  Public  Regulation 
and  Control,  that  sub-committee  being  composed  of  Mr.  F.  W. 
Liitle,  Chairman,  and  Mr.  A.  P.  Lathrop. 

( Mr.  Gardiner  read  the  report  of  the  sub-committee  on  Pub- 
lic Regulation  and  Control  to  the  Public  Policy  Committee,  as 
covered  on  pages  550,  551  and  552  above.) 

After  that  follows  the  report  of  the  sub-committee  on 
the  London  Sliding  Scale  as  applied  to  Gas.  I  will  not 
attempt  to  read  this  report  in  full  as  it  covers  some  ten 
pages.  With  your  permission,  however,  I  will  make  a  ver- 
bal introduction,  and  then  read  a'  portion  which  I  think  should 
be  called  to  your  attention.  The  London  Sliding  Scale  is  not 
a  matter  of  rates  or  anything  of  the  kind.  It  is  a  reciprocal 
arrangement  or  device  which  may  be  entered  into  by  a  com- 
pany under  regulation,  consisting  in  simply  saying  to  the  cor- 
poration, "Now  if  you  will  continue  lower  prices,  we  will  allow 
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you  to  pay  a  proportional  increase  on  the  earnings  over  and 
above  your  initial  fair  returns,  because  we  find  that  by  making 
it  worth  your  while  to  do  that,  we  can  get  better  results  than 
by  continually  hammering  you  down  to  a  minimum  of  return 
which  you  can  insist  on  under  the  14th  amendment  to  the  Con- 
stitution/' That  is  the  whole  thing.  This  device  has  been 
used  in  Boston  for  some  time,  a  matter  of  eighteen  months  or 
so,  and  has  worked  very  well  there,  so  I  am  told,  but  I  think 
that  the  American  Gas  Institute  should  not  at  this  present  mo- 
ment advise  its  general  adoption  because  of  the  conditions 
there;  for  the  reason  that  it  is  bringing  about  a  very  marked 
change  in  local  conditions  which  may  have  its  contagious  effect 
elsewhere.  Therefore,  with  your  permission,  I  am  going  to 
read  an  extract  from  a  statement  published  last  June. 

(Mr.  Gardiner  read  from  the  report  of  the  sub-committee 
on  the  London  Sliding  Scale  as  applied  to  Gas,  as  given  upon 
pages  553  to  559  above.) 

There  is  only  one  word  that  I  want  to  add  to  that. 
There  are  many  methods  of  arriving  at  such  an  arrange- 
ment, but  I  want  to  urge  upon  the  Committee  or  upon 
the  members  of  the  Institute  to  give  very  careful  considera- 
tion to  this  plan.  I  consider  the  English  plan,  howevej,  to  be 
very  deficient  in  a  great  many  points.  There  has  been  more  or 
less  criticism  in  this  country,  especially  in  the  National  Elec- 
tric Light  Association,  and  from  various  sources,  of  the  meth- 
ods of  arriving  at  these  ends,  but  I  trust  that  the  members  of 
the  Institute  will  give  it  careful  attention  with  the  idea  of  elim- 
inating certain  things  which  may  suggest  themselves. 

I  trust,  gentlemen,  that  we  shall  hear  some  discussion  on 
this  question. 

The  President  :  Gentlemen,  you  .have  heard  the  report  of 
the  Public  Policy  Committee.     Are  there  any  remarks  ? 

Dr.  a.  C.  Humphreys:  Mr.  President,  I  would  like  to 
say  a  word  or  two  in  regard  to  the  last  sub-report  in  reference 
to  the  London  Sliding  Scale.  I  do  not  wish  now  to  discuss  the 
merits  of  the  scheme.  It  unquestionably  has  merit  if  properly 
applied  in  connection  with  local  conditions,  but  I  feel  that  the 
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Boston  experiment,  as  a  whole,  is  going  to  be  misleading  to  the 
public  and  to  public  officials.  Conditions  there  are  decidedly 
local,  and  unless  those  local  conditions  are  understood,  or  if 
the  Boston  scheme  is  understood  to  be  generally  applicable,  the 
gas  companies  of  the  United  States  are  going  to  have  trouble. 
I  would  like  to  draw  attention  to  one  other  feature,  and 
that  is,  that  possibly,  in  view  of  the  way  in  which  the  report 
was  prepared,  it  might  lead  to  a  misunderstanding.  In  Eng- 
land, the  standard  rate  is  fixed  on  a  fairly  generous  basis,  and 
hence  the  companies  have  a  good  working  chance  to  cut  the 
price.  In  the  United  States  the  tendency  appears  to  be  to  fix 
a  price  upon  a  so-called  fair  rate  of  return,  but  in  reality  a  low 
rate  of  return  upon  a  low  rate  of  capitalization.  Such  a  policy 
would  at  once  defeat  the  object  arrived  at  by  the  sliding  scale 
scheme. 

Mr.  a.  S.  Miller:  Mr.  President,  I  did  not  understand 
whether  the  Committee  recommended  that  the  Institute  go  on 
record  as  favoring  the  adoption,  by  all  states,  of  gas  commis- 
sions and  whether  the  adoption  of  this  report  would  commit 
the  Institute  to  such  a  recommendation. 

The  President  :  What  you  want  to  know  is  rather,  what 
the  language  of  the  Committee's  report  is  on  that  matter  ? 

Mr.  a.  S.  Miller:  That  is  it  exactly,  and  what  the  adop- 
tion of  the  report  is  going  to  carry  with  it. 

Mr.  Gardiner  :  Perhaps  I  can  best  answer  that  by  quoting 
from  the  report  itself.  One  of  the  conclusions  of  your  sub- 
committee was:  "That  the  change  from  the  policy  of  open 
competition  as  a  regulating  force,  and  from  secret  accounting 
to  State  Supervision  and  regulation  with  public  accounting,  is 
not  inimical  to  the  interests  of  the  owners  of  gas  properties 
provided  that  it  is  accompanied  by  protection  to  the  values  of 
the  properties  supplying  the  public  need.  Such  protection  is 
as  necessary  to  the  public  interest  as  to  the  corporations,  since 
without  it,  capital  cannot  be  secured  to  make  necessary  exten- 
sions and  improvements." 
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The  sub-committee  also  makes  other  recommendations. 
Does  that  answer  your  question? 

Mr.  a.  S.  Miller  :  I  think  I  understand  what  the  recom- 
mendation is. 

Mr.  Paul  Thompson:  I  understand  that  automatically 
the  report  which  has  been  submitted  by  these  sub-committees 
will  be  referred  to  the  Public  Relations  Committee  under  the 
Constitution. 

The  President:    Yes. 

Mr.  John  D.  Shattuck:  I  move  that  the  Public  Policy 
Committee  be  discharged  with  the  thanks  of  the  Institute,  and 
that  the  report  be  referred  for  consideration  to  the  Public  Re- 
lations Committee. 

Motion  seconded. 

The  President:  Gentlemen,  you  have  heard  Mr.  Shat- 
tuck's  motion,  which  has  been  duly  seconded.  The  motion  is 
that  the  Committee  be  discharged  with  the  thanks  of  the  In- 
stitute, and  that  the  report  be  referred  to  the  Public  Relations 
Committee.  Those  .in  favor  say  "Aye."  Contrary  minds, 
"No."    The  motion  is  passed. 

The  next  matter  on  the  program  is  the  report  of  the  Rate 
Committee,  Mr.  Gardiner,  Chairman. 

REPORT  OF   COMMITTEE  ON   RATES. 

Mr.  W.  H.  Gardiner:  Mr.  President  and  Gentlemen: 
The  Committee  on  Rates  is  in  a  peculiar  position.  At  the  last 
convention  they  outlined  a  long  program  for  the  study  of  the 
rate  problem,  and  in  this,  their  second  report,  they  undertook 
to  take  the  first  step  on  that  program,  which  was  primarily  to 
study  the  cost  of  definite  gas  service  through  a  company  as 
supplied  to  one  customer,  and  the  detailed  condition  and  situa- 
tion was  intended  to  be  thoroughly  gone  into.  The  report  was 
prepared  last  June  and  was  passed  to  one  of  the  other  mem- 
bers of  the  committee.  It  finally  reached  the  Secretary's 
hands  on  the  1st  of  September,  or  about  that  time,  I  think. 
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The  Qiairman  had  written  to  the  Secretary,  making  it  very 
clear  that  the  intent  of  the  committee  was  solely  to  prepare  a 
report  which  would  bring  out  discussion  on  this  vital  question, 
and  second,  that  the  committee  absolutely  refused  to  make  a 
report  or  take  upon  itself  the  responsibility  of  presenting  or 
crystalizing  for  this  organization  the  question  of  the  cost  of 
the  conduct  of  the  business.  We  were  simply  trying  to  do 
what  was  thought  would  be  of  help  to  you,  and  it  is  up  to  you 
to  make  the  statement.  This  report  was  drawn  in  such  terms, 
and  the  committee  has  internal  evidence  of  the  most  positive 
kind  to  the  effect  that  it  is  impossible  to  discuss  this  report 
thoroughly,  intelligently  and  aggressively  unless  it  has  been 
studied.  Two  members  of  the  committee  when  asked  said  that 
they  would  under  no  circumstances,  even  with  some  unusual 
knowledge  of  rates,  think  of  discussing  the  matter  unless  they 
had  time  to  prepare  themselves.  The  Chairman  made  the  point 
plain  and  issued  a  special  request,  so  that  it  could  be  studied, 
in  order  that  it  might  be  thoroughly  discussed,  or  at  least  get. 
opinions  which  would  relieve  the  committee  of  further  respon- 
sibility. The  report  was  passed  by  the  Board  of  Directors, 
but,  unfortunately,  there  was  a  misunderstanding,  and  it  was 
withheld  from  printing  without  the  chairman  of  the  committee 
having  been  notified,  and  it  occurred  too  late  for  him  to  take 
any  effective  action.  The  committee,  therefore,  beg  leave  to 
withdraw  the  report  subject  to  such  further  action  as  the  In- 
stitute wishes  to  take  in  the  matter. 

In  conclusion,  the  committee  wishes  to  lay  emphasis  upon 
the  great  importance  of  this  rate  work.  We  want  to  lay  em- 
phasis on  the  fact  that  in  the  last  year  we  saw  more  progress 
on  behalf  of  technical  men  and  public  officials  than  has  been 
made,  I  think,  in  the  study  of  the  question  of  rates  and  in  the 
understanding  of  rates  in  any  five  years  previous.  I  trust  that 
something  of  this  nature  will  be  carried  out  in  the  future. 

Mr.  Irvin  Butterworth:  In  view  of  the  importance  of 
this  matter,  and  the  fact  that  the  committee  finds  itself  in  this 
situation,  I  move  that  the  committee  be  continued. 

Mr.  H.  L.  Doherty:  Mr.  President,  I  am  a  member  of 
that  committee.     I  do  not  want  to  discourage  Mr.  Butterworth 
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but  as  his  motion  is  not  seconded,  I  will  move  that  the  commit- 
tee  be  discharged. 

The  President  :  Two  motions  have  been  offered.  There 
is  no  second  to  either. 

A  Member:  Mr.  President,  I  will  second  Mr.  Doherty's 
motion. 

The  President:  Mr.  Doherty's  motion  is  seconded.  Are 
you  ready  for  the  question?  Those  in  favor  please  say  "Aye/*^ 
Contrary  "No."     It  is  carried. 

The  next  business  in  order  is  a  lecture  on  Electrolysis  by 
Professor  A.  F.  Ganz,  of  Stevens  Institute. 

ELECTROLYSIS. 


By  Albert  F.  Ganz,  M.  E. 


At  the  last  meeting  of  the  Institute  the  Committee  on  Efec- 
trolysis,  for  which  I  had  the  privilege  of  acting  as  consulting 
electrical  engineer,  presented  a  report  which  contained  ab- 
stracts of  the  most  important  reports  and  papers,  on  the  sub- 
ject of  electrolysis  from  stray  currents,  published  in  America 
and  Europe,  together  with  conclusions  and  recommendations 
for  the  protection  of  underground  pipes,  and  also  a  brief  out- 
line of  the  theory  of  electrolysis.  The  reports  of  electrolysis 
tests  which  have  been  published  since  then  show  generally  the 
same  results  as  the  ones  which  were  quoted,  and  I  can  en- 
dorse the  conclusions  and  recommendations  reached  by  the 
Committee  more  strongly  to-day  than  when  they  were  adopted. 

In  the  discussion  of  the  theory  of  electrolysis,  it  was  stated 
that  wherever  current  passes  from  a  pipe  to  ground,  electrolytic 
corrosion  takes  place  and  that  a  mere  fraction  of  a  volt  may 
produce  corrosion.  It  has  been  claimed  by  others  that  a  volt- 
age below  lyi  volts  cannot  produce  corrosion  because  it  is 
below  the  dissociation  voltage  of  water ;  this,  however,  is  a  mis- 
take, because  when  current  passes  from  iron  through  ground 
to  iron  and  produces  corrosion  the  counter  electromotive  force 
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is  only  a  small  fraction  of  a  volt.  If  current  should  leave  an 
iron  pipe  in  ground  containing  certain  alkalies,  the  iron  would 
be  in  what  is  known  in  chemistry  as  the  "passive"  state,  and 
oxygen  would  be  liberated  without  producing  corrosion.  .  In 
this  case  there  would  be  a  counter  electromotive  force  of  1J4 
volts,  due  to  the  dissociation  of  water,  opposing  the  flow  of 
current  in  such  passive  places. 

This  passive  condition  of  iron  has  also  been  put  forward 
as  a  source  of  protection  for  iron  pipes.  The  question  has  been 
investigated  by  Professor  Haber*  of  Karlsruhe,  who  has  found 
that  this  passive  condition  of  iron  rarely  exists  in  the  case  of 
iron  pipes  in  ground.  The  electrolytic  effect  of  current  leav- 
ing passive  iron  would  in  fact  be  to  change  the  alkaline  to  an 
acid  condition  and  so  render  the  iron  active,  that  is,  subject  to 
corrosion.  If  there  should  be  both  active  and  passive  portions 
in  a  positive  pipe,  the  current  would  leave  largely  in  the  active 
places,  because  in  the  passive  places  there  is  the  opposing  elec- 
tromotive force  oi  lyi  volts,  so  that  a  corresponding  in- 
creased density  of  current  and  of  corrosion  is  set  up  in  the 
active  places  where  there  is  practically  no  counter  electromo- 
tive force.  I  cannot  see  therefore  that  we  can  derive  any  en- 
couragement for  the  protection  of  pipes  from  this  theory  of  the 
passive  state  of  iron. 

A  number  of  laboratory  investigations  on  the  effect  of  al- 
ternating current  in  producing  electrolysis  have  also  been  pub- 
lished, and  these  indicate  that  an  alternating  current  will  pro- 
duce electrolytic  corrosion  which  is  very  much  dependent  upon 
the  composition  of  the  soil,  and  which  varies  in  amount  from 
a  fraction  of  one  per  cent,  to  possibly  two  per  cent,  of  the  cor- 
rosion produced  by  an  equivalent  direct  current.  It  would  ap- 
pear from  this  that  in  certain  cases,  particularly  in  the  case  of 
a  lead  pipe,  even  an  alternating  current  may  produce  destruc- 
tive corrosion.  No  experiences  with  stray  alternating  currents 
have,  however,  as  yet  been  made  public. 

In  Germany  a  special  form  of  electrode  for  measuring  earth 
potentials,  which  does  not  introduce  uncertain  polarization  po- 
tentials, has  been  used  and  also  a  special  apparatus  for  direct- 


*  See  Zeitschrift  far  Elektroohemie,  Jan.  2eth,  1908. 
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ly  measuring  the  current  flowing  through  ground.  These  were 
devised  by  Professor  Haber,  who  has  called  them  "non  polar- 
izable  electrode"  and  "earth  amperemeter"  respectively ;  he  has 
used  them  in  an  extensive  series  of  tests  upon  the  piping  sys- 
tem of  Karlsruhe.  A  description  of  the  electrode  and  earth 
amperemeter,  together  with  the  results  of  these  tests,  were  pre- 
sented in  a  paper  before  the  Deutscher  Verein  von  Gas  und 
Wasserfachmannern,  which  is  published  in  their  transactions 
for  1906.  These  devices  have  also  been  used  with  success  dur- 
ing the  past  year  in  the  tests  made  by  the  German  Electrolysis 
Committee. 

The  mode  of  testing  a  piping  system  for  stray  currents  is 
of  considerable  importance  and  interest  to  gas  engineers;  as 
this  was  not  touched  upon  in  the  report  of  last  year,  I  will  in 
what  follows  endeavor  to  give  an  outline  of  suitable  methods 
for  making  such  tests,  and  also  briefly  describe  the  construc- 
tion and  uses  of  the  new  German  devices.  I  will  lay  special 
stress  on  methods  which  will  serve  to  prove  that  corrosion  was 
due  to  stray  currents  and  to  prove  the  origin  of  these  currents 
so  as  to  fix  the  responsibility,  as  this  is  important  and  essential 
evidence  in  case  of  a  lawsuit. 

With  the  arrangement,  usual  with  trolley  roads,  of  connect- 
ing the  negative  terminal  of  the  generator  to  the  rails,  the  gen- 
eral path  of  the  stray  currents  is  from  the  rails  through  ground 
to  the  pipes  at  places  distant  from  the  power  house,  through 
the  pipes,  and  from  these  through  the  ground  back  to  the  rails 
or  to  other  return  conductors  in  the  vicinity  of  the  power  house. 
Where  current  flows  from  a  rail  to  a  buried  pipe,  the  rail  as- 
sumes a  positive  potential  with  reference  to  the  pipe;  where 
current  flows  from  a  buried  pipe  to  a  rail,  the  pipe  assumes  a 
positive  potential  with  reference  to  the  rail. 

The  first  step  in  making  an  electrolysis  survey  of  a  piping 
system  is  therefore  to  measure  potential  differences  between 
pipes  and  rails  in  a  large  number  of  places  throughout  the  sys- 
tem in  order  to  locate  these  points  of  current  flow  between  pipes 
and  rails.  As  gas  mains  are  not  generally  accessible,  service 
or  drip  connections  are  used  for  making  connection  with  the 
voltmeter;  for  this  purpose  one  voltmeter  wire  is  clamped  or 
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otherwise  fastened  to  the  drip  or  service  connection,  care  being 
taken  to  clean  with  a  file  the  part  where  the  wire  is  fastened 
so  as  to  insure  good  metallic  contact.  The  other  voltmeter 
wire  is  best  soldered  to  a  rough  flat  file  which  is  held  on  the 
rail  for  the  contact,  and  which  can  be  quickly  removed  and 
replaced  when  a  car  passes.  The  voltmeter  for  these  measure- 
ments should  have  a  high  resistance  so  that  an  accidental  poor 
contact  at  a  drip  or  service  connection  will  not  seriously  inter- 
fere with  the  measurement.  A  suitable  instrument  is  a  port- 
able high  resistance  Weston  voltmeter  with  zero  center,  having 
ranges  of  1.5,  15  and  150  volts.  Readings  should  be  taken 
every  ten  seconds  for  ten  minutes  at  each  point,  and  the  maxi- 
mum, minimum  and  average  reading  noted. 

The  average  readings  are  then  conveniently  marked  upon 
a  map  showing  the  principal  pipes  and  tracks,  red  numbers 
being  used  where  the  pipes  are  positive  to  the  rails  and  black  or 
blue  numbers  where  these  are  negative.  An  excellent  plan  is 
also  to  plot  these  potential  differences  graphically  upon  a  map 
on  which  the  pipes  are  shown  as  lines  and  using  these  lines 
for  axes,  and  the  voltmeter  readings  for  ordinates ;  by  shading 
the  areas  between  the  potential  curves  and  the  pipe  lines  with 
red  where  the  pipe  is  positive  and  with  black  or  blue  where  it  is 
negative  to  the  rails,  a  clear  representation  of  the  potential 
distribution  is  obtained.  If  the  negative  bus  bar  of  the  power 
station  is  connected  to  ground  plates  or  to  other  buried  metal 
as  cable  sheaths,  measurements  of  potential  differences  be- 
tween these  and  the  pipes  should  also  be  made  and  plotted  upon 
a  separate  map. 

It  will  generally  be  found  that  there  are  definite  regions  in 
the  neighborhood  of  supply  stations  and  of  return  feeder  con- 
nections in  which  the  pipes  are  always  positive  to  the  rails ; 
and  that  there  are  other  definite  regions,  remote  from  the  first, 
in  which  the  pipes  are  always  negative  to  the  rails.  Between 
the  positive  and  the  negative  regions  the  potentials  will  be 
found  to  fluctuate  from  positive  to  negative. 

The  existence  of  potential  differences  between  pipes  and 
rails,  even  if  large,  is  however  no  conclusive  evidence  of  stray 
currents,  but  indicates  at  what  points  current  may  be  flowing 
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from  rails  to  pipes  and  at  what  points  it  may  be  flowing  from 
pipes  to  rails  or  to  other  return  conductors.  A  high  potential 
difference  is,  in  fact,  usually  a  sign  that  there  is  a  high  ground 
resistance  and  consequently  but  a  small  current  flowing. 

The  next  step  is  to  determine  the  direction  of  the  probable 
current  flowing  in  the  pipes.  This  is  done  by  measuring  po- 
tential differences  between  two  points  in  a  pipe  by  means  of  a 
milHvoltmeter.  A  convenient  instrument  for  these  measure- 
ments is  a  zero  centre  Weston  milHvoltmeter  with  two  scales,, 
one  of  ten  and  the  other  of  one  hundred  millivolts.  These 
measurements  may  be  made  between  drips  or  service  connec- 
tions from  fifty  to  two  hundred  feet  apart.  These  measure- 
ments cannot  be  used,  however,  for  calculating  the  current 
strength  in  the  pipes,  but  only  to  indicate  the  probable  existence 
and  direction  of  this  current.  This  direction  of  flow  is  then- 
marked  upon  the  map,  together  with  the  potential  readings. 

In  making  these  tests  it  is  important  that  the  connecting 
leads  used  with  the  milHvoltmeter  be  rubber  covered  wires  sa 
as  to  have  a  good  insulation  and  to  prevent  the  wire  if  coming 
in  contact  with  wet  ground  from  taking  the  potential  of  the 
ground  and  disturbing  the  readings.  A  good  wire  for  this  is 
No.  14  rubber  covered  and  double  braided  wire.  I  remember 
one  instance  where  we  were  measuring  the  drop  along  a  cable 
sheath  on  a  wet  day,  getting  readings  of  from  one  to  two  milli- 
volts ;  during  one  of  these  readings  the  needle  suddenly  ran  off 
the  scale,  and  a  voltmeter,  which  was  substituted,  indicated  two^ 
volts.  We  found  upon  investigation  the  connecting  wire  lying 
in  water,  the  insulation  defective,  and  that  we  were,  therefore^ 
getting  the  potential  difference  between  the  cable  sheath  and 
the  surface  of  the  ground  instead  of  the  drop  in  the  cable 
sheath. 

A  study  of  the  map  wiU  show  at  what  points  determinations, 
of  current  strength  should  be  made.  This  is  done  by  measur- 
ing the  drop  in  potential  between  two  points  in  the  pipe  by 
means  of  a  milHvoltmeter,  and  dividing  this  by  the  resistance 
of  the  included  length  of  pipe.  If  this  length  contains  one  or 
more  joints  this  resistance  must  be  measured  and  not  estimated, 
because  joints  make  contacts  of  extremely  variable  resistance. 
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As  this  resistance  measurement  is  troublesome  to  make,  it  is 
generally  more  convenient  to  measure  the  drop  in  potential 
between  two  points  in  one  continuous  length  of  pipe.  A  sketcfi 
of  this  arrangement  is  shown  in  Fig.  1.  With  very  large  pipes 
and  small  current,  this  drop  is  a  fraction  of  a  millivolt  and 
requires  a  specially  sensitive  millivoltmeter  reading  to  hun- 
dredths of  a  millivolt  for  its  measurement  The  resistance  of 
the  length  of  pipe  can  be  calculated^  from  its  dimensions  and 
from  an  assimied  figure  for  the  conductivity.  Mr.  Maury,  in 
a  paper*  before  the  American  Water  Works  Association,  has 


Fig.  1. — Connections  for  Measuring  Current  in  Main. 

given  convenient  tables  for  converting  drop  in  millivolts 
directly  into  amperes  of  current  for  cast-iron  and  for  wrought- 
iron  pipes.  These  tables  are  based  upon  a  resistance  of  0.00144 
ohm  per  pound-foot  for  cast-iron  and  of  0.000181  ohm  per 
pound-foot  for  wrought-iron ;  these  figures  were  obtained  from 
measurements  upon  a  large  number  of  pipes  and  agree  well 
with  those  given  by  others  and  with  measurements  made  by  tfie 
writer.  To  find  the  resistance  of  any  cast  or  wroug^t-iron  pipe 
per  foot  of  length,  it  is  only  necessary  to  divide  the  above 
figures  by  the  weight  of  the  pipe  per  foot  In  the  acc(Miq>any- 
ing  table  I  have  given  the  weights  and  resistances  per  foot  for 
the  usual  sizes  of  cast  and  wrought-iron  pipes,  the  resistances 
being  based  upon  the  above  figures  for  th^  pound- foot . 

*  "Surveys  for  Eleotrolysls  and  their  Besnlto."  A  pai»er  read  at  tlie  9A 
Annual  Convention  of  tbe  Amerloan  Water  Works  Assooianon,  held  at  Detroit. 
Mioh.,  June  33-96, 1908. 
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WEIGHT  AND  RESISTANCES  OF  CAST  AND  WROUGHT  IRON  PIPE 

STANDARD 

STANDARD 

BXTRA  HBAVY 

iMide 

CAST  IRON 

WROUGHT  IRON 

WROUGHT    IRON 

Hi^miffyf 

1£SL 

Weight 

per  foot 

witboat  Hob 

Resietance 

Wewht 

per  foot 

without  Hub 

Resistance 

Weight 
per  toot 

Resistance 

per  foot 

per  foot 

without  Hub 

per  foot 

Pooods. 

Ohmt. 

Pounds. 

•Ohms. 

Pounds. 

Ohms. 

% 

.84 

.000215 

I.I 

.000164 

1.7 
2.7 

.000106 

2.2 

.000082 

1% 

.000067 

3.6 

.0000502 

2 

3.6 

.0000502 

5. 

.0000362 

3 

II. 

.000131 

7.5 

.0000241 

10. 

.0000181 

4 

l8. 

.000080 

JO. 6 

.0000171 

15. 

.0000121 

6 

3^' 

.0000465    . 

18.8 

.00000963 

29. 

.00000623 

8 

42. 

•0000343 

28. 

.00000647 

43. 

.00000421 

10 

55- 

.0000262 

40. 

.00000452 

54. 

.OUOOO335 
.00000278 

12 

70. 

.0000206 

49. 

.00000369 

65. 

i6 

109. 

.0000132 

i8 

130. 

.0000111 

30 

151. 

.00000955 

24 

2Q5- 

.00000702 

^ 

^• 

.00000490 

36 

408. 

.00000353 

48 

604. 

.00000238 

A  matter  of  great  importance  in  making  these  current 
measurements  is  to  be  sure  to  have  perfect  metallic  contact 
between  the  pipe  and  the  millivoltmeter  wires.  It  will  not  do 
to  use  drip  or  other  fittings  for  this  connection,  but  contact 
must  be  made  directly  with  the  metal  of  the  pipe.  It  is,  there- 
fore, necessary  to  expose  the  pipe  where  a  current  measure- 
ment is  to  be  made. 

I  have  made  tests  with  various  methods  of  making  contacts 
for  current  measurements  upon  a  rusty  pipe,  and  have  found 
that  the  presence  of  oxide  may  produce  such  a  high  resistance 
as  to  prevent  a  reading.  I  have  also  found  that  moisture  can 
produce  an  electromotive  force  due  to  electrochemical  action 
so  large  as  to  entirely  offset  the  reading  due  to  drop  by  the 
current.  A  satisfactory  method  is  to  use  a  pointed  piece  of 
steel  about  half  the  size  of  an  ordinary  lead  pencil,  with  the 
connecting  wire  soldered  to  it,  and  provided  with  a  wooden 
handle,  the  soldered  joint  being  inside  of  the  handle ;  this  steel 
contact  IS  pressed  against  a  spot  on  the  pipe  which  has  been 
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previously  filed  bright.  By  far  the  best  contact  is,  however^ 
obtained  by  soldering  the  connecting  wire  directly  to  the  pfpc ; 
this  is  particularly  advantageous  when  readings  are  to  be  taken, 
over  a  considerable  time.  This  soldering  should  be  done  by 
means  of  a  torch  and  sufficient  time  allowed  for  the  joint  to- 
cool  to  the  temperature  of  the  pipe  before  using  it,  as  otherwise 
a  thermo-electromotive  force  may  be  set  up  which  disturbs  the 
reading.  When  such  contact  wires  have  been  soldered  to  a 
pipe  it  is  convenient  whenever  practicable  to  continue  these 
with  rubber-covered  wires  to  the  surface,  or  to  some  accessible- 
point,  and  to  terminate  the  ends  in  small  iron  boxes  such  as* 
drip  boxes;  these  wires  are  then  available  for  future  current 
measurements  on  the  pipe  without  going  to  the  labor  of  againi 
exposing  it. 

These  readings  of  current  should  be  taken  every  ten  seconds 
for  at  least  ten  minutes,  and  the  maximum,  minimum  and 
average  readings  noted. 

By  tracing  the  flow  of  currents  found  in  the  pipes  from 
these  measurements,  points  can  be  usually  located  at  which 
current  must  be  leaving  the  pipes,  and  the  pipes  should  be  ex- 
posed here  and  examined  for  evidences  of  electrolytic  corrosion. 
It  must  be  remembered  that  all  current  which  is  found  flowing. 
in  a  pipe  must  leave  it  somewhere  in  order  to  return  to  the  nega- 
tive pole  of  the  generator.     This  follows  from  the  fact  that 
every  electric  circuit  must  be  completely  closed  so  that  every 
ampere  which  leaves  the  positive  pole  of  the  generator  must 
eventually  return  to  the  negative  pole,  no  matter  how  long  or 
complicated  the  path  through  which  it  passes  may  be.    Elec- 
tricity is,  in  this  respect,  very  different  from  gas  or  water, 
which  latter  may  escape  from  a  leak  and  diffuse  through  the- 
ground.    It  is  for  this  reason  that  stray  currents  represent  no- 
loss  of  electricity  to  the  railroad,  as  is  sometimes  supposed,  but 
are  on  the  contrary  a  gain  inasmuch  as  the  ground  and  pipes 
offer  additional    return  paths    for  the   railway  current  and, 
therefore,  mean  less  drop  in  the  return  circuit.     It  is  for  the- 
purpose  of  taking  advantage  of  the  earth  as  a  return  conductor 
that  railway  power  stations  frequently  use  large  ground  plates; 
connected  to  the  negative  bus  bar  with  heavy  copper  cables. 
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The  previous  brief  outline  of  tests  will  serve  to  locate  the 
points  in  the  positive  district  in  which  there  is  the  greatest 
danger  from  electrolytic  corrosion,  and  these  tests  are  relatively 
easily  made  and  constitute  the  electrolysis  survey  as  ordinarily 
made  in  America. 

There  may,  however,  be  many  other  endangered  points 
which  these  simple  tests  will  not  reveal.  Stray  currents  do 
not  always  take  the  simple  path  from  rail  to  pipe^  along  the  pipe 
and  back  to  rail  or  other  return  conductor,  but  frequently  take 
roundabout  paths,  passing  from  one  piping  system  to  a  second 
system,  from  this,  perhaps,  to  a  third  system  or  passing  across 
pipes,  shunting  around  high  resistance  joints,  etc.,  producing 
electrolytic  corrosion  at  every  point  of  leaving  the  pipe  for 
ground.  These  points  may  exist  in  the  negative,  neutral  or 
positive  districts  and  are  much  more  difficult  to  locate  by  means 
of  electrical  measurements. 

The  writer  has  in  mind  a  striking  case  of  this  kind  which 
he  saw  while  witnessing  some  tests  made  by  Mr.  A.  A.  Knud- 
son,  in  Rutherford,  N.  J.  A  water  pipe  crossing  under  trolley 
tracks  was  badly  corroded  with  all  evidences  that  the  corrosion 
was  electrolytic,  yet  this  pipe  was  always  over  one  volt  nega- 
tive to  the  rails  and,  therefore,  could  not  be  giving  up  current 
to  these  rails.  Upon  further  investigation  it  was  found  that  an 
oil  pipe  crossed  this  water  pipe  several  feet  away  in  the  ground, 
and  that  the  water  pipe  was  highly  positive  to  this  oil  pipe.  It 
was,  therefore,  clear  that  the  current  which  was  producing 
the  corrosion  was  leaving  the  water  pipe  and  entering  the  oil 
pipe. 

Wherever  there  are  two  or  more  independent  piping  sys- 
tems, as,  for  instance,  water  and  gas  pipes,  measurements  of 
potential  difference  between  these  should  be  made  to  see  if  any 
points  can  be  located  where  current  is  likely  to  be  passing 
from  one  to  the  other.  Current  measurements  must  then  be 
made  in  the  pipes  at  these  points  and  plotted  and  studied  as 
before. 

Measurements  of  current  should  also  be  made  at  every 
point  where  a  pipe  crosses  a  trolley  track  or  passes  through 
particularly  wet  ground  near  trolley  tracks  to  see  whether 
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current  is  passing  from  one  to  the  other,  as  these  are  particu- 
larly endangered  points.  For  this  purpose  it  is  best  to  expose 
a  length  of  pipe  on  each  side  of  the  track  and  to  measure  the 
current  on  each  side.  It  may  be  found,  however,  that  this 
current  is  so  fluctuating  that  it  is  difficult  to  draw  conclusions 
from  these  readings;  the  passing  of  a  car  may  produce  an 
entire  change  in  the  current  conditions.  I  have  foimd  that  the 
best  way  to  make  the  test  under  these  circumstances  is  to  use 
one  millivoltmeter  in  the  pipe  on  each  side  of  the  track  and  to 
take  simultaneous  readings  of  current  every  ten  seconds  for 
ten. or  twenty  minutes.  The  time  of  taking  these  readings 
should  include  the  passing  of  a  car.  When  these  readings  are 
plotted  it  can  be  seen  by  comparing  the  current  curves  whether 
there  is  a  change  in  the  current  in  the  pipe  where  it  passes 
under  the  track,  and  therefore  if  current  is  passing  from  pipe 
to  rail  or  from  rail  to  pipe  at  this  point.  The  same  method  may 
be  applied  in  any  case  where  it  is  desired  to  find  out  whether 
there  is  a  change  in  the  current  flowing  in  a  pipe  between  any 
two  points  in  the  pipe.  The  illustration  (Fig.  2)  shows  two 
such  simultaneous  current  readings  taken  in  a  pipe  on  each 
side  of  a  stretch  of  wet  ground  in  which  the  pipe  was  laid  for 
a  distance  of  about  500  feet  and  only  one-half  block  away  from 
trolley  tracks ;  the  agreement  of  the  current  curves  shows,  how- 
ever, that  current  was  neither  passing  to  nor  from  the  pipe  in 
this  wet  ground  during  the  time  of  these  tests. 

A  case  where  current  was  entering  a  pipe  from  wet  ground 
is  shown  by  the  curves  in  Fig.  3,  in  which  the  simultaneous 
current  readings  are  plotted,  taken  on  each  side  of  the  wet 
ground  through  which  this  pipe  was  passing.  The  direction  of 
the  current  flow  was  from  Station  A  to  Station  B,  the  curves 
showing  that  during  most  of  the  time  of  the  test,  current  was 
entering  the  pipe  from  the  wet  ground  between  these  stations. 

In  making  these  simultaneous  current  measurements  it  is 
very  important  that  the  two  millivoltmeters  have  the  same 
period  of  oscillation,  as  otherwise,  with  the  usual  fluctuating 
current,  one  would  lag  behind  the  other  in  its  reading  and 
the  instantaneous  readings  would  no  longer  be  comparable.  It 
is  desirable  to  use  two  exactly  similar  meters,  and  these  should 
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be  strongly  damped  so  as  to  move  slowly  enough  to  enable 
accurate  readings  to  be  taken  even  with  a  very  fluctuating 
current. 

Another  very  important  matter  is  the  choice  of  time  for 
making  these  measurements.  The  stray  currents  in  the  pipe  will 
follow  the  load  curves  of  the  railway,  and  tests  should  be  made 
at  time  of  heaviest  load  as  well  as  at  times  of  light  load. 

In  a  large  railway  system  operating  a  number  of  stations, 
some  of  the  stations  may  be  shut  down  during  periods  of  light 
load,  and  the  current  condition  in  the  pipes  be  completely 
changed  during  these  times.  If  the  stray  currents  in  the  pipes 
are  the  combined  leakage  current  from  two  or  more  railway 
systems,  having  different  load  curves,  the  current  conditions 
in  the  pipes  will  also  change  during  different  times  of  the  day, 
and  perhaps  also  on  different  days.  In  cases  of  this  kind  a 
recording  meter  should  be  applied  to  a  number  of  characteristic 
points  in  the  piping  system,  arranged  to  record  the  current  in 
the  pipe.  I  have  used  a  Wm.  H.  BristoI>  recording  meter  (a 
pyrometer  instrument  without  its  thermo  couple)  to  obtain 
twenty-four-hour  records  of  currents  in  pipes.  The  diagram 
in  Fig.  4  shows  the  current  in  a  gas  pipe  for  four  consecutive 
days,  obtained  from  four  Bristol  charts  by  estimating  the  aver- 
age current  for  consecutive  one-hour  periods  and  plotting  these 
averages.  The  records  for  other  week  days  were  about  the 
same  as  shown  for  Monday  and  Tuesday  in  Fig.  4.  The  dia- 
gram for  Sunday  shows  that  the  current  in  the  pipe  was  very 
large  and  flowing  practically  all  day  in  the  same  direction ;  this 
large  current  is  accounted  for  by  the  fact  that  the  neighboring 
trolleys  were  carrying  a  larj^e  crowd  of  Sunday  excursionists. 
The  following  Sunday  was  a  rainy  day,  and  the  record  showed 
a  much  smaller  current  in  the  pipe  for  this  day.  I  want  to  say 
that  the  change  in  direction  of  the  current  indicated  in  the 
week-day  diagrams  is  an  unusual  condition,  and  probably  due 
to  the  changes  in  the  operation  of  the  power  houses  producing 
the  currents  affecting  the  pipes.  These  current  records,  by 
their  agreement  with  the  load  curves  of  the  trolley  road,  are 
frequently  also  useful  in  serving  as  evidence  that  the  currents 
in  the  pipes  are  trolley  road  currents.    As  the  electrolytic  dam- 
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age  is  proportional  to  the  time  during  which  the  current  acts, 
it  is  necessary  to  have  the  time  curve  of  current  in  order  to 
estimate  the  probable  destruction.  One  ampere  leaving  an  iron 
pipe  for  wet  soil  will  remove  twenty  pounds  of  iron  in  one 
year,  but  the  same  ampere  of  current  in  its  path  through  the 
ground  and  pipes  may  leave  the  pipe  and  return  to  it  any  num- 
ber of  times,  shunting,  for  instance,  around  occasional  high 
resistance  joints,  and  removing  iron  at  the  rate  of  twenty 
pounds  per  year  at  every  point  of  leaving  the  pipe.  The  actual 
damage  is  also  very  much  dependent  upon  whether  the  exit 
of  current  is  concentrated  in  a  small  area  or  is  distributed  over 
a  large  area.  Experience  shows  that  the  electrolytic  corrosion 
ordinarily  takes  place  in  spots,  producing  pittings  in  the  pipes, 
which  indicates  that  the  current  must  leave  the  pipes  in  these 
spots  and  not  from  the  entire  surface;  the  pipes  are  in  this 
way  much  more  quickly  destroyed  than  if  the  corrosion  took 
place  uniformly  over  the  entire  surface.  It  therefore  is  an 
extremely  difficult  matter  to  estimate  the  amount  of  electro- 
lytic damage  and  such  estimates  will  generally  be  too  low  for 
the  above  reasons. 

It  is  possible  to  trace  the  path  of  current  through  the 
ground  by  measuring  potential  differences  between  different 
points  in  the  ground.  An  iron  rod  driven  into  the  ground  is 
often  used  for  making  contact  for  such  measurements.  This, 
however,  is  not  reliable  because  the  electromotive  force  of 
polarization  of  the  iron  in  wet  ground  is  dependent  upon  the 
surface  condition  of  the  iron  and  upon  the  ingredients  of  the 
ground;  it  is  not  constant,  and  not  necessarily  the  same  for 
each  of  two  rods  in  different  parts  of  the  ground.  Where 
small  potential  differences  are  measured  between  two  points 
in  ground  by  means  of  iron  rods  as  electrodes,  entirely  wrong 
results  may  be  obtained  because  of  difference  in  the  polariza- 
tion voltages  at  the  two  electrodes. 

To  overcome  this  difficulty  the  "non-polarizable  electrode" 
shown  in  Fig.  5  was  devised  by  Professor  Haber.  This  con- 
sists of  a  glass  tube  about  two  inches  in  diameter  and  ten 
inches  long,  having  a  porous  cup  cemented  to  one  end,  and 
containing  a  saturated  solution  of  zinc  sulphate  with  a  zinc  rod 
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Pig.  5 — Non-Polarizable  Blectrede. 
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dipping  into  the  solution.  The  porous  cup  is  pressed  against 
the  part  of  the  ground  at  which  the  potential  is  to  be  measured^ 
establishing  contact  between  the  ground  and  the  zinc  sulphate 
solution.  There  is  only  a  n^ligible  polarization  voltage  be- 
tween the  zinc  sulphate  and  ground.  The  zinc  in  this  solution 
has  a  definite  and  constant  polarization  voltage  with  reference 
to  the  solution.  When  two  of  these  electrodes  are  used  to 
measure  the  potential  difference  between  two  points  in  the 
ground,  the  two  polarization  voltages  balance  each  other.  With 
these  electrodes  a  zero  method,  such  as  a  potentiometer  with  a 
sensitive  galvanometer,  should  be  used  for  measuring  the  poten- 
tial differences,  because  the  high  resistance  of  the  contact 
through  the  porous  cup  would  produce  a  drop  in  voltage  and 
reduce  the  reading  on  a  direct  reading  voltmeter.  This  non- 
polarizable  electrode  is  also  used  to  measure  the  potential  dif- 
ference between  a  pipe  or  rail  and  the  ground;  in  this  case 
the  polarization  voltage  of  the  electrode  must  be  taken  into 
account,  which  is  equal  to  0.45  volt  negative  with  reference  to 
the  iron  of  a  pipe  or  rail.  This  means  that  without  current 
flowing  between  pipe  and  ground  the  potential  difference  be- 
tween an  iron  pipe  in  ground  and  this  electrode  placed  nearby 
in  the  ground  would  be  0.45  volt,  the  pipe  being  positive.  If, 
then,  a  measurement  shows  the  pipe,  say,  1.1  volts  positive  to 
the  electrode  it  means  that  the  pipe  is  1.1  —  0.45  =  +  0.65  volt 
(positive)  to  the  ground  and  proves  that  current  is  flowing 
from  the  pipe  to  the  ground.  If  a  measurement  shows  a  pipe, 
say,  0.15  volts  positive  to  the  electrode,  it  means  that  this  pipe 
is  0.15  —  0.45  =  —  0.3  volt  (negative)  to  the  ground  and 
proves  that  current  is  flowing  from  the  ground  into  the  pipe. 
Ground  potentials  of  less  than  one-tenth  volt  cannot  safely  be 
used  as  evidence  of  current  flow  as  they  may  be  due  to  acci- 
dental causes. 

It  may  be  desirable  to  measure  directly  the  flow  of  cur- 
rent through  ground  as  between  a  pipe  and  a  rail,  or  between 
two  pipes.  The  best  arrangement  for  this  is  the  "earth  ampere- 
meter," devised  by  Professor  Haber  and  illustrated  in  Fig.  6. 
This  consists  of  a  wooden  frame  with  two  copper  plates  about 
four  inches  square  and  separated  by  a  plate  of  mica  or  glass, 
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as  shown  in  the  figure.  These  copper  plates  are  covered  with 
a  layer  of  paste  made  of  copper  sulphate  and  water  with  20 
per  cent,  sulphuric  acid,  the  thickness  of  paste  being  about 
^  /le  inch.  A  wetted  piece  of  parchment  paper  is  laid  over  this 
paste  and  the  remainder  of  the  frame  is  filled  with  soil  taken 
from  the  portion  of  ground  where  the  current  is  to  be  meas- 
ured. This  frame  is  then  placed  in  a  suitable  excavation  in  the 
ground  where  current  is  to  be  measured,  so  that  the  current 
flow  is  as  nearly  as  possible  normal  to  the  frame,  and  the  latter 
is  then  completely  covered  up,  the  soil  being  tightly  tamped  in. 
Insulated  copper  wires  are  brought  out  from  the  plates  and 
connected  with  a  milli-amperemeter ;  this  will  indicate  the  cur- 
rent flowing  through  this  section  of  the  ground.  The  object 
of  the  copper  sulphate  paste  is  to  prevent  polarization  at  the 
surfaces  of  the  copper  plates,  which  otherwise  would  produce 
an  electromotive  force  opposing  the  flow  of  current  through  the 
meter.  The  direction  of  the  meter  indication  will  give  the  di- 
rection of  the  current  flow  through  the  ground.  It  might  be 
supposed  that  the  introduction  of  this  frame  would  entirely 
change  the  current  conditions  in  the  ground ;  this  has  not  been 
found  to  be  the  case,  due  to  the  fact  that  the  resistance  of  the 
path  through  the  ground  is  very  high ;  the  displacement  of  the 
small  portion  of  ground  taken  by  the  copper  plates  therefore 
does  not  greatly  change  the  total  resistance  of  the  path  of  the 
current  through  the  ground.  The  notion  that  the  earth  is  a 
conductor  of  negligible  resistance  applies  only  when  the  path 
of  the  current  is  through  an  unlimited  cross  section ;  the  re- 
sistance of  a  limited  section  of  earth  is  comparatively  high, 
varying  under  ordinary  conditions  from  100  to  1,000  ohms  be- 
tween opposite  faces  of  a  cubic  foot. 

This  earth  amperemeter  is  well  suited  for  measuring  current 
flow  between  pipe  and  ground ;  for  this  purpose  the  frame  is 
buried  in  the  ground  from  one  to  two  inches  from  the  pipe, 
and  parallel  to  the  pipe  and  normal  to  the  probable  current  flow 
through  ground.  This  measurement  can  be  used  to  form  an 
estimate  of  the  probable  amotmt  of  electrol3rtic  damage  to  the 
pipe,  and  in  cases  where  corrosion  has  taken  place  it  will  serve 
as  evidence  that  it  was  caused  by  stray  currents. 
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I  have  made  a  number  of  laboratory  tests  with  the  non- 
polarizable  electrode  and  the  earth  amperemeter  and  have  ob- 
tained exceedingly  satisfactory  and  consistent  results. 

I  want  to  call  attention  to  a  wholly  incorrect  method  for 
determining  current  flow  between  pipes  and  rails  through 
ground,  which  I  have  seen  described  in  a  certain  class  of  elec- 
trolysis reports.  I  refer  to  the  method  in  which  the  potential 
difference  between  a  point  in  the  rails  and  a  point  in  the  pipes 
is  measured  with  a  voltmeter,  as  between  C  and  D  in  Fig.  7, 
and  the  resistance  between  these  same  points  is  measured  with 
an  ohmmeter ;  the  voltage  divided  by  the  resistance  is  given  as 
the  current  in  amperes  flowing  through  the  ground.  This  is 
then  repeated  for  other  points,  as  E  and  F,  G  and  H,  etc.  (Fig. 
7),  and  these  currents  are  added  up  to  give  the  total  current 
through  the  ground.  In  one  published  report  of  this  class  upon 
a  water  piping  system  in  a  western  city,  this  total  current  is 
given  as  6,148  amperes  with  a  calculated  destruction  of  122,960 
pounds  of  iron  per  year.  The  following  words  of  warning  are 
found  in  this  report :  "The  loss  of  122,980  pounds  of  metal  per 
year  from  the  distributing  water  system  must  eventually  bring 
great  and  serious  trouble  involving  the  expenditure  of  many 
thousand  dollars."  The  absurdity  of  these  figures  is  clear  when 
we  consider  that  many  times  this  current  could  have  been  ob- 
tained by  making  tests  in  a  sufficient  number  of  additional 
points  in  the  system.  Current  through  ground  between  pipes 
and  rails  cannot  be  determined  from  such  measurements  of  po- 
tential difference  and  ground  resistance.  The  latter  is  the  joint 
resistance  of  all  conducting  paths  between  the  entire  piping  sys- 
tem and  the  entire  rail  system,  while  the  potential  difference  is 
that  between  a  point  in  the  pipes  and  a  point  in  the  rails ;  these 
two  measurements  can  therefore  not  be  combined  by  Ohm*s 
law  to  give  current,  and  the  figures  which  have  been  given  in 
the  reports  referred  to  are  entirely  without  meaning;  the  re- 
sults and  conclusions  based  upon  them  are  consequently  wholly 
untrue. 

As  an  example  of  the  wholly  incorrect  conclusions  which 
this  method  may  lead  to,  I  have  shown  in  Fig.  8  the  instan- 
taneous values  of  current  measured  in  a  gas  pipe  at  stations 
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on  each  side  of  a  stretch  of  ground  soaked  with  salt  water, 
taken  simultaneously  with  potential  readings  between  this 
pipe  and  trolley  tracks  close  by  and  in  contact  with  this  wet 
ground.  The  gas  pipe  is  seen  to  be  about  one  volt  (average) 
positive  to  the  rail.  The  resistance  between  the  rails  and  pipe 
must  be  very  low  so  that  a  current  calculated  by  the  above 
method  would  give  a  large  value  and  lead  to  the  conclusion 
that  this  current  was  passing  from  the  pipe  to  the  wet  ground 
and  producing  corrosion.  The  simultaneous  current  readings 
show  however  that  there  is  practically  no  escape  of  current 
from  the  pipe  between  these  stations.  This  class  of  report  is 
generally  also  full  of  remarkable  statements  which  greatly  ex- 
aggerate the  electrolysis  danger  and  which  seem  to  be  designed 
to  scare  people  against  the  electrolysis  evil.  From  the  ab- 
surdity which  appears  on  the  face  of  these  reports  they  tend 
to  hide  the  real  electrolytic  conditions  and  the  real  dangers 
which  exist.  The  technical  press  has  already  exposed  and  se- 
verely criticized  some  of  these  reports  which  have  been  pub- 
lished. 

Where  more  than  one  electric  road  is  operating  in  the  vicin- 
ity of  a  piping  system,  the  stray  current  in  the  pipes  may  be 
the  leakage  current  from  one,  or  it  may  be  the  sum  of  the 
leakage  currents  from  all  of  the  roads.  In  cases  where  elec- 
trolytic damage  has  resulted  it  is  important  to  trace  and  prove 
the  source  or  sources  of  the  destructive  current  in  order  that 
claims  for  damages  and  a  demand  to  stop  this  current  may  be 
presented  to  the  proper  owners,  and  pressed  in  court  if  neces- 
sary. This  is  fairly  simple  if  it  is  possible  to  disconnect  each 
power  house  in  succession  for  an  interval  sufficiently  long  to 
measure  the  effect  upon  the  pipe  current.  If  this  cannot  be 
done,  indirect  methods  must  be  used  which  may  make  the 
problem  very  troublesome,  especially  in  cases  where  two  or 
more  roads  use  a  common  track  for  part  of  their  line.  Notifig 
the  starting,  running  and  stopping  and  location  of  the  cars  on 
each  line,  and  comparing  this  with  the  current  curves  in  the 
pipes,  will  often  help  to  locate  the  source  or  sources  of  the 
pipe  current.  Where  the  tracks  of  the  different  roads  are 
independent,  a  good  method  is  to  attempt  to  measure  the  cur- 
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rent  flowing  through  the  ground  between  pipes  and  the  rails 
of  each  system  by  means  of  the  earth  amperemeter.  No  uni- 
versal method  can,  however,  be  given  because  the  conditions 
vary  so  widely ;  it  is  necessary  to  study  each  case  separately  and 
to  adopt  the  methods  best  suited  to  it. 

Of  the  attempted  remedial  schemes  the  one  most  frequently 
applied  to  pipes  in  America  is  bonding  in  the  positive  districts 
to  the  negative  bus  bar.  While  affording  local  protection,  this 
greatly  increases  the  amount  of  stray  current,  frequently  pro- 
ducing electrolytic  trouble  in  other  portions  of  the  piping 
system,  as  at  joints,  and  the  pipes  themselves  become  a  source 
of  danger  to  other  underground  metal.  In  cases  where  there 
are  variations  in  current  flow,  as  was,  for  instance,  illustrated 
in  Fig.  4,  no  bonding  scheme  can  be  applied  as  the  positive 
zones  keep  shifting  about. 

Insulating  joints  can  only  be  used  in  special  cases  to  affect 
a  partial  reduction  in  the  stray  currents  in  the  pipes,  and  often 
do  more  harm  than  good. 

I  am  convinced  that  in  most  cases  there  is  but  little,  if  any- 
thing, that  the  pipe  owner  can  do  to  protect  his  pipes  from 
these  stray  railway  currents.  The  cure  must  and  in  all  fair- 
ness should  come  from  the  railways.  This  is  the  attitude  which 
the  Germans  have  maintained  ever  since  they  have  begun  to 
study  this  problem. 

The  question  of  the  proper  restriction  to  place  upon  the 
railroad  in  order  to  render  underground  piping  reasonably  safe 
from  stray  currents  is  a  hard  one  to  settle.  In  some  places  a 
maximum  permissible  potential  difference  in  the  rails,  or  be- 
tween rails  and  pipes,  has  been  prescribed.  The  amount  of 
stray  current  depends,  however,  just  as  much  upon  soil  re- 
sistance as  upon  potential  difference,  and  this  resistance  varies 
so  largely  that  no  maximum  safe  voltage  can  be  prescribed  for 
all  cases,  except  one  so  low  as  to  be  entirely  impracticable.  The  • 
maximum  allowable  current  in  any  one  pipe  is  sometimes  pre- 
scribed; this,  however,  is  also  inadequate.  The  only  really 
safe  condition  would  be  a  maximum  allowable  density  of  cur- 
rent leaving  any  one  pipe  for  ground,  expressed  in  milliam-^ 
peres  per  square  foot  of  pipe  surface.    This  is,  however,  trou- 
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blesome  to  measure,  and  the  restriction  would  be  very  difficult 
to  enforce. 

The  President:  We  will. now  have  a  little  diversion  in  the 
form  of  the  report  of  the  Committee  on  Electrolysis.  Mr.  Glas- 
gow. 

A  Member  :  Mr.  President,  we  have  just  listened  to  a  very 
interesting  and  able  paper  on  this  subject,  and  before  Mr. 
Glasgow  makes  his  report  for  the  Committee  on  Electrolysis,  I 
move  that  a  most  hearty  vote  of  thanks  be  extended  to  Pro- 
fessor Ganz. 

Motion  seconded. 

The  President:  Gentlemen,  you  have  heard  the  motion 
that  a  most  hearty  vote  of  thanks  be  extended. 

A  Member  :  A  rising  vote,  Mr.  President. 

The  President  :  A  rising  vote  is  called  for.  All  those  in 
favor  will  please  arise.    It  is  a  unanimous  vote. 

Professor  Ganz:  Mr.  Chairman  and  Gentlemen:  I  thank 
you  most  heartily  for  this  vote. 

Report  of  Committee  on  Electrolysis. 

Mr.  a.  G.  Glasgow  :  Mr.  President  and  Gentlemen :  I  asked 
Mr.  Clark  to  call  for  the  Report  of  the  Electrolysis  Committee 
as  soon  as  Professor  Ganz  had  finished  his  lecture,  because 
this  lecture  is,  in  fact,  the  report  of  your  committee  for  this 
present  year.  You  must  not  fear  that  every  year  we  shall  in- 
flict upon  you  an  annual  report  like  that  of  1906 — of  some  173 
pages.  On  the  contrary,  we  shall  trouble  you  with  a  report 
only  when  we  have  something  to  say.  We  think  you  will  all 
now  agree  that  if  your  committee  has  done  nothing  else  to 
justify  its  existence  it  has  done  yeoman's  service  to  this  Insti- 
tute in  securing  Professor  Ganz  as  its  consulting  engineer  and 
in  starting  him  in  the  electrplysis  business. 

I  should  like  anyone  who  has  any  suggestion  or  criticism 
to  offer  to  state  it  freely  now,  while  Professor  Ganz  is  still 
with  us ;  he  will  be  happy  to  answer  any  questions  or  meet  any 
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criticism  that  the  individual  members  of  this  Institute  may 
wish  to  offer. 

I  may  add  that  our  relations  with  the  chairman  of  the 
German  Gas  and  Water  Association  continue  very  cordial. 
We  are  not  blessed  as  they  are  with  a  considerable  annual  ap- 
propriation for  investigations  into  electrolysis,  but  we  are  gen- 
erously allowed  the  benefit  of  their  conclusions ;  and  we  have 
recently  entered  into  correspondence  with  the  French  and  Brit- 
ish Institutes  looking  to  the  appointment  of  co-operative  com- 
mittees by  those  two  institutions.  Manifestly,  if  the  Gas  In- 
stitute of  this  country  and  these  three  European  sister  insti- 
tutions can  all  work  in  concert  in  this  matter  it  will  be  far  more 
beneficial  than  if  each  one  of  us  works  alone. 

In  conclusion  let  me  say  that  when  we  distributed  our  orig- 
inal report,  some  six  months  before  the  1906  meeting,  we  invit- 
ed communications  from  the  members  relative  thereto ;  but  not  a 
single  communication  or  suggestion  of  any  sort  was  made. 
Now,  I  submit  that  a  committee  of  this  nature  of  an  Institute 
of  this  character  has  the  right  to  expect  that  the  individual 
members  will  take  a  keen  and  active  interest  in  the  woric  and 
communicate  any  facts  or  information  that  will  add  practical 
value  to  the  conclusions.  If,  on  the  other  hand,  anybody  has 
been  nursing  any  discontent  with  our  last  report,  now  is  the 
time  to  ventilate  it ;  for  your  committee  sees  nothing  to  change 
therein,  and  at  present  has  nothing  to  add  thereto.  W^e  hope, 
however,  that  in  the  reasonably  near  future  we  shall  be  able 
to  substantiate  our  conclusions  to  such  an  extent  that  we  shall 
feel  justified  in  inviting  some  undertaking  to  test  them  in  a 
court  of  law  with  every  prospect  of  success. 

Mr.  E.  J.  Donahue:  Mr.  President,  I  move  that  the  Com- 
mittee on  Electrolysis  be  discharged  with  the  thanks  of  the 
Institute. 

Motion  seconded. 

The  President:  Is  there  any  discussion  on  this  statement 
made  by  Mr.  Glasgow  ? 
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Discussion  on  Electrolysis. 
Mr,  a.  S.  Miller:  Mr.  President,  I  am  not  going  to  let 
my  dear  friend  from  "dear  old  Lunnon"  back  me  down.  It  has 
been  some  time  since  I  read  his  report,  and  I  do  not  know 
whether  I  remember  it  correctly  or  not,  but  my  best  recollec- 
tion is  that  the  conclusion  of  the  committee  then  was  that  the 
only  thing  to  do  was  to  put  in  a  double  trolley.    Is  that  it  ? 

Mr.  Glasgow  :  Yes. 

Mr.  a.  S.  Miller  :  That  was  my  best  recollection,  that  they 
came  to  the  conclusion  that  the  only  absolute  safety  lay  in 
the  double  trolley.  We  have  to  take  conditions  as  we  find 
them.  The  question  that  the  gas  man  has  had  to  decide,  when 
he  has  found  stray  currents  on  the  pipes,  was  what  to  do 
about  it.  I  have  for  a  number  of  years  advocated  bonding,  not- 
withstanding that  Professor  Gahz  of  this  committee  thought 
that  such  a  remedy  was  radically  wrong,  but  I  have  not  felt 
it  possible  to  go  into  a  court  of  law  with  the  idea  of  making 
the  railroad  reconstruct  its  whole  system  when  it  could  for  a 
very  small  expenditure,  comparatively  speaking,  adopt  an  ef- 
ficient remedy  by  bonding.  I  did  not  feel  that  there  was  any- 
thing for  us  to  do  but  to  bond.  When  a  system  of  piping  is 
bonded  it  does  not  necessarily  mean  that  you  must  simply  tie 
in  a  few  places  of  high  potential ;  but  you  must  make  a  care- 
ful survey,  as  Professor  Ganz  says,  of  the  whole  system  to 
determine  the  danger  points.  It  is  necessary  to  survey  the 
water  pipes,  cables  and  all  other  underground  structures  in 
the  neighborhood  and  to  extend  the  return  feeders  far  enough 
from  the  generating  or  sub- stations  to  prevent  an  excessive 
flow  of  current  through  any  particular  pipe  or  cable.  It  is 
also  necessary  to  bond  to  the  proper  returns  all  of  the  under- 
ground structures  in  the  immediate  vicinity.  Such  under- 
ground structures  can  be  bonded  so  as  to  practically  prevent 
electrolysis  and  this  has  been  done  in  at  least  two  cities  to  my 
knowledge.  I  do  not  say  that  the  double  trolley  would  not  be 
better,  but  so  far,  it  has  been  commercially  impossible  to  com- 
pel the  railroad  companies  to  change  to  the  double  trolley 
system. 


Digitized  by  VjOOQIC 


680 

Mr.  Donald  McDonald  (Louisville)  :  Mr.  President,  I  am 
sorry  to  hear  that  statement  made  before  this  Institute,  be- 
cause if  anyone  of  you  ever  has  a  lawsuit  with  a  street  rail- 
road, Mr.  Miller's  remarks  will  be  read  verbatim  to  the  jury  as 
showing  that  this  difficulty  with  electrolysis  can  be  overcome 
by  bonding.  We  had  that  out  pretty  thoroughly  last  year,  and 
it  was  the  opinion  of  this  whole  association  that  as  soon  as 
the  stray  currents  were  turned  loose  there  was  bound  to  be 
mischief,  and  that  there  was  nothing  that  the  gas  company 
could  do  to  protect  itself.  I  think  the  fact  is  that  you  can,  to 
some  extent,  localize  or  minimize  the  trouble  by  the  bonding 
that  Mr.  Miller  advocates,  but  in  the  case  of  cast  iron  pipe  with 
lead  joints  or  at  some  of  the  fittings  in  wrought  iron  screw 
pipe,  you  arc  bound  to  have  trouble  wherever  the  current  leaves 
the  pipe  or  leaps  across  any  gap  in  the  contmuous  conductor. 

Mr.  H.  L.  Doherty:  In  common  with  Mr.  McDonald,  I 
am  sorry  to  see  anytiiing  go  on  the  record  here  which  is  going 
to  aggravate  the  trouble  in  any  way.  I  do  not  want  to  make 
any  remarks  myself,  but  I  do  not  think  that  the  double  trolley  is 
necessary  in  most  cities,  and  yet  I  do  believe  there  are  condi- 
tions where  it  is  almost  imperative.  I  did  not  read  last  year 
the  report  of  the  Committee  on  Electrolysis,  and  I  was  not 
present  when  it  was  discussed,  but  I  have  listened  to  the  lec- 
ture by  Professor  Ganz  with  a  great  deal  of  interest,  and,  per- 
sonally, I  want  to  pay  tribute  to  his  ability  on  this  subject.  I 
think  he  discloses  some  rather  startling  errors  that  have  cost 
the  water  and  gas  companies  of  this  country  a  great  deal  of 
money  and  a  great  deal  of  trouble.  Personally,  I  do  not  think 
there  is  any  general  rule  that  can  be  laid  down  r^farding  how 
a  system  should  be  arranged  to  prevent  electrolytical  action, 
but  I  know  I  have  tried  to  get  some  sort  of  a  rule  to  go  by,  and 
the  only  rule  that  I  ever  evolved  was  one  that  sounded  so  sim- 
ple that  it  seemed  almost  foolish,  yet  I  believe  that  rule  has 
saved  us  a  great  deal  of  money  and  has  helped  to  do  our  work 
properly.  That  rule  is  simply  that  the  arrangement  must  be 
such  as  to  prevent  the  current  from  leaving  the  pipe  through 
an  electrolyte.   If  you  plan  what  you  are  going  to  do,  and  if 


Digitized  by  VjOOQIC 


681 

you  will  measure  it  by  that  rule,  you  will  find  that  you  have 
produced  the  condition  that  you  want. 

Professor  Ganz's  remarks  on  the  need  Of  simultaneous  ob- 
servations is  another  thing  which  I  think  will  bear  reiteration. 
The  measurements  that  are  made  by  one  group  of  observers  at 
different  hours  of  the  day,  upon  different  days,  and  under  dif- 
ferent conditions  of  soil,  I  think  sometimes  are  apt  to  be  so 
misleading  that  you  are  worse  off  with  them  than  if  you  did 
not  have  them  at  all.  Now  there  has  been  a  general  feeling  that 
bonding  was  the  proper  thing  to  do,  but  at  the  same  time  it 
always  seemed  to  me  that  bonding  at  the  power  house  would 
tend  to  generalize  your  trouble  rather  than  to  localize  it,  and  if 
I  must  have  electrolytic  action  I  prefer  to  have  all  of  that 
action  take  place  at  one  spot,  if  possible,  where  I  can  anticipate 
the  trouble. 

There  were  several  other  points  in  Professor  Ganz's  lecture 
which  I  think  we  can  well  aflford  to  lay  great  emphasis  on.  One 
is  the  difference  in  potential.  While  he  made  it  very  clear  that 
there  is  no  such  thing  as  being  able  to  determine  the  action  by 
the  difference  in  electromotive  force,  .1  still  think  that  that 
particular  point,  in  view  of  the  common  error  that  prevails, 
should  be  more  definitely  emphasized.  It  is  the  point  where 
you  get  the  small  difference  of  potential  where  your  trouble  is 
apt  to  occur.  It  is  also  the  belief  of  most  gas  men  that  the 
most  perfect  system  of  bonding  on  the  part  of  a  street  railway 
company  would  be  the  most  perfect  protection,  but  there  are 
often  cases  where  bad  bonding  at  certain  portions  would  be  ad- 
vantageous. I  might  cite  an  example  of  a  line  going  out 
through  dry  soil,  perfectly  dry  soil,  and  then  going  through  a 
swamp,  and  going  into  another  portion  of  dry  soil.  Now,  if 
you  destroy  the  railway  company's  bond  at  the  point  of  leav- 
ing the  dry  ground  and  go  into  the  swamp  and  depend  on  all 
the  current  going  to  your  pipe  in  the  damp  ground  at  that 
point,  and  going  off  through  the  metallic  bond  at  some  other 
point,  you  would  very  likely  be  free  from  electrolytic  action 
from  that  particular  current.  In  general,  I  believe  that 
bonding  of  pipes  to  rails  is  about  the  most  dangerous  thing 
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that  can  be  done,  but  when  it  is  going  to  be  done,  it  ought  to  be 
done  by  a  man  who  thoroughly  understands  the  problem. 

Outside  probably  of  the  work  which  has  been  done  by  our 
Committee  on  Electrolysis,  and  I  wish,  so  far  as  that  is  con- 
cerned, to  express  my  admiration  for  Air.  Glasgow  and  the 
Committee,  I  think  it  would  be  a  good  thing  for  the  gas  men 
of  the  country  if  all  the  previous  literature  that  I  have  seen 
on  this  subject,  with  the  exception  of  the  address  of  Mr.  Bump 
before  the  Western  Association,  was  burned  up. 

Mr.  Milan  R.  Bump:  Mr.  President,  if  I  may  add  a  few 
words  to  this  discussion.  I  think  the  man  who  advocates  a 
system  of  insulated  joints  has  been  somewhat  neglected,  though 
the  derivation  of  benefit  therefrom  is  nearly  always  considerable 
if  they  are  intelligently  installed.  We  have  gas  men  who  say 
that  they  do  not  care  whether  the  water  company  goes  ahead 
and  bonds  or  not.  I  have  heard  that  statement  made.  Now  it 
is  a  well-known  fact  that  there  is  a  constant  interchange  of 
current  between  the  water  pipes  and  gas  mains.  Take  the  or- 
dinary system  with  a  thousand  or  more  water  heaters,  where 
we  have  got  a  metallic  connection  between  the  two  systems  and 
it  is  apparent  that  what  one  does  must  affect  the  other  even  if 
there  were  no  mterchange  of  current  through  the  earth. 

Recently  there  is  another  factor  which  has  entered  into 
this  problem,  and  that  is  the  adoption  of  the  alternating  current 
system  for  traction  work,  which  I  believe  is  going  to  be  the 
ultimate  solution.  The  progress  of  this  system  will  be  slow  in 
the  large  cities,  but  it  is  already  coming  in,  and  will  progress 
more  in  the  cities  in  the  future.  I  believe  that  the  solution 
of  our  trouble  will  lie  in  the  adoption  of  some  such  system  as 
that.  Bearing  on  that  question  of  the  electrolytic  effect  of  al- 
ternating current  on  the  pipes,  there  was  a  paper  presented 
before  the  American  Institute  of  Electrical  Engineers,  in  which 
it  was  proven  that  the  damage  by  electrolysis  is  reduced  to  a 
fraction  of  a  per  cent.,  which  makes  the  damage  so  small  that 
it  would  be  almost  impossible  to  distinguish  between  it  and 
natural  corrosion. 
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Mr.  H.  L.  Doherty:  Mr.  President,  before  you  close 
this  discussion,  I  would  like  to  add  just  one  word  by  stating 
that  what  we  want,  as  it  seems  to  me,  is  a  practical  check 
valve  for  electricity,  so  that  when  we  make  a  bond  we  will 
not  only  make  a  bond  that  will  take  the  current  off  the  pipes 
but  we  will  make  a  bond  that  will  not  take  it  on.  What  we 
want  is  a  practical  commercial  check  valve  that  will  allow 
the  current  to  go  off  the  pipe,  but  not  let  it  go  on.  I  have 
felt  that  the  bonding  of  a  street  railway  system  where  we  had 
an  immense  number  of  water  connections  was  apt  to  be  an 
advantage  to  us,  although  I  would  defer  to  Mr.  Bump's  judg- 
ment on  that.  Where  the  water  company  has  thoroughly 
bonded  its  system,  and  we  have  a  number  of  metallic  conduc- 
tors, the  action  in  a  city  where  they  use  cement  joints  would 
be  that  any  current  entering  our  pipes  would  be  apt  to  go  back 
and  take  a  path  on  the  water  main. 

Professor  Ganz:  I  have  just  jotted  down  a  few  notes. 

In  regard  to  the  significance  of  potential  differences  as  an 
indication  of  electrolysis  or  of  current,  I  agree  thoroughly 
with  what  has  been  said.  I  think  that  is  also  borne  out  in  my 
written  lecture,  and  perhaps  better  than  in  what  I  have  said 
this  afternoon.  I  think  some  one  has  also  said  that  the  two 
cities  to  which  Mr.  Miller  referred  were  bonded  by  him.  That 
is  probably  why  they  have  developed  little  trouble.  I  cannot 
deny  that  if  you  run  a  large  return  conductor  from  the  nega- 
tive bus  bar  to  every  positive  pipe  of  your  system,  and  main- 
tain every  pipe  negative,  that  then  the  system  will  be  safe. 
If,  however,  you  have  a  condition  such  as  I  showed  on  the 
board  this*  afternoon,  or  such  as  I  have  here  in  the  diagram, 
where  four  times  during  the  day  the  current  at  one  point  in  the 
system  changes  in  direction,  then  the  points  at  which  the 
bonds  would  have  to  be  applied  would  also  change,  so  that  it 
would  be  practically  impossible  to  bond  successfully. 

It  was  also  said  that  the  solution  of  the  problem  will  be  the 
use  of  alternating  current.  I  do  not  think  that  this  is  neces- 
sarily so.  I  agree  that  laboratory  experiments  have  been  con- 
ducted which  show  that  with  alternating  current  the  electrolysis 
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is  only  up  to  two  per  cent,  of  that  produced  by  an  equiva- 
lent direct  current,  but  we  have  no  practical  experience  with 
alternating  current  roads.  Alternating  current  will  produce 
electrolysis,  not  only  where  the  current  leaves  the  pipe,  but 
where  it  enters  the  pipe,  and  I  am  not  so  sure  that  a  piping 
system  is  going  to  be  safe  even  if  alternating  current  should 
be  adopted  for  all  neighboring  electric  roads;  this  is  still  a 
long  way  off. 

I  think  that  is  all  I  care  to  say. 

The  President:  There  is  a  motion  before  the  house.  It 
has  been  moved  and  seconded  that  the  Committee  on  Elec- 
trolysis be  discharged  with  thanks,  and  that  the  whole  matter 
be  referred  to  the  Technical  Committee.  Are  you  ready  for 
the  question?  Those  in  favor  say  "Aye."  Contrary  minds, 
"No."    The  motion  is  passed. 

The  time  for  adjournment  is  passed,  and  we  will  take  up 
the  first  thing  in  the  morning  whatever  committee  reports  have 
not  yet  received  attention. 

The  convention  will  now  stand  adjourned  until  ten  o'clock 
to-morrow  morning. 

The  Institute  adjourned  to  lO  A.  M.,  Friday,  October  18. 

Third  Day — Morning  Session. 

The  Institute  was  called  to  order  at  ten  A.  M.,  President 
Walton  Clark  in  the  chair. 

The  President:  The  time  for  opening  the  meeting  has 
come.  I  am  sorry  to  see  so  few  members  present,  but  it  is 
necessary  that  we  proceed  with  our  business.  We  still  have  a 
great  deal  to  do. 

The  Chair  has  two  committees  to  name  under  authority  of 
the  Constitution.  On  the  Public  Relations  Committee  the 
Chair  has  done  what  some  may  criticize  in  putting  his  own 
name  on  the  list  of  members  of  that  committee. 

Dr.  a.  C.  Humphreys:  Gentlemen,  I  will  explain  that  fully: 
This  committee  will  have  to  do  a  great  deal  of  work,  and  I 
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particularly  requested  the  President  that  he  put  himself  on  that 
committee.  The  President  is  familiar  with  a  gjeat  many  of 
the  matters  which  necessarily  will  come  before  that  committee, 
and  I  think  it  is  essential  that  he  should  be  a  member  of  it. 

The  President:  On  the  Public  Relations  Committee  I 
have  appointed  Mr.  E.  G.  Cowdery,  Chairman ;  Mr.  I.  C.  Cop- 
ley, Mr.  C.  *F.  Prichard,  Mr.  John  Gribbel,  Mr.  Donald  Mc- 
Donald of  Louisville,  and  Mr.  Walton  Clark. 

On  the  Technical  Committee,  Mr.  W.  H.  Gartley,  Chair- 
man; Mr.  Alten  S.  Miller,  Mr.  W.  A.  Baehr,  Mr.  W.  E. 
McKay,  Mr.  R.  B.  Brown,  and  Mr.  A.  G.  Glasgow. 

The  next  business  in  order  is  the  report  of  the  Committee 
on  "Economic  Balance  between  Calorific  Value  and  Candle- 
Power,'*  Mr.  T.  D.  Miller,  Chairman. 

A  Member  :  Mr.  President.  I  understood  that  the  Commit- 
tee had  decided  to  make  no  report. 

The  President  :  Then  the  next  is  the  report  of  the  Com- 
mitte  on  "Bureau  of  Information,"  by  Mr.  Gartley. 

Mr.  W.  H.  Gartley  :  I  have  a  report  for  the  Committee 
which  can  be  turned  in.  I  will  read  the  questions,  there  are 
only  eight,  because  the  questions  will  give  you  some  idea  of 
the  scope  of  the  Bureau's  work  as  so  far  conducted,  and  allow 
you  to  judge  whether  it  is  better  to  continue  the  work  or  not. 

REPORT  OF  THE  BUREAU  OF  INFORMATION. 

The  Bureau  of  Information,  having  received  notice  of 
their  appointment  on  April  22,  1907,  wish  to  report  that  up  to 
September  30,  1907,  eight  questions  (the  eighth's  answer  not 
yet  prepared)  have  been  referred  to  them.  These  questions 
show  a  tendency  towards  the  elementary  facts  connected  with 
the  gas  business. 

It  is  apparent  that  the  members  of  the  American  Gas  In- 
stitute are  slow  to  avail  themselves  of  this  source  of  informa- 
tion, but  it  is  believed  by  the  Bureau  that,  judging  from  the 
nature  of  the  questions  submitted,  it  would  be  worth  while  to 
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continue  the  experiment  of  operating  such  a  Bureau  for  at  least 
a  year  longer. 

In  compiling  the  answers  to  the  questions  submitted,  the 
members  of  the  Bureau  believe  that  before  the  answer  is  sent 
to  the  inquirer,  it  should  be  passed  upon  by  ever>'  member,  and 
that  in  order  to  save  time  the  Chairman  of  the  Bureau  should 
receive  the  question  direct  from  die  inquirer,  instead  of  hav- 
ing it  sent  to  the  Secretar>'  of  the  Institute. 

The  inquirer  should  not  expect  to  receive  a  fully  consid- 
ered reply  within  a  month  or  six  weeks  from  die  date  of  the 
question. 

The  Biweau  recommends  that  the  questions  (the  name  of 
the  questioner  being  withheld)  with  their  answers  be  published 
in  the  Proceedings,  but  that  the  Bureau  exercise  its  discretion 
as  to  omitting  any  answer  tiiat  partakes  of  a  personal  or  ad- 
vertising nature. 

Question  No,  1 :  We  are  operating  a  small  gas  plant  and 
send  out  about  35,000  cu.  ft.  daily  and  are  experiencing  great 
difficulty  from  naphthalene  at  a  point  about  700  feet  from  our 
works.  The  plant  is  located  at  a  point  about  20  feet  lower  than 
the  main  where  the  difficulty  occurs.  We  have  been  removing 
the  naphthalene  by  naphtha.    The  main  is  8  inch. 

Kindly  inform  me  the  best  manner  of  thoroughly  cleaning 
the  pipe  at  that  point. 

Answer:  From  the  above  it  is  supposed  that  your  trouble 
is  a  recurring  one,  which  means  that  you  are  still  making 
naphthalene  at  the  works,  in  which  case  any  temporary  remedy 
will  only  give  temporary  results.  It  would,  therefore,  be  ad- 
visable to  take  such  steps  as  will  eliminate  the  sending  out  of 
naphthalene  from  the  works. 

In  order  to  clear  the  main  at  present,  I  would  suggest  that 
you  take  pressures  with  a  water  gauge  at  points  from  100  to 
200  feet  apart,  and  determine  just  where  the  largest  drop  io 
pressure  occurs.  This  point  would  indicate  the  greatest  stop- 
page. At  the  first  opening  from  the  works  inject  into  the  main 
87*  gasoline  at  the  rate  of  about  one-half  pint  per  thou- 
sand cubic  feet  of -gas  during  the  period  of  peak  load.    Repeat 
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this  procedure  until  the  pressure  gauges  show  no  abnormal 
drq)  in  pressure. 

Eighty-seven  degree  gasolene  is  very  volatile  and  must  be 
used  with  the  utmost  care  and  should  be  used  only  by  experi- 
enced men.  If  these  are  not  available,  it  would  be  better  to  use 
a  lower  grade  or  a  less  volatile  gasolene.  The  solvent  may 
also  be  introduced  immediately  after  the  street  main  governor, 
but  it  is  safest  to  use  it  in  the  open  air. 

For  further  information  on  this  subject,  please  see  Ques- 
tion Box  of  the  Ohio  Gas  Light  Association  for  1905,  pages 
111,  184,  201,  208,  209,  270  and  293. 

Also  see  paper  on  "Prevention  of  Naphthalene  Stoppages," 
by  Mr.  Paul  Doty,  before  the  Western  Gas  Light  Association, 
in  American  Gas  Light  Journal  of  June  26,  1899,  page  967. 

Any  hydrocarbon  oil,  alcohol  and  some  others,  are  solvents 
for  naphthalene.  Some  of  these  will  add  to  and  others  take 
from  the  illuminating  value  of  the  gas. 

Some  manufacturers  prepare  an  oil  called  "Naphthalene 
Solvent,"  containing  a  mixture  that  will  not  affect  the  gas. 
Any  oil  used,  of  course,  should  be  free  from  naphthalene. 

Question  No.  2:  Can  gas  coal  shipped  from  the  Pittsburg 
r^on  be  stored  out  of  doors  without  danger  of  spontaneous 
combustion  in  piles  twenty  feet  high?  If  it  is  not  considered 
safe  to  store  it  in  piles  of  this  height,  would  the  danger  of 
spontaneous  combustion  be  eliminated  if  the  coal  was  roofed? 

Answer:  Spontaneous  combustion  in  coal  from  the  Pitts- 
burg region  piled  in  piles  twenty  feet  high,  out  of  doors,  is  ex- 
tremely unlikely  to  occur,  but  it  has  occurred.  It  has  also  oc- 
curred when  piled  in  sheds. 

References: 

Fire  Risks  and  Fire  Extinction. 

The  Spontaneous  Ignition  of  Coal. 

London  Journal  of  Gas  Lighting,  April  3,  1906,  page 
33. 

Question  IBox,  New  England  Association  of  Gas  En- 
gineers. American  Gas  Light  Journal  of  March  7, 
1904. 
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Ohio  Gas  Association,  Question  Box,  1905,  pages  10 
and  11. 

Proceedings  of  The  American  Gas  Institute,  Vol.  1, 
1906,  Practical  Class,  section  of  1909,  pages  264, 
265,266. 

Journal  of  Gas  Li^^ting,  March,  1900,  address  of  Presi- 
dent ;  Southern  District  of  Gas  Engineers  and  Man- 
agers. 

American  Gas  Light  Journal,  Dec.  18,  1899,  page  ^77 ; 
"The  Combustibility  of  Coals,**  by  Mr.  O.  Lang. 

Journal  of  Gas  Lighting,  Januar\'  1,  1901,  page  26. 
Short  note  on  some  causes  of  spontaneous  combus- 
tion of  coal. 

Question  No,  3:  We  are  considering  the  advisability  of 
furnishing  an  adjoining  town  with  high  pressure  gas.  It  is 
eight  miles  away  and  is  divided  into  three  small  villages.  Our 
gas  mains  would  parallel  an  electric  road  all  the  way.  The 
population  <Jf  the  district  is  about  4,000.  We  estimate  that  we 
can  get  500  customers  in  five  years.  The  price  of  gas  to  start 
with  will  be  $1.25  net.  The  estimated  maximum  hourly  con- 
sumption will  not  exceed  3,000  cu.  ft.  in  three  years  and  4,000 
cu.  ft.  in  five  years. 

a.  What  size  pipe  had  we  better  run? 

b.  How  deep  should  this  pipe  be  laid? 

c.  Should  this  pipe  be  laid  with  or  without  insulating 

joints,  and  if  with  insulating  joints,  how  often  ? 

d.  Is  it  better  to  distribute  by  district  governors  to  low 
pressure  mains  in  the  three  villages,  or  by  high 
pressure  only? 

e.  At  the  generating  plant,  is  it  better  to  put  in  two 

Westinghouse  Air  Compressors  with  governors  for 
automatic  action  between  certain  limits  of  pressure, 
or  horizontal  Rand  Compressors  in  duplicate,  same 
governor  arrangement? 

f.  To  how  many  pounds  can  I  compress  without  re- 

ducing the  candle-power?  I  make  ^  coal  gas 
and  J4  water  gas. 
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Ansticr:  a.  What  size  pipe  had  we  better  run? 

Reference  should  be  made  to  answers  to  questions  d  and  f, 
covering  initial  and  final  pressures  on  this  proposed  pipe  line. 
The  Pittsburg  formula  for  high  pressure  transmission  will 
be  found  satisfactory  in  determining  the  amount  of  gas  that 
will  be  transmitted  through  any  size  of  pipe  constituting  this 
pipe  line  and  between  the  pressures  determined  upon. 

It  is  not  stated  whether  there  will  be  any  further  expansion 
of  business  after  five  years,  or  whether  there  is  any  possibility 
of  a  further  extension  of  this  pipe  line. 

With  the  facts  given,  the  minimum  size  sufficient  for  this 
installation  is  23^  in.,  with  which  size  pipe  this  pipe  line  will 
supply  4,000  cu.  ft.  per  hour  with  an  initial  pressure  of  20  lbs. 
gauge  and  a  final  pressure  of  10  lbs.  gauge.  At  30  lbs.  initial 
pressure  it  will  supply  6,000  cu.  ft.  per  hour.  If  this  can  be 
considered  satisfactory  it  will  be  advisable  to  install  a  com- 
pression storage  tank  of  moderate  capacity  at  the  end  of  this 
pipe  line  and  as  near  the  centre  of  the  distributing  system  as 
possible,  in  order  to  steady  the  pumping  conditions  which  will 
otherwise  be  irregular  with  a  line  of  such  small  storage  capac- 
ity, and  to  safeguard  the  gas  supply  during  any  repairs  which 
may  hereafter  become  necessary  on  this  pipe  line.  It  may  also 
be  borne  in  mind  that  this  storage  at  the  end  of  the  line  will 
increase  the  peak  load  delivery  capacity  of  the  line.  This  pipe 
line  so  equipped  will  be  found  entirely  satisfactory. 

If  there  be  other  conditions,  however,  with  regard  to  which 
the  next  larger  size  of  pipe  may  be  considered  advisable  at  a 
greater  investment  cost,  storage  at  the  end  of  the  line  may  be 
dispensed  with  for  a  time  at  least.  The  cost  of  the  compression 
tank  may  be  roughly  estimated  at  $500.00  which  is  here  stated 
in  order  to  facilitate  the  estimate  by  the  inquirer  as  to  the 
relative  cost  of  these  two  pipe  lines.  There  will  be  practically 
no  difference  in  pumping  cost  as  between  the  two  sizes. 

b.  How  deep  should  this  pipe  be  laid? 

This  pipe  should  be  laid  with  the  top  of  the  pipe  from  2 
feet  6  inches  to  3  feet  below  the  surface  of  the  ground. 

c.  Should  this  pipe  be  laid  with  or  without  insulating 
joints,  and  if  with  insulating  joints,  how  often? 
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There  is  much  difference  of  opinion  among  engineers  as 
to  the  value  of  the  insulating  joints  on  pipe  lines  laid  in  the 
ground.  It  is  clear  that  they  will  diminish  the  amotmt  of  elec- 
tricity flowing  in  a  pipe  only  when  the  electric  current  cannot 
jump  through  the  ground  around  the  joints,  and  that  in  case 
of  such  leakage  they  are  a  source  of  danger.  Following  the 
satisfactory  experience  on  a  line  that  has  been  in  for  many 
years  and  which  similarly  parallels  an  electric  traction  line, 
it  is  rather  suggested  for  safeguarding  this  proposed  line  that 
it  be  laid  ten  feet  or  more,  if  possible,  from  the  nearest  street 
car  rail ;  that  wherever  it  may  cross  under  the  rails  it  be  pro- 
tected under  the  rails  and  for  at  least  ten  feet  on  each  side 
of  the  rails  by  enclosing  it  in  a  box  filled  with  pitch  or  other 
non-conducting  material ;  that  wherever  the  distributing  mains 
and  services  supplied  by  it  cross  under  the  street  railway 
track  they  be  insulated  in  the  same  manner.  Under  these  con- 
ditions electric  currents  should  not  be  found  on  this  pipe,  un- 
less the  soil  conditions  are  extremely  favorable  to  them.  In 
case  they  are  found  on  this  line  even  after  such  precautions, 
insulating  joints  may  be  put  in  gradually,  beginning  with  one 
at  each  end  of  the  pipe  line,  the  pipe  to  be  insulated  from  the 
ground  for  a  considerable  distance  on  each  side  of  the  joint. 
Surveys  following  each  addition  will  determine  whether  or 
not  the  joints  are  of  value  and  how  many  must  finally  be 
placed  in  the  line  under  these  conditions. 

d.  Is  it  better  to  distribute  by  district  governors  to  low 
pressure  mains  in  the  three  villages  or  by  high  pressure  only? 

A  consideration  of  the  formula  for  high  pressure  trans- 
mission will  serve  to  show  that  for  a  given  transmission  line 
and  given  delivery  of  gas,  any  increase  in  initial  pressure  de- 
velops a  much  more  considerable  increase  in  terminal  pressure. 
If  a  given  line  is  delivering  gas  at  a  terminal  pressure  of  two 
to  five  pounds  gauge  pressure,  it  can  be  made  to  deliver  the 
same  amount  of  gas  at  from  five  to  ten  pounds  pressure  by 
very  slightly  increasing  the  initial  pressure.  It  follows,  there- 
fore, that  direct  high  pressure  distribution  entails  no  increase 
in  the  size  of  the  transmission  lines,  and  practically  no  increase 
in  the  pumping  cost.    On  the  other  hand,  there  is  a  very  great 
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saving  between  the  cost  of  a  high  pressure  distributing  system 
and  that  of  a  low  pressure  distributing  system.  The  question 
is  wholly,  therefore,  one  of  safety  and  satisfaction.  With  the 
ordinary  small  country  towns  there  can  be  no  question  as  to 
the  safety  of  a  high  pressure  distributing  system  as  far  as  the 
Underground  mains  and  services  are  concerned,  while  for  any 
<:ommunity  there  is  to-day  no  question  as  to  the  safety  and 
satisfaction  of  a  high  pressure  distributing  system  as  far  as 
the  supply  to  any  individual  consimier  is  concerned.  In  this 
particular  case,  a  high  pressure  distributing  system  is  recom- 
mended. 

e.  At  the  generating  plant,  is  it  better  to  put  in  two  West-  ^ 
inghouse  Air  Compressors  with  governors  for  automatic  action 
"between  certain  limits  of  pressure,  or  horizontal  Rand  Com- 
pressors in  duplicate,  same  governor  arrangement? 

The  proper  compressor  for  this  installation  is  the  simple 
straight  line  compressor  with  fly  wheel.  There  are  several 
good  makes  of  this  style  of  compressor. 

The  value  of  automatic  devices  is  a  question  on  which 
-c^inions  differ,  and  on  which  an  answer  must  be  largely  a  mat- 
ter of  personal  opinion.  In  this  class  of  devices  are  included 
whistles  and  other  alarms  on  boilers,  etc.  Many  engineers  do 
not  believe  in  devices  of  this  nature  on  which  men  come  to  de- 
pend and  which,  some  day,  may  fail  in  action.  If  such  a  device, 
however,  is  desired,  a  bell  alarm  will  probably  be  found  most 
satisfactory,  as  giving  notice  in  all  cases  to  the  man  in  charge 
of  the  plant  when  the  compressor  man  has  failed  in  his  duty. 
A  recording  pressure  g^uge  should  be  maintained  at  both  ends 
of  the  line  as  a  continual  check  on  the  pressure  carried. 

f .  To  how  many  pounds  can  I  compress  without  reducing 
the  candle-power?    I  make  }i  coal  gas  and  J4  water  gas. 

Compression  cannot  probably  be  carried  beyond  five  pounds 
gauge  pressure,  without  some  effect  on  the  candle-power,  as 
measured  by  the  photometer.  A  g^uge  pressure  of  20  lbs., 
however,  will  affect  no  practical  impairment  of  this  g^s  in  value 
to  the  consumer  and  occasional  pressures  of  30  lbs.  will  like- 
-wise  not  be  of  moment  to  the  consumer.  Up  to  30  lbs.  gauge 
pressure  this  gas,  as  burned  in  Welsbach  mantles,  will  not,  as 
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far  as  the  facts  are  known  at  present,  be  impaired  at  all  in 
efficiency,  and  this  naturally  includes  all  fuel  consumption. 

Question  No.  4.  Can  you  inform  me  what  is  the  most  prac- 
ticable and  inexpensive  blast  for  laboratory  use  where  water 
pressure  and  gas  are  accessible? 

Answer,  The  most  inexpensive  and  all-round  satisfactory 
blast  for  laboratory  use  is  probably  the  one  devised  by  Pro- 
fessor Richards,  of  the  Massachusetts  Institute  of  Technology, 
and  which  consists  of  a  suction  pump,  the  outlet  of  which  is 
connected  to  a  receiver  which  serves  to  separate  the  air  from 
'the  water  and  deliver  the  air  under  pressure.  This  apparatus 
is  listed  by  Messrs.  Eimer  &  Amend,  of  Eighteenth  street  and 
Third  avenue.  New  York,  N.  Y.,  and  Bausch  &  Lomb  Optical 
Company,  of  Rochester,  N.  Y.,  and  is  quoted  at  about  $6.50 
complete.  To  increase  the  volume  of  the  blast  two  or  more 
suction  pumps  can  be  connected  to  the  separating  cylinders. 

This  apparatus  can  be  easily  rigged  up  by  any  ordinary  gas 
fitter,  and  I  attach  a  sketch  showing  the  general  arrangement 
and  dimensions  of  such  an  apparatus. 

Question  5.  What  is  the  chief  reason  for  the  common  prac- 
tice in  gas  holder  building  of  having  both  an  inlet  and  an  out- 
let pipe,  or  is  there  any  objection  to  operating  a  gas  plant  with 
the  holder  and  main  system  in  parallel  ? 

Answer,  There  are  four  reasons  for  having  both  an  inlet 
and  outlet  pipe. 

1st.  To  average  the  candle-power  of  the  gas  sent  out  to  the 
consumer.  Except  in  the  larger  works,  the  candle-power  of 
the  gas  as  made  fluctuates  throughout  the  hour.  If  the  holder 
holds  the  make  of  several  hours,  a  candle-power  of  a  better 
average  is  sent  to  the  consumer. 

2d.  To  permit  the  gas  to  cool  before  going  to  the  governor, 
thereby  preventing  the  heavy  deposits  of  drip  oil  and  water, 
particularly  in  the  winter  time. 

3d.  To  permit  the  gas  coming  to  nearly  a  quiescent  state  in 
the  holder  and  permit  the  dropping  out  of  the  gas  in  that  con- 
dition of  certain   mixtures   of  heavy  hydrocarbons  and  tar. 
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which,  if  dq>08ited  in  tiie  mains  at  low  temperatures,  woultf 
seriously  influence  the  candle-power. 

4th.  To  insure  against  tiie  putting  of  tiie  holder  out  of  com- 
mission by  reason  of  one  pipe  being  stopped  up  with  naphtha- 
lene or  leakage. 

Question  No.  6.  In  acltordance  with  the  decision  of  the 
Bureau,  as  expressed  above  in  this  report,  this  question  and 
answer  has  been  omitted. 

Question  No.  7.  Can  you  give  me  explicit  directions  (or 
refer  me  to  some  article  that  will)  for  finishing  off  brass  goods 
in  the  rich  gilt  finish  as  seen  on  the  best  grade  of  gas  and  elec- 
tric fixtures? 

Answer.  The  best  class  of  gas  and  electric  fixtures  are  first 
polished  on  a  bufiing  machine  and  then  dipped  in  a  prepara- 
tion of  lacquer,  for  the  purpose  of  preventing  the  fixtures  from 
becoming  tarnished  by  sulphur  and  other  compounds.  The 
use  of  lacquer  on  gas  fixtures  also  permits  the  fixtures  to  be 
cleaned  with  soapsuds.  The  common  grade  of  fixtures  are  only 
polished  on  a  bufiing  machine. 

Question  No.  8.  As  yet  unanswered. 

Mr.  W.  H.  Gartley:  Question  6  asked  where  inquirers 
could  purchase  certain  forms  of  fixtures,  and  it  is  to  be 
answered,  but  is  not  incorporated  in  the  report.  That  is  one 
of  the  questions  which  the  committee  did  not  think  should  be 
published  in  the  report,  as  it  might  work  some  injustice  to 
manufacturers  or  houses  that  furnish  material  who  might  have 
been  overlooked  by  members  of  the  committee  whose  business 
it  was  to  answer  the  question. 

The  answer  to  No.  8  is  not  here,  as  the  answer  has  not  been 
criticised  by  all  the  members  of  the  committee.  It  is  a  much 
more  complicated  question  than  some  of  you  may  think. 

The  President:  Gentlemen,  the  report  of  the  Bureau  of 
Information  is  before  you.  What  disposition  will  be  made  of 
it? 

Mr.  a.  E.  Forstall:  Mr.  President,  I  move  that  the  re- 
port of  the  Bureau  be  received,  published  in  the  Proceedings 


Digitized  by  VjOOQIC 


695 

of  the  Institute,  and  that  the  committee  be  discharged  with 
thanks,  and  that  the  matter  of  the  continuation  of  the  work  be 
referred  to  the  Technical  Committee. 
Motion  seconded. 

The  President:  Gentlemen,  you  hear  Mr.  Forstall's  mo- 
tion, which  has  been  seconded.  All  in  favor  say  "Aye."  Con- 
trary minds,  "No."  It  is  so  ordered.  It  will  be  referred  to  the 
Technical  Committee. 

The  next  business  is  the  report  of  the  Board  of  Revision  of 
the  Question  Box  on  "Manufacture  of  Gas." 

Mr.  J.  D.  Shattuck  then  presented  the 

REPORT  OF  BOARD  OF  REVISION  OF  THE  QUES- 
TION  BOX  ON  MANUFACTURE  OF  GAS. 

Mr.  President  and  Gentlemen:  Your  committee  took  the 
several  Question  Box  publications  of  the  Ohio  Gas  Light  Asso- 
ciation and  classified  and  reshaped  these  answers,  supplement- 
ing them  with  additional  matter  gathered  from  the  American 
Gas  Light  Association's  practical  class  questions,  and  some 
other  sources  of  information.  We  had  this  work  completed 
about  the  middle  of  September  when  we  received  a  large  pack- 
age from  Dr.  Harrop,  of  Rio  Janeiro,  containing  a  large 
amount  of  matter  on  this  subject.  This  matter  was  too  valu- 
able to  be  neglected,  and  we  are  now  engaged  in  incorporating 
this  matter  and  re-arranging  what  we  had  already  done,  hop- 
ing to  have  it  completed  in  time  to  have  it  published  in  this 
year's  Proceedings. 

We  recommend  that  the  work  we  have  done  be  published 
and  bound  in  a  similar  manner  to  the  work  on  "Distribution  of 
Gas,"  and  a  copy  mailed  to  every  member  of  the  Institute, 
provided  our  work  is  not  completed  in  time  to  go  into  the  Pro- 
ceedings. If  it  is  completed  in  time,  extra  copies  to  be 
furnished  by  the  Secretary  upon  request. 

The  report  is  signed  by  the  Committee: 

J.  D.  Shattuck, 

Chairffian; 
J.  B.  Klumpp, 

C.  S.  LOMAX, 

F.  W.  Stone. 
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The  President:  That  is  the  whole  of  the  report.  Gentle- 
men, you  have  heard  the  report  of  the  Board  of  Revision  of  the 
Question  Box  on  the  Manufacture  of  Gas.  What  disposition 
will  you  make  of  it? 

Mk.  F.  N.  Morton  :  I  move  that  the  committee  be  dis- 
charged with  thanks,  and  that  the  Board  of  Directors  be  au- 
thorized at  this  time  to  publish  it  with  the  forthcoming  Volume 
of  Proceedings,  and  if  this  is  not  possible,  that  the  Board  be 
authorized,  if  they  see  fit,  to  publish  the  report  in  a  separate 
volume,  one  copy  to  be  sent  to  every  member,  and  a  supply 
of  copies  to  be  sold  at  a  price  to  be  fixed  by  the  Board,  and 
that  the  matter  of  further  revision  of  the  Question  Box  be  re- 
ferred to  the  Technical  Committee. 

Mr.  Walton  Forstall:  I  think  before  that  motion  is  put 
we  should  have  an  expression  of  the  obligation  which  we  are 
under  to  this  committee,  for  they  really  stepped  into  the  breach 
when  it  was  found  that  tlie  old  Board  of  Revision,  owing  to 
the  absence  of  Dr.  Harrop,  would  not  be  in  shape  to  go  on  with 
the  work,  and  some  one  was  needed  to  carry  it  on.  It  did  not 
seem  right  that  the  work  should  be  dropped  altogether.  I 
think  that  especial  mention  should  be  made  of  Mr.  Stone,  be- 
cause he  had  done  a  great  deal  of  work  on  this  committee,  after 
having  earned  a  rest  by  reason  of  his  labors  on  the  Distribution 
section,  published  last  year. 

The  President:  Is  there  any   further  discussion  of  the 
matter?    Is  there  a  second  to  the  motion  which  was  just  made? 
Motion  seconded. 

The  President:  Those  in  favor  of  the  motion  will  please 
say  **Aye."    Contrary  minds,  **No."     Carried. 

Mr.  Frederick  W.  Stone:  Mr.  President,  before  you  pass 
that,  I  would  like  to  make  a  statement.  The  committee  in 
making  up  the  report  of  the  Board  of  Revision  last  year  stated 
in  the  report  that  wrought  iron  pipe  was  much  superior  to 
steel,  that  it  could  be  worked  easier,  etc.  Investigations  con- 
ducted by  the  committee  since  then  lead  them  to  think,  or  to 
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believe,  that  the  statement  as  niade  works  an  injustice,  and  we 
would  like  to  suggest  that  the  matter  should  be  more  fully  in- 
vestigated before  a  definite  conclusion  is  reached. 

The  President  :  You  make  that  statement,  Mr.  Stone,  with 
the  idea  that  it  should  be  given  to  the  chairman  of  the  Tech- 
nical Committee  for  his  guidance  at  the  time  of  making  up  the 
sub-committee  on  the  Board  of  Revision  of  the  Question  Box. 

The  next  business  in  order  is  the  paper  on  '*Air  Blast  Gas 
Appliances,"  by  Mr.  VV.  K.  Eavenson.  We  also  have  one  on 
the  program  by  Mr.  W.  H.  Allen. 

AIR  BLAST  GAS  APPLIANCES. 


By  VV.  K.  Eavknson,  Philadelphia,  Pa. 


DEFINITION. 


This  paper  deals  exclusively  with  that  type  of  appliance 
with  which  illuminating  gas  is  used  with  air  pressure.  Air 
under  positive  pressure  of  from  one  to  two  pounds  is  indis- 
pensable in  this  system  of  combustion. 

MAKERS. 

A  Gas  Furnace  Company,  of  New  York  city,  went  into  the 
subject  of  air  blast  gas  appliances  some  twenty-five  years  ago. 
They  first  perfected  a  burner  that  could  be  used  under  pres- 
sure, then,  finding  out  just  the  kind  of  work  a  consumer 
wanted  to  do,  built  a  furnace  or  machine  to  do  that  work. 
Undoubtedly  it  was  not  long  before  they  were  called  upon  to 
make  a  burner  that  could  be  kept  lit  in  the  open  under  pres- 
sure, and  their  brazing  burners,  soft  metal  burners,  ribbon 
burners,  and  the  Machlet  tip  and  a  few  others  are  the  results. 

Makers  of  Air  Blast  Gas  Appliances  whose  names  have 
come  to  my  attention  are:  The  American  Gas' Furnace  Com- 
pany^ of  24  John  street,  New  York  city ;  The  Chicago  Flexible 
Shaft  Company,  of  Chicago;  James  H.  Walker,  Milwaukee, 
Wis. ;  Albany  Foundry  Company,  Albany,  New  York ;  Leiman 
Brothers,  139-143  Centre  street.  New  York  city. 
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GUIDES  TO  PURCHASING. 

In  order  to  guide  the  purchaser,  tiie  Gas  Furnace  Com- 
pany have  adopted  Ae  encircled  figure  method  of  cata- 
loguing their  products.  The  encircled  figure  in  connection  with 
a  blower  represents  the  air  supplying  capacity  of  that  blower 
in  terms  of  a  unit  of  value,  based  upon  the  passing  ca^psidty, 
at  one  pound  loss  in  pressure,  of  an  orifice  having  an  area  equal 
to  that  of  a  square  whose  sides  are  one-eighth  inch.  In  am- 
nection  with  an  appliance,  tiie  encircled  figure  represents  the 
air  omsumption  of  that  particular  appliance  in  terms  of  tiie 
same  unit.  For  example,  if  the  encircled  figure  of  a  blower  is 
given  as  33,  and  that  of  a  furnace  as  10,  we  know  that  the 
blower  will  supply  three  such  furnaces  with  a  margin  to  spare. 

CONSTRUCTION  OP  AIR  INJECTOR. 

In  the  different  types  of  burners  described  below,  the  gas 
and  air  are  mixed  by  an  injector  as  shown  by  Figure  1.  The 
air  nozzle  is  soldered  on  the  service  ell  "A"  and  extends  in 
the  tee  "B,"  slightly  beyond  the  centre  line  of  the  side  outlet, 
carrying  the  air  past  the  gas  way,  the  air  creating  a  slight 
suction  on  the  gas  line.  The  air  and  gas  are  mixed  in  the  pipe 
"C"  on  the  way  to  the  burner.  The  air  nozzle  is  made  of  tin 
and  can  easily  be  replaced  by  another  of  different  diameter,  if 
adjustment  is  needed.  Satisfactory  results  cannot  be  obtained 
by  attempting  to  ram  or  contract  the  nozzle.  The  air  nozzle 
should  be  so  adjusted  as  to  derive  the  full  benefit  of  the  injec- 
tor effect.  For  instance,  after  the  fire  brick  linings  have 
become  sufficiently  heated  to  bring  a  furnace  to  its  maximum 
heat,  when  the  lever-handle  air  cock  is  wide  open,  a  reducing 
or  gas  flame  should  issue  from  the  furnace  vent  The  pres- 
sure in  the  gas  pipe  need  not  be  more  than  20  tenths. 

VARIOUS  PORMS  OP  BURNERS. 

Some  types  of  burners  used  are  described  below.  In  these 
burners  no  outside  or  secondary  air  is  required  for  complete 
combustion,  and  as  a  rule,  any  furnace  will  give  better  results 
if  it  is  closed  tight  at  the  bottom. 
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Burners. 

Figure  2  shows  one  of  the  eight  burners  used  in  the  No.  1 
Oven  Furnace,  illustrating  the  general  method  of  putting  blast 
burners  in  oven  furnaces  having  a  fire  brick  lining,  into  which 
the  burners  are  inserted. 

This  recessing  of  the  burners  serves  the  double  purpose  of 
protecting  it  from  the  heat,  and  also  of  maintaining  the  flame, 
as  it  has  been  found  that  this  type  of  burner  cannot  be  kept 
lit,  if  in  the  open.  One  of  the  most  interesting  features  oLthe 
use  of  gas  with  air  pressure  is  the  devices  that  are  used  under 
diflFerent  conditions  for  the  purpose  of  keeping  the  flame  lit. 

In  the  burner  shown,  attention  is  called  to  the  small  radi- 
ating orifices  "A,"  which  surround  the  main  burner  opening 
"B."  Without  these  orifices,  the  main  flame  would  blow  out, 
and  even  with  the  orifices,  the  flame  is  maintained  only  when 
the  end  of  the  burner  is  surrounded  by  a  projecting  hood  like 
the  fire  brick  shown.  Why  the  orifices  and  projecting  hood 
act  as  they  do  is  a  matter  of  theory.  Probably  the  small  size 
of  the  tubes  and  the  fact  that  the  mixed  air  and  gas  issuing 
from  them  impinge  on  the  hood,  so  reduce  the  speed  at  the 
point  of  combustion  that  there  is  less  tendency  to  blow  out. 
Then,  too,  the  walls  of  the  projecting  hood,  protect  the  tender 
flames  from  side  draughts. 

The  gas  and  air  mixture  can  be  kept  lighted,  when  it  issues 
from  one  central  opening  at  the  burner  nozzle,  provided  the 
flame  plays  against  a  fire  brick  or  other  surface,  located  close 
in  front  of  the  nozzle ;  but  it  is  not  as  certain  to  stay  lighted  as 
the  construction  described  above.  Also,  in  some  circular  fur- 
naces, burners  of  simple  nozzles  are  used,  by  arranging  two  or 
more  burners  around  the  circumference,  so  set  at  a  tangent, 
that  the  flames  play  around  the  circular  wall  in  the  same  direc- 
tion and  thus  tend  to  keep  each  other  lighted. 

Ferrofix  Brazing  Head : 

Figure  3  shows  the  Ferrofix  Brazing  Head.  The  construc- 
tion permits  of  keeping  the  burner  lit  in  the  open.  The  prin- 
ciples are  the  same  as  in  the  former  burner  shown  on  Figure  2. 
The  secondary  flame  issues  from  the  annular  slit  "A,"  instead 
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of  from  small  orifices,  and  the  projecting  hood  is  the  wrought 
iron  pipe  "B'*  instead  of  fire  brick. 

When  using  the  Ferrofix  Head  in  constructing  home-made 
brazing  furnaces,  we  found  that  the  head  burned  out  very 
quickly.  To  overcome  this,  we  protected  it  from  the  heat  by 
cold-driving  it  in  a  cast  iron  collar.  This  collar  is  3  inches 
long  and  ^  inch  thick.  The  face  of  the  wrought  hood  "B" 
is  recessed  1  inch  in  the  collar.  When  fitting  a  collar  to  a 
head,  care  must  be  taken  not  to  close  the  circular  space  "A." 
We  have  put  the  Ferrofix  head  to  the  following  uses: 
Home-made  cylindrical  brazing  furnace  equipped  with  five 
heads  (the  protectors  being  used)  for  brazing  flanges  on  the 
large  copper  steam  pipes  of  locomotives.  We  also  used  one 
head  in  a  small  furnace  for  the  smaller  copper  pipes. 

Two  heads  were  placed  under  the  vaporizing  cap  of  a 
125  H.  P.  Homsby  Akroyd  Oil  Engine.  The  cap  must  be 
heated  to  a  dark  red  before  the  engine  can  be  started.  The 
two  burners  enable  the  consumer  to  start  the  engine  in  15  min- 
utes. We  have  10  sets  of  these  burners  installed  for  this  pur- 
pose. These  burners  replace  the  oil  lamps  originally  furnished 
by  the  engine  manufacturers. 

Three  heads  were  put  in  the  fire  box  of  an  old  charcoal 
brazing  furnace.  It  is  used  for  brazing  the  bottoms  in  copper 
pans  of  all  sizes. 

Two  heads  were  adapted  to  braze  the  joints  in  ice  cream 
cans. 

Figure  4  shows  the  Ferrofix  Head  adapted  to  braze  the 
copper  cylinders  of  chemical  engines.  We  used  four  heads 
here  as  some  of  the  cylinders  are  made  of  J4  inch  copper,  and 
a  large  volume  of  flame  is  needed. 

We  also  put  a  ring  of  heads  around  a  very  large  cauldron 
previously  heated  by  steam.  This  cauldron  is  used  for  manu- 
facturing: axle  grrease. 

The  Machlet  Burner  Tip : 

Figure  3  shows  the  Machlet  burner  tip.  The  construction 
permits  of  keeping  the  burner  lit  in  the  open.    The  principle 
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of  maintaining  the  flame  of  the  burner  is  similar  to  that  used 
with  the  Ferrofix  Head. 

The  ribbons  "A"  are  recessed  ^  inch  in  the  shell  "B."  This 
prevents  the  draught  of  air  from  blowing  or  sucking  out  the 
small  flames  which  burn  from  the  ports  "C"  and  "D."  The 
pressure  of  the  gas  and  air  is  probably  sufficiently  cut  (due 
to  its  impinging  on  the  part  "E"),  to  hold  the  flame  to  the 
burner.  With  this  burner  it  appears  that  the  small  flames 
burning  at  "D"  act  as  pilots  to  the  flames  burning  at  "C." 

The  tips  are  made  of  one  size,  }i  inch  diameter,  and  can 
be  set  in  rows  in  pipe  burners  of  straight  or  circular  form,  or 
arranged  in  clusters,  etc. 

We  have  used  the  Machlet  Tip  in  the  following  home-made 
appliances:  In  japanning  ovens  for  enameling  the  frames  of 
baby  carriages  and  velocipedes  smd  skylight  frames.  Under 
tinning  furnaces  and  sawdust  driers. 

The  Ribbon  Burner: 

Figure  5  shows  the  single  ribbon  burner.  The  feature  of 
the  ribbon  burner  is  that  it  gives  from  end  to  end  a  continuous 
line  of  flame  of  uniform  size,  thus  rendering  it  useful  for  such 
purposes  as  singeing  fabrics,  and  roasting  coffee,  where  a  line 
of  separate  burners,  with  spaces  between  the  flames  would  not 
answer. 

The  ribbon  burner  has  been  utilized  as  follows:  Under 
the  6-foot  cylinder  of  an  old  coal  coffee  roasting  machine,  the 
capacity  of  the  cylinder  being  350  pounds.  Two  ribbons  were 
set  in  a  pipe  paralleling  the  cylinder,  so  that  the  two  lines 
of  flames  impinged  on  the  cylinder  at  an  angle  to  each  other. 
One  of  our  customers  was  using  a  machine  of  German  man- 
ufacture for  singeing  tapestry.  The  gas  flame  issued  from  a 
slot  about  four  feet  long,  the  slot  being  formed  by  two  bevel- 
edged  plates  which  could  be  adjusted  and  held  by  set-screws. 
The  flame  was  uneven  and  at  places  intermittent.  To  over- 
come this  trouble  we  took  one  of  the  ribbons  out  of  a  ribbon 
burner  and  set  it  in  the  slot,  holding  it  by  squeezing  it  between 
the  beveled  plates.  The  result  was  a  steady,  even  flame  which 
produced  satisfactory  results. 
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Soft  Metal  Burner: 

Still  another  burner  is  the  Soft  Metal  Burner,  shown  on 
Figure  6.  With  this  burner  an  intense  heat  can  be  maintained 
under  cauldrons  for  melting  metal,  candy,  etc.  Figure  6  shows 
one  of  the  sixteen  stoves  of  our  own  design  sold  a  consumer.  It 
gives  quicker  results  than  any  stove  we  know  of,  treating  40 
pound  batches  of  candy  in  fifteen  minutes,  instead  of  thirty  for 
the  stove  replaced.  The  stove  is  equipped  with  the  No.  6  Soft 
Metal  Burner.  The  construction  of  the  burner  permits  of 
its  being  lit  in  the  open.  The  bottoms  of  the  pans  come  within 
8  inches  of  the  top  of  the  plug  "C".  A  one-half  inch  sheet 
iron  flare  prevents  the  flame  from  touching  the  pan  above  the 
level  of  the  syrup,  thus  preventing  scorching. 

The  sight  holes  "G"  are  used  to  determine  the  condition 
of  the  flame  when  the  pan  is  in  place.  When  the  stoves  are  not 
in  use,  the  burners  are  protected  from  the  dust  peculiar  to  a 
candy  shop,  by  sheet  iron  caps. 

An  old  charcoal  furnace,  used  for  tinning  objects  and  for 
annealing  copper  pans,  was  equipped  with  this  burner. 

This  burner  was  also  used  imder  pots  of  old  coal  furnaces, 
for  melting  metal,  under  potash  kettles,  tmder  kettles  for  sup- 
plying hot  water,  and  in  the  frames  of  old  coal  candy  fur- 
naces. 

Blow  Torch: 

The  above  brazing  torch,  shown  in  Figure  7,  is  a  type  of 
burner  on  the  market  which  is  useful  for  certain  purposes.  It 
will  stay  Ut  in  the  open,  apparently  because  the  gas  and  air 
mixture  is  burned  at  a  point  close  to  the  injector.  As  already 
described,  if  the  mixture  is  piped  any  distance  from  the  injec- 
tor, one  of  the  several  special  types  of  burners,  as  described, 
must  be  used  in  order  to  maintain  the  flame. 

This  torch  was  used  as  shown  in  Figure  8  in  a  glass  bend- 
ing furnace.  The  flat  pieces  of  glass  are  placed  on  the  moulds 
which  set  in  the  furnace  on  the  slab  "A."  The  heat  is  then 
applied  through  the  torch  held  in  the  hand  of  the  operator 
until  the  glass  forms  to  the  mould.  It  is  then  removed  and 
placed  in  an  annealing  oven  to  cool.    The  moulds  vary  in  size. 
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the  largest  one  being  14  inches  by  24  inches.  To  take  care  of 
the  large  moulds,  the  end  of  one  of  the  torches  had  to  be 
flattened  out  to  a  2  inch  oblong  opening,  thus  enabling  the 
operator  to  cover  the  mould  with  a  solid  sheet  of  flame.  The 
flame  must  cover  the  mould,  otherwise  the  glass  will  break. 

RELIEF  VALVE. 

Figure  9  shows  the  construction  of  the  air  relief  valve  used 
on  the  Reichelm  High  Pressure  Blower,  and  in  some  cases  on 
the  furnaces.  This  valve  insures  a  constant  pressure  at  the 
air  injector  of  a  furnace  or  furnaces,  provided  the  capacity 
of  the  blower  has  not  been  exceeded.  It  also  permits  the  air 
to  escape  when  not  needed  at  the  furnace. 

Where  a  blower  is  run  in  connection  with  a  single  fur- 
nace, which  has  an  air  drum  with  relief  valve,  the  valve  on  the 
blower  can  be  dispensed  with  or  weighted  down,  and  the 
surplus  air  allowed  to  escape  at  the  furnace.  When  a  number 
of  furnaces  is  supplied  by  one  blower,  the  escape  valve  on  the 
furnace  at  the  end  of  the  line  should  be  in  use,  and  the  valve 
on  the  other  furnaces  and  blower  may  be  weighted  or  fastened 
down.  If  the  hissing  noise  made  by  an  escape  valve  is  annoy- 
ing, the  valve  may  be  moved  away  by  extending  the  connec- 
tion. 

Before  starting  a  new  set  of  appliances,  the  valve  stem 
"A"  is  removed  and  oil  is  poured  into  the  chamber  "B."  The 
oil  acts  as  a  cushion  for  the  valve  stem.  The  slot  "C"  in  the 
valve  stem  permits  the  oil  to  flow  into  the  upper  part  of  the 
chamber  "B,"  when  the  stem  is  inserted,  and  allows  it  to  flow 
into  the  lower  part  when  the  air  pressure  raises  the  stem,  thus 
acting  as  an  automatic  cushion,  which  insures  a  steady  and 
non-fluctuating  air  pressure. 

The  stem  and  the  attached  part  "D"  represent  a  pressure 
of  one-half  pound.  Each  of  the  weights  "E"  equals  one- 
quarter  of  a  pound.  Therefore,  the  valve  shown  is  giving  one 
pound  air  pressure.  If  for  any  reason  a  higher  pressure  is 
desired,  extra  weights  may  be  put  on  the  valve  stem,  being 
careful  not  to  carry  a  pressure  of  over  two  pounds. 
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INTRODUCTION  OF  APPLIANCES. 


A  sample  line  of  most  useful  appliances  should  be  carried 
,  in  stock,  and  fitted  up  for  practical  demonstrations.  By  adver- 
tisement, by  letters  or  by  personal  interviews,  the  appliances 
may  be  brought  to  the  attention  of  manufacturers.  The  last 
method  especially  with  one  energetic  salesman,  seems  to  me 
the  best.  This  salesman  should  have  a  knowledge  of  the  work 
to  be  done.  Very  often  this  can  be  obtained  by  watching  the 
operator  do  the  work  by  the  old  method.  From  this  observa- 
tion he  should  be  able  to  determine  the  temperature  required 
to  do  the  work,  and  the  appliance  or  burner  capable  of  gen- 
erating that  heat.  It  is  not  necessary  for  him  to  know  how 
to  treat  the  material,  but  only  to  give  the  heat.  He  must 
first  find  out  the  material  the  prospective  consumer  is  using, 
what  he  is  doing  with  it,  and  the  color  or  heat  at  which  he 
wants  to  work  it.  To  the  ordinary  operator,  temperatures 
are  unknown  quantities,  and  he  judges  his  heats  entirely  by 
the  eye,  grading  them  in  colors,  such  as  dull  red,  cherry, 
bright  cherry,  lemon,  orange,  white,  brilliant  white,  and  daz- 
zling white.  These  are  the  terms  used  by  the  metal  workers. 
The  man  operating  a  china  burning  kiln  speaks  of  rose,  straw, 
and  other  colors  more  becoming  to  his  artistic  occupation, 
while  the  textile  or  hosiery  worker  has  no  use  for  a  singeing 
burner  which  does  not  whistle  when  lighted. 

After  the  salesman  has  received  answer  to  his  questions, 
he  should  know  what  appliance  to  recommend.  For  instance, 
if  the  consumer  states  that  he  wants  to  treat  a  straight  carbon 
steel,  the  salesman  knows  (the  size  of  the  work  permit- 
ting) that  a  No.  1  Oven  Furnace  is  required.  If  the  con- 
sumer states  that  he  wants  to  treat  high  speed  steel  (the 
size  of  the  work  permitting),  the  salesman  knows  that  a  No.  38 
Oven  Furnace  is  the  appliance  to  install.  If  the  consumer 
has  an  appliance  installed  using  coal,  coke,  charcoal,  or 
oil,  as  fuel,  and  desires  to  change  to  gas,  the  salesman  needs 
to  know  the  proper  burner,  or  burners,  to  recommend,  or 
whether  a  complete  gas  furnace  already  on  the  market  should 
be  substituted.     In  this  case  and  also  where  the  consumer 
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may  have  constructed  a  home-made  appliance,  and  is  in  trouble 
with  the  burners,  the  salesman  will  probably  have  to  consult  the 
engineering  or  distribution  department.  In  some  cases  it  would 
be  wise  to  start  a  consumer  off  with  a  small  appliance,  such 
as  a  bench  torch,  brazing  torch,  rivet  heater,  bench  forge,  or 
one  of  the  many  other  small  appliances,  let  him  become  ac- 
quainted with  it,  let  him  see  what  a  number  of  uses  these 
small  appliances  can  be  put  to  in  his  shop,  or  allow  the  sales- 
man to  size  up  the  situation  and  determine  whether  or  not  it 
would  pay  to  connect  one  of  these  small  appliances  on  ap- 
proval. Then  have  him  work  up  the  larger  appliances.  Of 
course,  the  salesman  will  run  across  "some  propositions  where 
he  will  not  be  prepared  to  furnish  the  consumer  with  the 
proper  information,  then  he  must  find  out  what  the  consumer 
wants,  and  have  the  office  correspond  with  a  manufacturer, 
stating  the  nature  of  the  work  to  be  done,  and  if  thought 
necessary,  parts  may  accompany  the  latter.  This  very  often 
proves  a  mutual  benefit.  If  the  consumer  wants  to  see  his 
work  treated  before  he  accepts  a  proposition  from  the  sales- 
man, let  the  office  arrange  for  a  demonstration  with  the  manu- 
facturer of  the  appliance,  and,  if  thought  necessary,  allow  the 
salesman  to  accompany  the  prospective  consumer. 

CONNECTION   OF  APPLIANCES. 

It  is  customary  with  us  to  give  out  the  setting  of  the 
blower  to  some  good  machinist,  or  the  consumer  does  the 
work.  The  blowers  are  sold  under  a  guarantee,  both  as  to 
efficiency  and  durability,  and  a  careful  inspection  should  be 
made  after  they  have  been  installed.  The  blower  should  be 
well  oiled,  should  not  run  over  its  maximum  speed,  and  it  is 
very  essential  that  it  is  set  level.  If  the  belt  used  is  a  new  one, 
see  that  it  is  taken  up  after  a  short  period.  A  blower  not  well 
oiled  will  stick,  and  the  wear  on  the  bearings  will  be  heavy.  If 
a  blower  is  not  set  level,  the  blades  will  bind  on  the  head, 
causing  them  to  stick,  and  there  will  be  an  uneven  pull  which 
will  rapidly  cause  a  leak  through  the  bearings.  This  leak  can 
be  remedied  by  using  babbitt  metal,  or  a  better  method  is  to 
insert  a  brass  collar.    These  collars  are  easily  replaced,  and  the 
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blower  need  not  be  taken  apart  when  such  repairing  is  re- 
quired. 

Before  setting  a  blower,  the  shop  conditions  should  be 
looked  into.  The  shaft  from  which  the  power  is  to  be  taken 
may  also  be  running  heavy  machinery  such  as  drill  presses^ 
grind  stones,  polishing  wheels,  or  an  elevator  may  be  operated. 
If  there  is  a  decided  change  of  speed  in  the  blower,  due  to 
the  throwing  in  and  out  of  the  other  machinery,  point  the 
defect  out  to  the  consumer,  and  tell  him  the  appliance  will 
'give  far  better  results  if  a  constant  speed  is  maintained  on  the 
blower.  Blowers  run  by  such  shafts  often  cause  the  following 
complaints :  "Your  gas  pressure  is  not  steady ;  sometimes  I  have 
plenty  of  gas,  and  then  the  pressure  drops."  A  slipping  belt, 
sticky  relief  valve,  oil  in  the  air  line,  or  water  in  the  gas  line 
are  also  causes  of  the  above  complaint,  and  when  such  a  com- 
plaint is  received,  the  inspector  should  take  them  all  into  con- 
sideration. 

Of  course,  instead  of  using  a  blower,  the  air  may  be  drawn 
from  an  existing  high  pressure  system,  by  the  use  of  reducing 
valves,  provided  the  volume  is  ample. 

Based  on  computer  results,  and  allowing  for  a  drop  of 
about  50  tenths  in  the  line,  we  have  installed  air  pipes  accord- 
ing to  the  following  rule : 


Size  of  Blower 

Length  of  Connection* 
in  Feet 

Wrought  Iron  Pipe 

to  be  Used. 

Site. 

I 

o  to  50 

2" 

I 

51  to  20Q 

2yi" 

2 

0  to  IOC 

2%" 

2 

loi  to  200 

3" 

3 

0  to  100 

3" 

3 

loi  to  200 

4" 

X    4 

0  to  50 

3" 

4 

51  to  200 

4" 

5 

0  to  50 

4" 

5 

51  to  200 

5" 

•   6 

0  to  ICO 

5" 

6 

101  to  200 

6" 

•From  outlet  of  blower  to  air  ii^ector  where  only  one  appliance  1**  »ui»pli©d 
or  to  tirst  branch  line  where  more  than  one  appliance  is  »upplie«i. 
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In  every  case,  the  connection,  as  defined  above,  should  be 
one  size  of  pipe.  For  instance,  a  run  of  60  feet  from  a  No.  1 
blower  should  b^  of  2^-inch  pipe. 

If  the  air  line  starting  from  the  blower  takes  a  perpendicu- 
lar drop,  put  in  a  drip  with  a  draw-off  cock ;  you  will  find  that 
oil  from  the  blower  will  accumulate  in  the  line. 

Do  not  use  tin  air  pipe,  as  it  will  cause  trouble. 

I  would  not  recommend  the  installation  of  a  melting  fur- 
nace for  melting  brass — that  is,  not  for  continuous  melting 
with  artificial  gas  at  a  dollar  a  thousand.  It  can  be  melted 
for  about  half  a  cent  per  pound.  This  figure  is  taken  from  the 
total  melt,  and  does  not  include  the  gates  or  bad  castings.  To 
get  this  figure,  we  changed  the  nozzle  of  the  air  injector  and 
increased  our  air  pressure  from  one  pound  to  one  and  a  quarter 
pounds.  We  thus  received  a  quicker  and  higher  heat,  but  at  a 
sacrifice  to  the  linings,  which  in  the  end  did  not  pay.  This  was 
worked  out  with  a  No.  2  Down  Draft  Melting  Furnace,  which 
we  changed  to  an  up  draft. 

Do  not  connect  a  lead  hardening  furnace,  soft  metal  fur- 
nace, or  cyanide  furnace  with  the  lighting  hole  to  the  front, 
for  if  the  pot  should  give  away,  as  happens  at  times,  the  hot 
metal  may  injure  the  operator. 

Do  not  connect  an  appliance  under  an  automatic  sprinkler. 

Do  not,  as  a  rule,  guarantee  gas  consumption,  as  the  oper- 
ator can,  without  knowing  it,  spoil  your  calculations  by  carry- 
ing the  heat  too  high  or  too  low.  A  turn  of  the  gas  valve  will 
defeat  your  reckoning. 

OPERATION  OF  APPLIANCES. 

After  an  appliance  has  been  sold  and  connected,  the  gas 
company's  man  should  be  the  first  one  to  start  it  off.  Very 
often  if  the  starting  is  left  to  the  consumer,  the  appliance  will 
receive  a  "black  eye."  Before  starting  a  new  appliance,  the 
union  between  the  injector  "T"  and  the  gas  valve  should  be 
disconnected.  There  should  be  suction  enough  "produced  by 
the  air"  to  hold  a  light  piece  of  paper  to  the  opening. 

In  lighting  air  blast  burners,  if  in  the  open,  first  turn  on 
the  gas  and  light  it ;  then  open  the  air  cock  gradually  and  adjust 
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the  gas  and  air  cocks  to  give  a  flame  of  the  size  and  type 
desired.  If  in  a  furnace  of  enclosure,  a  small  quantity  of  air 
is  turned  on  first  to  create  a  circulation  in  the  furnace,  and 
to  expel  any  possible  explosive  mixture  that  may  have  accumu- 
lated. A  piece  of  well  lighted  paper  is  then  placed  as  near  the 
burner  or  burners  as  possible.  The  gas  is  then  turned  on  by 
a  quick  turn  of  the  valve.  As  a  rule,  one  can  see  the  flame 
or  the  reflection  denoting  the  ignition.  A  steady  roaring  indi- 
cates that  the  burners  are  lit.  Adjust  the  gas  and  air  valves 
so  that  a  small  blue  flame  will  issue  from  the  vents.  With 
the  furnaces  having  fire  brick  linings,  proper  burning  condi- 
tions are  not  reached  until  the  linings  have  become  sufficiently 
heated  to  permit  the  normal  supply  of  gas  to  be  turned  on. 

In  shutting  off,  first  turn  off  gas,  then  the  air  immediately. 
The  air  should  not  play  on  the  hot  fire  brick,  as  it  would  be 
liable  to  crack  it.  With  furnaces  having  cast  iron  pots  or 
retorts,  oxidization  would  be  occasioned  by  the  air  playing  on 
same. 

To  bring  a  furnace  up  to  the  heat  required,  the  maximum 
gas  consumption  is  needed.  After  the  desired  heat  has  been 
reached,  the  air  and  gas  valves  should  be  adjusted  until  the 
heat  wanted  is  maintained.  This  consumption  is  usually  near 
to  that  given  in  the  catalogue,  but  when  piping  up  any  of  these 
appliances,  the  pipes  should  be  made  large  enough  to  supply 
about  double  the  quantity  of  gas  given  in  the  catalogue. 

Whenever  a  reducing  flame  is  required,  as  where  steel  parts 
are  to  be  hardened,  where  cast  iron  pots  or  retorts  arc  exposed 
to  the  flame,  and  in  general  whenever  there  must  be  no  oxida- 
tion of  the  material  in  contact  with  the  flame,  excess  gas  must 
be  carried.  The  presence  of  excess  gas  is  always  indicated  by 
a  small  blue  flame  issuing  from  the  vents  of  a  furnace.  When 
a  furnace  is  opened,  the  excess  gas  prevents  oxidation  of  th€ 
contents  of  the  furnace  by  the  atmosphere. 

The  cement  used  to  lute  and  repair  furnaces  is  known  as 
Fire  Clay  Putty.  This  cement  consists  of  fibre  asbestos,  ce- 
ment and  fire  clay.  When  wanted  for  use,  it  is  mixed  with 
water  to  the  consistency  of  putty.    If  the  furnace  is  hot,  it  is 
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well  to  mix  the  cement  a  little  thinner  to  prevent  it  from  be- 
coming dry  while  using. 

At  times  the  bottom  slabs  of  oven  furnaces  (which  are  fire 
brick)  need  renewing,  caused  by  an  explosion  in  the  furnace, 
by  allowing  something  heavy  to  drop  on  the  slab,  by  allowing 
the  air  to  play  on  the  slab  after  the  gas  has  been  turned  oflf, 
or  general  deterioration. 

The  entrance  of  the  furnace  is  generally  oi  smaller  dimen- 
sions than  the  bottom  heating  space  or  slab.  In  such  cases 
the  slab  is  put  in  through  a  back  entrance  especially  provided, 
this  entrance  being  closed  by  luting  in  what  is  known  as  the 
back  slab,  and  held  in  place  by  a  plate  pulled  up  with  wing 
bolts. 

When  a  new  bottom  slab  is  to  be  put  in  an  old  furnace,  the 
back  plates  and  slab  are  removed.  Great  care  should  be  exer- 
cised in  removing  the  back  slab,  for  in  many  cases,  it  has 
cracked  and  is  weak  from  constant  heat.  It  is  best  removed 
by  cutting  out  the  fire  clay  putty  from  around  the  edges.  This 
will  loosen  the  slab,  and  it  can  then  be  forced  out  from  Ihe 
inside  by  tapping  it  evenly  on  all  sides  with  a  board.  A  back 
slab  rarely  stands  removing  more  than  twice.  If  the  fire  brick 
lining  has  been  cracked,  it  should  be  luted  with  fire  clay  putty. 
A  cold  chisel  may  have  to  be  used  to  remove  deposits  from 
the  bottom,  after  the  old  slab  is  removed;  then  the  bottom 
should  be  leveled  with  fire  clay  putty.  The  lining  at  the  burner 
openings  may  become  so  deteriorated  that  it  no  longer  protects 
the  burners,  and  this  should  be  carefully  looked  after  and  well 
luted,  or,  if  badly  burned  away,  a  new  lining  should  be  put  in. 

The  new  slab  is  then  put  in,  and  care  taken  that  the  slab 
supports  are  in  their  proper  positions,  and  that  none  of  them 
obstruct  the  burner  openings.  The  slab  goes  flush  and  level 
with  the  entrance  sill  and  must  rest  on  all  of  its  supports,  so 
that  it  will  not  rock.  A  play  of  ^  inch  should  be  allowed  be- 
tween the  bottom  slab  and  the  back  slab  for  expansion.  When 
connecting  an  oven  furnace,  do  not  run  the  gas  and  air  lines 
in  such  a  way  as  to  interfere  with  removing  the  back  slab. 
The  fire  clay  linings  used  are  held  in  place  by  plaster-of-Paris, 
which  not  only  holds  the  linings  in  position,  but  also  prevents 
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loss  of  heat.  To  reline  a  No.  1  Oven  Furnace,  first  remove  the 
burners,  the  front  and  back  plates,  then  cut  out  the  old  lining. 
This  leaves  the  outside  case,  which  is  fastened  to  the  bottom 
plate.  Cut  eight  channels  in  the  new  arched  lining  leading  to 
the  sides,  two  on  each  side  of  the  vents  at  an  angle  of  about  30 
degrees  from  their  centres.  These  channels  will  permit  the 
plaster-of-Paris  to  flow  freely  over  the  sides.  The  channels 
may  be  cut  with  a  diamond-pointed  chisel,  and  the  furrows 
smoothed  down  with  a  rough  file.  Place  the  lining  in  position, 
put  on  the  back  plate ;  then  place  the  front  arched  slab,  which 
is  held  in  place  by  the  front  plate.  Mix  up  a  quantity  of  fire 
clay  putty  and  lute  all  crevices,  plug  the  burner  openings, 
being  sure  that  the  fire  clay  putty  extends  through  to  the 
outside  case ;  next  plug  the  vent  holes  from  the  inside,  then  pour 
the  plaster-of-Paris  through  the  vents  of  the  outside  case.  Be 
sure  that  the  plaster-of-Paris  is  thoroughly  mixed  and  very 
thin;  if  it  is  not,  it  will  quickly  set  around  the  vents,  and  the 
job  will  have  to  be  done  over.  Two  men  should  be  used  to  do 
the  pouring,  one  for  each  vent.  When  the  plaster-of-Paris 
starts  to  overflow,  allow  it  to  settle.  You  will  find  that  about 
a  bucketful  will  be  required  to  finish  the  job.  Allow  the 
plaster-of-Paris  to  set  for  about  a  half  day,  then  remove  the 
fire  clay  plugs,  insert  the  burners,  and  place  the  bottom  slab  and 
back  slab  in  position,  as  previously  stated. 

To  reline  a  cylindrical  furnace,  such  as  the  No.  2  Down 
Draft  Melter,  place  the  lining  on  an  even  base,  put  the  wrought 
iron  case  over  the  lining,  mix  up  some  fire  clay  putty,  and  stuff 
it  down  between  the  lining  and  the  case,  thus  sealing  the  bot- 
tom, plug  the  burner  openings,  then  pour  the  plaster-of-Paris 
to  within  about  one  inch  from  the  top,  face  up  with  fire  clay 
putty,  and  allow  the  plaster-of-Paris  to  set.  Remove  the 
plugs  from  the  burner  openings  in  the  case  and  drill  the  open- 
ings for  the  burners  in  the  lining  (linings  come  undrilled). 
This  drilling  is  no  easy  matter — that  is,  when  not  equipped 
with  automatic  drills.  It  is  best  to  start  the  hole  with  a  small 
chisel,  being  sure  to  get  the  right  angle,  for  if  you  do  not, 
the  burners  will  not  work  properly.  After  a  small  hole  has 
been  worked  through,  ream  it  out  to  the  desired  size. 
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To  reline  a  No.  2  Gas  Forge,  remove  the  burners, 
front  and  back  plates,  put  the  new  linings  in  position,  mix 
up  the  fire  clay  putty  and  lute  all  crevices,  plug  the  burner 
openings;  then  place  the  furnace  face  down  on  the  floor, 
level  it  up  with  blocks,  and  pour  the  plaster-of -Paris  between 
the  lining  and  the  case  at  the  back,  allowing  it  to  set,  which, 
with  a  small  furnace,  only  takes  a  few  minutes ;  then  put  the 
back  plate  and  burners  in  place. 

To  reline  the  No.  5  Lead  Hardening  Furnace,  remove 
the  burners,  top  plate  and  cast  iron  case,  place  the  bot- 
tom slab  and  oblong  lining  in  position,  lute  all  crevices  with 
fire  clay,  and  plug  burner  openings ;  then  pour  the  plaster-of- 
Paris  from  the  top.  Allow  it  to  set,  and  then  put  the  top  plate 
in  place. 

At  times  it  may  be  necessary  to  take  a  blower  apart.  The 
Leiman  blower  is  easily  dismantled  and  reassembled,  but  with 
the  American  Blower,  the  reassembling  is  rather  a  difficult 
operation — that  is,  if  one  is  not  familiar  with  the  blower. 
I  have  known  two  machinists  to  spend  half  a  day  assembling 
one  of  these  blowers,  Hie  great  difficulty  being  the  replacing  of 
the  segments  which  travel  in  the  eccentric  grooves  in  the  heads. 
After  the  head  on  the  pulley  side  has  been  put  into  position,  and 
the  segments  and  blades  entered  on  this  side,  the  other  head 
may  be  put  into  position  as  follows :  Place  the  segments  on  the 
blades,  push  the  head  up  until  within  about  one-half  inch  from 
its  permanent  position,  one  man  steadying  the  head  with  his 
left  hand,  while  another  man  turns  the  pulley  in  the  reverse 
direction.  As  the  blades  with  the  segments  slipped  on  them 
come  up  parallel  to  the  course  of  the  groove,  the  man  hold- 
ing the  head  enters  the  first  segment  about  one-quarter  inch 
in  the  groove,  and  then,  as  the  pulley  is  turned,  the  segments 
already  in  position  will  follow  the  course  of  the  grooves,  and 
the  remaining  segments  will  assume  their  proper  positions  to 
be  entered. 

UST  OF   INSTALLATIONS. 

The  following  is  a  list  of  the  air  blast  furnaces  installed 
to  date  in  Philadelphia  with  the  purpose  for  which  they  are 
used: 
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Forges : 

For  treating  high  speed  steel. 

For  heating  steel  parts  to  harden. 

For  forging. 

For  dressin|^  tools. 

For  brazing. 

For  testing  building  material. 

For  bending  iron. 

For  welding. 

Rivet  Heaters: 

For  heating  rivets. 

For  bending  small  iron  parts. 

For  brazing. 

For  heating  steel  parts  to  harden. 

For  small  forging. 

Oven  Furnaces: 

For  heating  steel  parts  to  harden. 

For  annealing. 

For  case-hardening. 

For  bending  special  lenses  of  automobile  lamps. 

For  pre-heating  high  speed  steel. 

The  No.  38  Oven  Furnace  is  used  for  treating^  high  speed 
steel,  as  it  is  so  constructed  that  a  white  heat  may  be  carried. 

Case-Hardening  Furnaces : 
For  case-hardening. 
For  heating  steel  parts  to  harden. 
For   annealing. 

No.  I,  No.  2,  No.  3  Soldering  Iron  Heaters: 
For  heating  soldering  irons. 

Self-Heating  Soldering  Irons: 
For  general  soldering. 
For  soldering  leaded  glass  work. 

Assay  Furnaces: 

For  jewelry  purposes. 
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Melting  Furnaces: 

For  melting  babbitt  and  all  other  soft  metals. 

For  lead  hardening. 

For  cyanide  hardening. 

For  blueing  with  saltpetre. 

For  melting  valuable  metals. 

The  No.  2  Down  Draft  Metal  Furnace  is  used  for  testing 
fire  brick.  For  treating  steel  for  experimental  work,  and  for 
brass  melting. 

MuMe  Furnaces: 

For  enameling  jewelry  and  other  objects. 
For  annealing. 

Lead  Hardening  Furnaces: 
For  lead  hardening. 
For  melting  soft  metals. 
For  cyanide  hardening. 

Erasing  Torches: 

For  soldering  the  bottoms  in  copper  fire  extinguishers. 
For  general  soldering. 
For  hardening  steel  parts. 
For  tempering. 
For  bending  glass. 

FerroUx  Brassing  Torches: 
For  brazing  cast  iroiL 
For  brazing  cup  joints  and  flanges  on  copper  tubing. 

Brazing  Tables: 

For  brazing  parts  to  electric  arc  lamps.  ^ 

For  brazing  tubing. 

For  repairing  parts  of  machinery. 

Oil  Tempering  Furnaces: 

For  oil  tempering. 

The  No.  38  Oil  Tempering  Furnace  is  being  used  to  tin 
copper  fire  extinguishers. 

For  blueing  with  saltpetre. 
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Sweep  Reducing  Furnaces : 

For  reducing  sweepings. 

For  melting  soft  metal. 
No,  10  Cluster  Burner: 

For  melting  lead  in  small  quantities. 

Used  under  small  home-made  oil  tempering  pots. 

Used  under  potash  kettles. 

For  supplying  hot  water. 

For  drawing  temper. 

Used  under  home-made  soft  metal  pots  of  small  size. 

American  Three-Way  Burner: 

For  heating  small  steel  parts  to  harden. 
For  making  incandescent  electric  light  bulbs. 

Cylindrical  Furnaces: 

For  tinning. 

For  treating  high-speed  steel. 

For  heating  long  drills  and  reamers. 

For  annealing. 

For  case-hardening. 

Adjustable  Tire  Heaters: 

For  putting  on  and  removing  wheel  bands. 
Speed  Regulators : 

Sold  with  automatic  heating  machines.  These  regulators 
enable  the  operator  to  pass  the  material  through  the  machine 
at  the  right  speed  so  as  it  will  be  heated  properly.  If  the 
cylinder  gets  beyond  the  required  heat,  he  speeds  the  machine ; 
if  the  temperature  drops,  he  decreases  the  speed.  If  the  work  \s 
light,  he  speeds  it  up ;  if  heavy,  he  cuts  it  down. 

No.  15  Automatic  Heating  Machine: 

For  brazing  umbrella  rod  tubing. 
No.  \7  Automatic  Heating  Machine: 

For  burning  the  oil  off  of  hair  pins,  and  hooks  and  eyes, 
and  at  the  same  time  tempering  them.  The  oil  is  burned  oflF 
to  allow  the  enamel  to  take  to  the  steel. 
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No,  29  Automatic  Heating  Machine : 

We  have  nine  of  these  machines  hardening  steel  balls,  the 
balls  varying  from  ^/u   inch  to  1  inch  in  diameter. 

The  machine  consists  of  an  outer  case,  or  body,  lined  with 
firebrick,  in  which  the  burners  were  inserted.  The  flames  play 
on  a  revolving  cast  iron  retort,  in  which  there  is  a  spiral.  The 
feeding  chamber  is  attached  to  one  end  of  the  retort.  The 
balls  are  fed  into  the  retort  by  a  scoop,  which  is  attached  to 
the  inside  of  the  feeding  chamber.  The  spiral  works  them 
through  to  the  outlet  of  the  retort,  where  they  are  deposited 
into  a  bath. 

We  had  considerable  trouble  with  the  first  machine  in- 
stalled, due  to  the  burning  out  of  the  cast-iron  retort.  The 
first  retort  burned  out  in  about  two  weeks.  This  burning  out 
was  undoubtedly  caused  by  the  operator,  who  did  not  follow 
instructions,  i.  e.,  to  carry  excess  gas  and  a  heat  of  not  over 
1700  degrees  to  1800  degrees  Fahrenheit. 

Under  proper  treatment,  the  retort  lasts  six  to  seven 
weeks. 

We  also  experienced  trouble  due  to  the  expansion  of  the 
cast-iron  retort.  The  collar  of  the  feeding  chamber  is  attached 
to  the  retort  by  machine  screws.  The  rollers  which  support 
this  end  of  the  retort  run  on  the  collar.  When  the  retort 
expanded  to  a  certain  point,  the  rollers  slipped  oflF  of  the 
collar  on  to  the  retort,  thus  allowing  the  retort  to  drop  about 
quarter  of  an  inch. 

I  am  of  the  opinion  that  this  has  a  great  deal  to  do  with 
the  breaking  of  the  retort.  This  dropping  of  the  retort  was 
overcome  by  putting  a  device  on  the  machine  which  permitted 
the  rollers  to  be  adjusted. 
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AIR  BLAST  GAS  APPLIANCES. 


By  W.  H.  Allen,  Newark,  N.  j. 


The  object  and  purpose  of  this  paper  is  to  treat  solely  of 
the  blast  or  industrial  gas  appliance ;  its  value  to  the  gas  com- 
pany, and  the  large  increased  consumption  derived  by  its  intro- 
duction and  use. 

Not  until  within  the  last  few  years  have  gas  companies 
shown  much  interest  in  development  along  these  lines,  because 
they  have  not  fully  realized  the  value  and  importance  of  the 
industrial  possibilities  of  their  business.  I  feel  warranted  in 
making  this  assertion  from  facts,  and  base  my  proof  upon  per- 
sonal experience  and  observation.-  The  numerous  inquiries 
constantly  being  made  by  gas  men  prove  conclusively  that 
these  appliances  are  not  as  universally  known  and  understood 
as  they  should  be. 

Every  gas  man  is  familiar  with  the  gas  range  and  what  it 
has  accomplished  and  is  still  accomplishing  from  the  domestic 
point  of  view.  They  have  satisfied  themselves  of  its  merit  and 
know  what  a  valuable  adjunct  it  has  proven  by  the  greatly  in- 
creased sales  of  gas  derived  from  it. 

Having  demonstrated  the  worth  of  the  range  for  domestic 
purposes  we  should  now  turn  our  efforts  to  larger  avenues  for 
increases  by  putting  the  same  amount  of  energy  and  enthusi- 
asm in  the  sale  of  these  industrial  appliances  for  manufactur- 
ers as  has  hitherto  been  displayed  in  the  sale  of  household  ap- 
pliances. They  recommend  themselves  as  a  source  of  greater 
revenue  because  they  show  far  greater  consumption  than  the 
ordinary  domestic  appliance.  This  is  due  to  the  increased 
length  of  time  they  are  in  use,  for  in  the  application  of  the  law 
of  averages,  they  stand  out  as  an  all-day  load. 

If  you  will  stop  to  consider  that  a  single  one  of  these  in- 
dustrial appliances  is  worth  far  more,,  has  a  much  greater  con- 
sumption with  approximately  the  same  cost  per  installation  and 
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brings  less  trouble  and-  complaint  during  the  course  of  the  year 
than  a  gas  range,  the  sale  of  such  a  business-bringer  cannot 
fail  to  appeal  as  worthy  of  more  consideration  and  investiga- 
tion than  has  heretofore  been  accorded  it. 

As  an  example  of  the  value  and  benefit  a  ga3  company  may 
derive  from  the  sale  and  use  of  these  appliances,  permit  me  to 
mention  the  consumption  of  ten  actual  consumers  during  1906 
which  was  73,771,700  cubic  feet.  For  a  period  of  three  years 
the  same  number  aggregated  a  total  of  261,697,000  cubic  feet. 
Further,  a  recent  sale  just  completed  to  one  consumer  calls  for 
a  demand  of  10,000  cubic  feet  per  hour  on  a  Vs  capacity  at 
present.  When  in  full  operation  the  total  consumption  may 
easily  be  figured. 

In  addition  to  the  above,  many  hundred  more  could  be  men- 
tioned who  are  using  gas  under  like  conditions,  but  to  quote 
the  consumption  of  all  in  use  in  a  certain  territory  would,  I  am 
afraid,  appeal  to  many  of  you  as  preposterous,  and  might  be 
considered  questionable. 

Again,  as  to  the  increase  in  the  sales  of  these  appliances,  it 
is  interesting  to  note  that  in  one  district  for  1905  there  were 
sold  228 ;  in  1906,  466,  and  for  the  first  six  months  of  1907,  160. 

I  mention  these  facts  to  show  you  the  gains  which  are  being 
ma(Je  solely  by  energy  and  effort  in  pushing  this  end  of  the 
business.  To  do  this  it  is  necessary  to  appreciate  the  value 
and  importance  of  availing  ourselves  of  every  opportunity  to 
educate  the  unlearned,  to  convince  the  skeptical  and  to  prove 
to  the  doubtful  manufacturer,  that,  by  the  use  of  gas  appli- 
ances, economy  and  greater  results  are  obtained  than  by  the 
use  of  other  fuels. 

The  line  of  appliances  which  we  have  adopted  and  recom- 
mend to  our  customers  we  have  thoroughly  tested  and  found  to 
be  of  good  construction,  efficiency,  durability  and  perfect  in 
every  respect.  Further,  the  guarantee,  liberality  and  fairness 
of  the  manufacturers  of  appliances  which  is  afforded  by  a  60 
days'  trial  insures  us  against  loss  in  demonstrating  them. 

There  are  a  number  of  manufacturers  of  industrial  appli- 
ances, but  after  experience  we  decided  to  confine  ourselves  ex- 
clusively to  one  line  in  order  that  our  men  become  familiar 
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with  it  and  be  able  to  make  adjustments  and  repairs  with  fa- 
cility. 

The  various  manufacturing  apph'cations  for  which  heat- 
hy the  use  of  gas  or  any  other  fuel — is  required  are  melting, 
boiling  or  fusing  and  the  many  and  numerous  uses  to  which 
gas  devices  can  be  applied  to  these,  either  for  manufacturing, 
laboratory,  metallurgical  or  chemical  purposes  are  inexhausti- 
ble. The  appliances  most  universally  called  for  and  which  are 
in  most  general  use  are  the  following: 

Case  Hardening  Furnace, 

Annealing  " 

Oven 

Tempering  " 

Melting  " 

Forges 

Blow-pipes 

Heating  Machines. 

When  special  burners  or  devices  of  any  kind  are  required 
(not  made,  or  carried  in  stock)  we  take  it  up  direct  with  the 
manufacturer  and  they  are  especially  designed  and  made  for 
us.  When  this  is  done  they  are  guaranteed  the  same  as  any 
regular  appliance. 

A  few  special  adaptations  where  the  use  of  gas  has  proven 
successful,  displacing  other  fuels  may  prove  of  interest. 

One  of  these  is  a  device  for  mirror  drying.  This  was  made 
in  the  form  of  a  large  oven ;  the  dimensions  being  about  16  x  8 
X  4,  two  longitudinal  burners  were  installed  at  the  bottom  and 
the  plates  of  glass  of  various  shapes  were  placed  on  top  and 
resembled  in  appearance  an  enormous  cake  griddle.  The  coal 
process  was  formerly  used,  but  with  this  gas  device  a  great 
saving  of  time  is  accomplished  and  no  expense  is  incurred  to 
keep  up  heats — a  requirement  necessary  when  other  fuels  are 
used.  With  this  new  device  the  heat  is  obtained  a  few  minutes 
after  lighting  and  is  ready  at  all  times. 

A  heating  machine  for  hardening,  annealing  and  other  pro- 
cesses of  which  we  have  a  number  in  use,  is  also  interesting. 
In  one  jewelry  manufacturing  establishment  where  it  is  in- 
stalled 25,000  small  steel  tubes  are  annealed  daily.    This  ma- 
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chine  does  the  work  perfectly  and  has  proven  a  great  saving  to 
the  manufacturer  in  two  ways :  First,  because  of  the  accuracy 
of  temperature,  there  being  apparently  no  loss  of  stock  from 
overheating;  and  Second,  because  formerly  it  was  necessary 
to  have  this  operation  done  outside  the  factory,  which  occa- 
sioned a  loss  of  time. 

A  machine  of  this  type  is  in  use  at  the  pencil  factory  of 
Joseph  Dixon  Co.,  Jersey  City,  where  the  small  metal  caps  used 
on  pencils  are  annealed,  and  enough  of  these  caps  are  prepared 
in  one  day  to  supply  the  pencil  output  for  a  month  or  more. 
Its  one  great  feature  is  the  absolute  uniformity  of  the  desired 
heats. 

This  particular  appliance  requires  no  skilled  labor  and  an 
increased  amount  of  work  can  be  produced  by  it.  It  feeds 
itself  automatically  from  a  hopper,  which  a  boy  can  operate. 

Another  device  is  a  burner  used  for  drying  out  barrels, 
hogsheads  and  vats,  especially  adapted  to  breweries. 

Numerous  storage  casks  and  vats  used  in  breweries  have  to 
be  dried  out  occasionally  to  prevent  them  from  becoming  too 
thoroughly  saturated  with  liquor,  and  to  keep  them  from  sour- 
ing, which  affects  and  destroys  their  contents,  and  entails  con- 
siderable loss  when  not  properly  cared  for. 

Formerly,  and  in  many  places  they  still  use  a  small  char- 
coal furnace,  which  requires  at  least  two  days  for  the  drying. 
The  gases  incident  thereto  are  very  objectionable  to  the  work- 
men, and  at  times  have  resulted  in  asphyxiation.  With  the  use 
of  a  small  gas  burner  large  casks  may  be  dried  in  eight  hours 
and  smaller  ones  in  three  or  four.  Brewers  will  appreciate  the 
convenience,  as  well  as  the  time  saved  by  the  use  of  this  ap- 
pliance if  properly  presented  to  them. 

As  there  are  many  of  these  institutions  among  our  West- 
ern friends,  especially  in  the  vicinity  of  Milwaukee  and  St. 
Louis,  these  appliances  deserve  their  consideration. 

Among  the  desirable  features  of  all  air  blast  and  industrial 
appliances  are  better  work,  more  work  per  unit  of  time,  less 
labor,  cleaner  conditions,  less  fire  risk,  less  room,  less  skilled 
labor  and  a  greater  uniformity  in  work  produced. 

In  addition  to  these  there  is  the  absolute  regulation  of  tem- 
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perature  by  which  the  most  exact  and  critical  heat  require- 
ments may  be  obtained,  whereas  with  other  fuels  this  is  almost 
impossible.  Then  there  is  not  only  ease  but  rapidity  with  which 
any  desired  degree  of  heat  within  the  range  of  gas  can  be 
obtained. 

As  you  all  know,  these  features  are  very  essential  and  im- 
portant in  all  lines  of  manufacture,  and  quite  indispensable  in 
the  treatment  of  metals  and  many  manufactured  products. 
Under  their  possibilities  of  perfect  control  the  mechanic,  by 
his  practised  eye,  can  readily  judge  the  condition  of  his  work 
without  undergoing  the  labor  and  trouble  necessary  where 
other  fuels  are  used. 

To  further  enumerate  would  occupy  your  time  imnecessar- 
ily,  for  I  am  well  aware  of  your  familiarity  with  many  of  these 
devices. 

As  a  suggestion  I  would  say  that  the  catalogues  issued  by 
the  various  manufacturers  not  only  illustrate  their  many  appli- 
ances but  are  also  descriptive.  A  well-defined  outline  is  usually 
given  of  every  appliance,  telling  what  it  will  do  and  the  pur- 
pose for  which  it  is  made.  This  enables  one  to  decide  without 
much  trouble  the  kind  and  size  of  appliance  he  needs  by  the  na- 
ture of  the  work  he  wishes  to  perform. 

The  various  uses  to  which  these  air  blast  appliances  may 
be  put  need  not  be  enumerated,  as  they  include  all  processes 
known  to  the  manufacturing  world.  Without  fear  of  contra- 
diction, I  think  we  have  installed  nearly  every  made  type,  in  one 
style  or  another,  and  to  describe  their  working  would  be  fu- 
tile. They  are  in  operation  and  give  entire  satisfaction,  and  to 
have  one  returned  is  an  exception.  Their  value  and  worth  are 
fully  appreciated  and  cheerfully  recommended  by  all  manufac- 
turers in  our  territory  using  them. 

In  interesting  manufacturers,  as  a  rule,  you  will  meet  with 
objections  on  the  part  of  workmen,  who,  as  many  term  it,  are 
"up  against  it."  Especially  is  this  true  where  a  superintendent 
has  inaugurated  or  installed  an  idea  of  his  own,  and  does  not 
wish  to  have  another  supersede  or  prove  a  superior  method. 
You  will  meet  obstacles  and  find  it  hard  to  make  progress  at 
first,  but  by  tact,  liberal  terms  and  free  trials,  success  will  fol- 
low in  most  instances. 
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Many  times  h  has  taken  months  to  perfect  a  sale,  but  vvc 
eventually  win  by  conclusively  proving  superiority  and  econ- 
omy. The  latter  is  the  most  convincing  argument  to  manufac- 
turers, and  is  the  chief  aim  for  which  all  are  strivmg.  Owing 
to  the  keen  competition  of  to-day  this  is  especially  true  in  the 
production  of  manufactured  articles. 

In  order  to  obtain  good  results  and  accomplish  the  pur- 
pose of  interesting  manufacturers  in  these  lines,  constant  and 
regular  visits  should  be  made.  Spasmodic  visitations  are  not 
appreciated  and  do  not  result  in  any  real  good.  After  sales 
are  made  it  is  well  to  learn  from  your  consumer  whether  the 
results  obtained  are  satisfactory  and  meet  expectations.  Show 
him  that  you  take  an  interest  in  his  welfare  as  it  may  result  in 
further  sales.  Also  see  that  promises  as  to  efficient  service 
are  fulfilled,  thus  keeping  good  faith. 

With  reference  to  the  various  kinds  of  air-blast  appliances 
made  and  offered  for  sale,  I  think  extreme  care  and  judgment 
should  be  used  in  their  selection  and  adoption,  for  if  they  arc 
found  to  be  of  poor  construction,  inefficient  and  expensive  in 
operation,  they  will  prove  disastrous  to  you,  and  all  your 
efforts  in  that  direction  will  be  fruitless.  Therefore  let  me  ad- 
vise you  to  be  careful  in  taking  up  and  approving  any  that  have 
not  been  tried  until  you  have  practically  demonstrated  its  worth 
and  capability  of  performing  the  work  for  which  it  is  designed. 

In  conclusion,  I  think  the  subject  is  one  which  should  and 
must  interest  and  appeal  to  all  gas  men.  It  think  it  behooves  us 
to  push  this  branch  of  our  business  vigorously  and  to  the  ut- 
most, using  every  opportunity  to  increase  a  demand  for  our 
commodity.  The  large  and  almost  unentered  field  afforded  by 
the  use  of  gas  for  mechanical  purposes  should  engage  the  seri- 
ous attention  and  enlist  the  activities  of  everyone  identified 
with  this  industry.  Both  the  manufacturing  and  the  commer- 
cial end  of  a  gas  company  should  take  a  keen  interest  in  the 
steady  advancement  and  promotion  of  the  industrial  uses  of 
gas.  Its  possibilities  are  only  in  their  infancy,  and  we  can 
scarcely  form  any  clear  conception  of  the  ultimate  growth  in 
gas  consumption  to  be  derived  from  an  intelligent  and  ener- 
getic prosecution  of  its  sale  along  the  lines  indicated  by  this 
paper. 
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The  President:  The  third  paper  on  this  subject  is  by  Mr. 
S.  Tully  Wilson,  and  is  presented  by  request.  Is  Mr.  Wilson 
present  ? 

Mr.  Dohertv  :  He  is  not  present,  Mr.  President. 

The  President:  Is  there  anybody  authorized  to  read  the 
paper  for  Mr.  Wilson?    In  that  case  it  will  not  be  read. 

AIR  BLAST  GAS  APPLIA\XES. 

By  S.  Tully  Wilson,  Denver,  Colo. 
(Presented  htU  mU  read  at  Meeting.) 

In  visiting  a  number  of  large  cities  recently,  the  writer  has  J 

been  surprised  at  the  comparatively  small  amount  of  MtnUon  j 

which  is  paid  to  the  industrial  gas  appliances. 

We  know  that  they  are  almost  invariably  splendid  revenue 
producers,  not  only  because  they  consume  considerable  gas  and 
run  long  hours,  as  a  rule,  but  because  the  consumption  comes 
usually  at  the  time  when  it  is  most  desired, — that  is  in  the 
valley  of  the  load  curve.  Unlike  domestic  fuel  appliances,  they 
produce  about  the  same  revenue  for  each  of  the  twelve  months, 
require  little  attention  and  are  usually  paid  for  in  full  soon 
after  their  installation ;  and  yet  there  are  few  managers  who 
will  permit  an  expenditure  to  obtain  this  class  of  business  pro 
ratio  to  the  consumption,  compared  to  domestic  appliances. 

Every  new  domestic  fuel  or  illuminating  consumer  you  take 
on,  just  adds  so  much  to  the  necessary  size  of  your  manufac- 
turing and  distributing  equipment,  while  most  industrial  con- 
sumption comes  during  the  hours  when  the  equipment  is  least 
taxed  and  assists  toward  the  straight  line  load  curve  for  which 
you  are  all  striving.  It  is  noticeable  that  those  companies  hav- 
ing the  best  reputation  for  business  acumen  and  good  results 
are  almost  invariably  pushing  industrial  fuel  appliances. 

A  rivet  heater,  a  muffle  furnace  or  a  tempering  and  anneal- 
ing furnace,  consuming  ^as  at  the  rate  of  200  feet  an  hour  and 
running  6  to  10  hours  a  day,  are  certainly  very  desirable  ap- 
pliances to  install.     Compare  the  revenue  from  this  class  <>f 
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business  to  the  revenue  obtained  from  domestic  appliances. 
Considering  this  matter  of  revenue,  the  time  when  the  con- 
sumption takes  place  must  not  be  overlooked,  for  if  we  consider 
this  point,  we  can  well  afford  to  sell  gas  for  such  purposes  at  a 
lower  rate  and  still  obtain  the  same  or  greater  profit  which  we 
would  from  the  domestic  consumption. 

The  first  essential  in  an  industrial  appliance  campaign  is  to 
obtain  the  services  of  a  man  who  is  familiar  with  the  appli- 
ances available  on  the  market,  who  is  capable  of  adapting  ap- 
pliances and  burners  to  uses  for  which  they  were  not  specifi- 
cally intended  and  of  good  commercial  training. 

This  means  practically  a  commercial  engineer,  and  there 
are  not  perhaps  many  available;  but  an  engineer  and  one  or 
more  commercial  men  can  produce  wonderful  results. 

It  is  necessary  with  nearly  all  air  blast  gas  appliances  and 
many  industrial  appliances  working  without  blast,  to  have 
them  installed  by  an  expert  and  have  them  demonstrated  before 
the  purchaser  can  undertake  to  operate  them  himself,  for  it  is 
possible  for  him  to  have  an  explosion  which  may  ntake  him 
afraid  to  continue  its  use,  or  what  is  more  likely,  he  will  get  a 
poor  adjustment  which  will  not  produce  the  desired  results, 
when  he  will  condemn  the  appliance. 

If  the  first  gas  appliance  installed  is  successful,  it  is  usually 
an  easy  matter  to  install  others  which  you  can  recommend, 
and  with  subsequent  installations,  your  consumer  will  be  much 
more  patient ;  but  the  greatest  of  care  should  be  given  the  first 
installation  as  your  future  prospects  depend  much  upon  it. 

This  applies  also  to  the  first  installation  of  any  new  class  of 
appliance,  for  usually  the  first  question  asked  will  be,  *'Who 
uses  one?*"  and  the  subsequent  sales  are  always  facilitated  if  a 
similar  appliance  is  being  successfully  operated  by  a  com- 
petitor. 

It  is  frequently  a  problem  for  the  salesmen  to  know  when 
to  recommend  air  blast;  he  knows  frequently  that  he  could 
make  a  sale  of  the  appliance  if  it  were  not  for  the  cost  of  a 
positive  blower  and  frequently  a  motor  also ;  and  often  he  will 
install  an  appliance  without  a  blast  against  his  better  juds^ment 
because  of  the  difference  in  first  cost. 
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This  problem  seems  to  be  one  entirely  of  temperature.  Wc 
do  not  believe  it  necessary  nor  desirable  to  have  blast  for  a  do- 
mestic gas  range,  yet  to  melt  gold  or  iron  we  know  that  it  is; 
there  must  be  a  line  between  these  two  points. 

The  Fletcher  concentric  ring  burner  will  probably  produce 
as  high  a  temperature,  if  properly  applied  to  a  furnace,  as 
any  other.  It  is  widely  known  and  used,  and  yet  an  ordinary 
bunsen  burner  of  the  same  capacity  or  consumption,  equaled 
it  in  laboratory  experiments  and  in  practice  at  a  considerably 
less  first  cost. 

With  a  gas  of  moderate  calorific  value,  crucible  assays  of 
precious  metals  can  be  made  without  a  blast ;  it  is  slow  and  not 
commercial,  but  this  gives  an  idea  of  the  limit  of  possibilities. 

Soldering  iron  furnaces  are  frequently  used  with  a  blast, 
and  yet  it  is  not  even  desired  to  get  the  temperature  of  the  iron 
above  ten  or  twelve  hundred  degrees  Fahrenheit  at  most;  it 
would  seem,  therefore,  that  if  the  furnace  were  properly  con- 
structed, a  blast  would  not  be  necessary. 

We  have  used  with  marked  success  a  soldering  furnace, 
which  has  two  chambers  that  will  each  just  hold  nicely  a  large 
soldering  copper  and  each  is  heated  independently. 

The  burner  is  placed  below  and  to  the  side  of  the  copper— 
the  flame  issuing  horizontally,  circling  the  iron  and  passing 
out  a  flue  above  the  burner.  The  furnace  is  well  lined  with  in- 
sulating refractory  material  and  gets  very  hot  with  only  ordi- 
nary gas.  They  make  use  of  the  reverberatory  principle  in 
this  furnace  with  marked  success. 

In  tempering  tools,  it  is  customary  to  use  a  blast,  while  the 
temperature  required  for  this  work  can  easily  be  obtained  widi- 
out,  as  has  been  demonstrated. 

They  make  a  tempermg  and  annealing  furnace  in  which 
temperatures  approaching  eighteen  hundred  to  two  thousand 
degrees  have  been  obtained  without  a  blast,  and  this  has  been 
demonstrated  to  be  ample  for  this  class  of  work.  Parts  of 
rock  drills  which  require  a  very  uniform  temper  are  being 
very  successfully  handled  in  several  of  these  furnaces. 

Another  good  illustration  is  the  firing  of  china,  which  is 
done  perfectly  without  a  blast. 
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These  examples  are  given  as  illustrations  of  the  limit  of 
temperature  obtainable  in  practice  with  atmospheric  burners. 

When  a  temperature  of  two  thousand  degrees  Fahrenheit, 
or  over,  is  required  with  ordinary  coal  gas,  a  blast  must  be 
used,  but  here  again  there  is  plenty  of  room  for  variation.  If 
the  temperatures  illustrated  can  be  obtained  without  a  blast, 
will  not  a  slight  blast  augment  these  temperatures  ?  It  naturally 
should,  and  this  theory  has  been  verified  in  the  production  of  a 
muffle  furnace,  which,  as  has  been  frequently  proven,  pvcs 
ample  heat  for  crucible  and  scorification  assays  and  cupelling 
in  a  commercial  way,  with  a  blast  furnished  by  a  thirty-three 
watt  motor  directly  connected  to  a  blower,  attached  to  the 
frame  of  the  furnace  and  the  whole  apparatus  at  a  moderate 
expense. 

The  next  step  in  air  blast  comes  with  the  positive  blower, 
operating  usually  to  produce  a  pressure  of  one  and  one-half  to 
two  and  one-half  pounds.  With  this  much  air  pressure,  it  is 
an  easy  matter  to  melt  silver,  gold  or  wrought  iron,  as  we  have 
obtained  over  three  thousand  two  hundred  degrees  with  one 
and  one-half  pounds  of  air,  and  gas  of  low  calorific  value. 

The  American  Gas  Furnace  Company  have  long  been 
leaders  in  the  production  of  this  class  of  goods,  the  United 
States  mints  using  their  muffle  and  crucible  furnaces  with 
splendid  results. 

The  Qiicago  Flexible  Shaft  Company  of  Chicago  have  also 
done  good  work  in  this  line  and  have  produced  a  number  of 
furnaces  of  very  pleasing  and  practical  design,  and  successful 
operation.  The  Improved  Appliance  Company  have  made  a 
rivet  heater  working  with  blast  which  has  proven  quite  a  success. 
Three  thousand  degrees  are  easily  obtained  with  this  appli- 
ance. If  the  flame  is  properly  adjusted,  there  is  no  trouble  with 
scale  whatever,  and,  as  may  be  seen  by  the  temperature  men- 
tioned, the  rivets  may  be  easily  melted,  and  forging  or  weld- 
ing may  readily  be  done  in  this  furnace.  But  a  list  of  all  the 
appliances  available  for  the  commercial  engineer  would  be  so 
teng  as  to  be  impracticable. 

This  paper  is  intentionally  superficial,  it  being  the  writer's 
opinion  that  there  are  but  few  men  in  this  Institute  who  would 
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bear  with  the  details.  Only  a  few  appliances  and  manufac- 
turers have  been  mentioned,  but  to  those  who  wish  the  names 
of  the  manufacturers  of  gas-buming  appliances  of  any  descrip- 
tion, I  will  say  that  I  have  much  of  this  data  available,  and 
will  take  pleasure  in  answering  correspondence  on  this  subject. 

Discussion. 

The  President:  We  will  proceed  to  the  discussion  of  the 
papers  read. 

Mr.  H.  W.  Terry  :  In  regard  to  air  blast  furnaces  there  is 
one  point  which  I  wish  to  bring  to  the  attention  of  this 
meeting,  and  that  is  the  actual  consumption  versus  the  build- 
ers' rated  consumption.  In  our  district,  we  recently  made  some 
tests  of  some  air  blast  appliances.  The  consumer  operated  the 
furnace  while  a  representative  of  the  gas  company  took  the 
readings  of  the  test.  The  results  showed  that  the  actual  con- 
sumption was  100  per  cent,  more  than  the  builders'  rating.  In 
an  investigation  of  this,  by  the  maker  of  the  gas  appliance 
and  the  gas  company,  we  found  the  difference  was  in  the  way 
the  furnace  was  operated.  A  slight  change  of  adjustment 
brought  the  consumer's  rating  to  that  of  the  builders'  without 
changing  the  heating  value.  I  think  that  a  periodic  inspection 
on  the  part  of  the  gas  companies  would  result  in  better  feeling 
on  the  part  of  the  consumer  towards  the  company,  and  also  lead 
to  the  installing  of  more  appliances. 

The  President:  Mr.  IJarnes,  I  am  told  that  we  may  hope 
to  hear  from  you  on  this  subject. 

Mr.  H.  L.  Barnes:  Mr.  President  and  Gentlemen:  If  you 
would  kindly  tell  me  what  you  would  have  me  say,  I  shall  be 
very  glad  indeed  to  say  it.  That  probably  is  an  evasive  means 
of  approaching  the  subject,  but  I  know  of  no  hard  and  fast 
rules  that  could  be  laid  down  for  procedure  along  the  indus- 
trial line.  I,  by  all  means,  heartily  agree  with  Mr.  Allen,  that 
the  gas  companies  in  general  have  neglected  or  overlooked  this 
means  of  disposing  of  their  product. 
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I  think  I  am  justified  in  sayi^ng  that  the  root  of  the  evil  lies 
in  the  fact  that  the  gas  company  has  not  had  available  a  man 
or  men  suitably  schooled  for  the  work.  Ordinarily,  when  a 
proposition  is  laid  before  you  for  your  consideration  the  first 
step  taken  by  yourself  will  be  to  mentally  note  the  calibre  of  the 
party  presenting  the  proposition.  For  instance,  take  our  friend, 
the  engineer.  If  someone  walked  into  your  works  and  stated ' 
that  he  had  the  details  of  some  new  method  of  producing  water 
gas,  you  would  at  once  sit  up  and  take  notice,  sizing  up  your 
visitor  in  a  twinkling ;  if  your  impression  of  him  were  favorable 
you  would  probably  lay  down  your  pen  and  listen  for  a  while. 
If,  on  the  other  hand,  your  mental  note  of  the  man  did  not  im- 
press you,  you  would  probably  be  extremely  busy  at  the  mo- 
ment and  beg  to  be  excused.  Now,  what  is  true  of  yourself,  is 
equally  true  as  regards  the  busy  manufacturer. 

Following  this  line  of  argument,  some  of  the  trouble  may 
be  easily  traced ;  the  average  manufacturer  having  many  propo- 
sitions confronting  him,  an  outcome  of  competition,  has  not 
the  time  to  devote  to  a  man  who  but  vaguely  understands  the 
proposition  he  is  endeavoring  to  present.  Then,  again,  human 
nature  plays  a  strong  part  and  in  favor  of  the  gas  company 
when  the  industrial  branch  of  the  industry  is  being  considered. 
If  you  can  get  something  for  n(3thing  you  generally  make 
some  effort,  however  slight,  to  secure  that  something.  Now 
here  is  the  point:  if  the  manufacturer  realizes  that  the  repre- 
sentative of  the  gas  company  calling  upon  him  has  some  knowl- 
edge, some  process  or  some  suggestion  of  merit,  the  principles 
of  which  will  be  given  gratis,  there  is  no  question  but  what  our 
gas  company  man  will  receive  a  courteous  welcome. 

I  feel  obliged,  gentlemen,  to  repeat  my  opening  remark,  that 
if  you  will  give  me  the  cue  as  to  what  to  say  I  will  say  it,  for 
it  is  extremely  hard  to  bring  out  points  which  can  be  applied 
broadcast,  there  arc  so  many  propositions  in  the  industrial 
field,  the  principles  of  which  are  identical,  yet  the  application 
is  manifold.  Two  concerns  may  be  producing  almost  identi- 
cally the  same  goods,  both  as  to  style  and  grade,  yet  their  me- 
chanics down  in  the  furnace  room  or  in  the  machine  shop, 
having  been  schooled  along  diflPerent  lines,  handle  the  details 
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of  the  product  differently ;  therefore,  it  is  absolutely  imperative 
that  a  man  to  make  a  success  of  the  industrial  department  of  a 
gas  company  must  understand  not  only  the  principles  involved 
by  the  application  of  heat  to  iron  and  steel,  but  also  the  various 
ways  of  application  and  the  different  results  which  will  be  ob- 
tained. The  foundation  for  this  knowledge  may  be  readily 
gained,  as  some  of  the  gas  furnace  manufacturers  are  glad  to 
admit  a  man  to  their  factory  who  comes  with  the  indorsement 
of  a  gas  company  as  the  industrial  man. 

I  would  suggest,  gentlemen,  that  a  few  inquiries  be  made  at 
your  local  manufacturing  plants  wherever  a  heating  operation 
of  any  kind  is  likely  to  be  in  use;  if  the  plant  is  using  coal  you 
can  save  them  money  and  produce  an  absolutely  uniform 
product  by  introducing  gas  as  a  fuel. 

The  one  all-important  point  in  connection  with  this  indus- 
trial department  is  the  selection  of  the  man  to  push  the  line. 
He  must  have  a  natural  tendency  for  mechanics,  for  he  will  be 
called  upon  to  figure,  not  only  the  furnace  proposition  but 
blower  requirements,  horse  power  to  maintain  the  blower, 
shafting,  pulleys  and  belt  stress. 

Now,  gentlemen,  I  do  not  know  that  I  can  say  any  more, 
other  than  for  those  of  you  who  are  interested  1  will  leave  with 
the  Secretary  a  number  of  photographs  taken  in  Hartford  of 
equipment  installed  within  the  last  year  and  a  half.  You  will 
find  no  printing  matter  in  connection  with  the  photos,  but  I 
shall  be  glad  to  answer  any  questions  regarding  them.  I  thank 
you. 

The  President:    Any  further  discussion  of  the  papers? 

Mr.  Donald  McDonald  (Louisville) :  Mr.  President.-  Mr. 
Eavenson  and  Mr.  Allen  have  both  shown  so  much  knowledge 
of  this  class  of  apparatus,  that  I  want  to  ask  them  both  if  they 
have  ever  tried  to  pre-heat  the  blast  air  as  a  means  of  getting 
higher  flame  temperature.  I  have  done  that,  and  have  gotten 
a  very  much  higher  temperature.  While  we  have  tried  it, 
we  have  not  tried  it  in  such  a  way  that  I  feel  that  I  know  very 
much  about,  and  1  would  like  to  know  if  either  of  those 
gentlemen  have  had  any  experience  along  that  line. 
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Mr.  W.  H.  Allen  :  I  do  not  think  I  have  ever  tried  that.  I 
have  heard  of  it,  and  I  appreciate^  that  that  might  be  done,  but 
I  have  had  no  experience. 

Mr.  Donald  McDoxald  :  With  natural  gas  without  an  air 
blast  you  are  not  likely  to  get  anything  like  the  temperature 
necessary  for  brazing,  but  by  pre-heating  the  blast  air  we  got 
quite  an  increase  of  temperature.  It  seems  to  me  that  that 
points  to  a  way  of  getting  very  much  higher  temperatures 
where  such  temperatures  are  needed.  It  may  be  that  you  hjive 
come  across  a  blast  furnace  which  you  would  use  in  doing  that. 
I  would  like  to  hear  the  matter  discussed. 

Mr.  W.  K.  Eavenson  :  We  have  tried  heating  the  air  just 
before  it  was  mixed  with  the  gas.  We  also  tried  heating  the 
mixture  just  before  it  reached  the  burner,  but  without  notice- 
able results  over  the  old  method. 

Mr.  Donald  McDonald  :  I  would  be  afraid  of  that  for  two 
reasons :  one  is  that  you  might  drop  lampblack,  and  the  other  is 
that  you  will  get  explosions  if  you  mix  hot  air  and  gas  before 
the  point  at  which  you  want  the  flame.  You  do  not  take  either 
of  those  risks  when  you  do  not  heat  the  gas,  and  the  air  being 
eight  or  ten  times  as  heavy  as  the  gas,  there  is  very  little  loss 
in  heating  the  air  and  not  heating  the  gas. 

Mr.  Frederick  W.  Stone:  I  do  not  see  why  Mr.  McDon- 
ald finds  it  necessary  to  heat  the  air. 

Mr.  McDonald:  So  as  to  get  a  higher  flame  temperature. 

Mr.  Stone  :  I  think  it  can  be  done  and  save  all  that  work  of 
pre-heating  the  air. 

Mr.  McDonald:  How  do  you  mean?    By  forced  draft? 

Mr.  Stone:  Do  you  use  natural  pressure  or  forced  draft? 
I  think  you  can  get  the  same  temperature  that  you  are  after  by 
depending  on  the  natural  pressure. 

Mr.  McDonald:  Which  do  vou  use? 
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Mr.  Stone:  We  use  the  forced  draft.  We  use  the  blast 
furnace. 

Mr.  H.  L.  Doherty:  Mr.  President,  I  believe  if  Mr.  Mc- 
Donald will  make  some  careful  tests  he  will  find  that  he  gains 
nothing  in  flame  temperature  by  putting  in  the  air  in  that  way. 
Practically,  there  does  not  seem  to  be  any  gain  in  flame  temper- 
ature by  pre-heating  the  air,  although  theoretically,  perhaps,  it 
would  seem  as  though  that  should  be  done.  I  think  that  prac- 
tical results  have  shown  that  pre-heating  the  mixture  or  either 
element,  or  both  elements  does  not  increase  your  possible  flame 
temperature,  and  that  you  will  not  get  a  very  high  temperature 
by  heating  the  air.  On  a  series  of  tests  that  we  carried  out, 
we  were  unable  to  get  any  increase  in  temperature  by  heating 
the  elements.  We  could  not  explam  the  reason  why,  but  in 
some  industrial  work  where  that  was  tried  on  our  producers, 
and  where  we  wanted  to  get  a  higher  temperature,  that  was  the 
result.  My  own  theory  of  it  is  that  the  nitrogen  which  we 
ordinarily  consider  as  inert,  when  it  is  introduced,  exerts  an 
influence,  and  excess  heat  goes  to  form  some  nitrous  oxide, 
and  these  oxides  do  not  break  up  again  until  the  temperature 
goes  below  that  point.  We  got  practically  the  same  tempera- 
ture on  our  experiment  by  preheating  the  air  as  we  did  with- 
out preheating.  It  may  not  be  the  same  under  all  conditions, 
but  as  we  tried  the  experiment  that  was  the  result.  By  pre- 
heating, we  had  an  increase  of  economy,  but  we  did  not  in- 
crease the  flame  temperature. 

Mr.  Donald  McDonald  :  Mr.  President,  I  have  found  out 
what  I  wanted  to  know,  provided  it  is  true.  I  have  always 
understood  that  flame  temperature  was  that  point  to  which  the 
combustion  of  a  fuel  was  capable  of  heating  the  products  of 
that  combustion,  and  therefore,  if  you  heat  one  of  the  elements 
of  this  product  of  combustion  first  and  do  not  get  beyond  the 
point  at  which  the  two  elements  will  combine,  I  cannot  under- 
stand Mr.  Doherty's  contention  that  you  would  not  get  a 
higher  flame  temperature.  I  wanted  to  get  the  view  of  some 
of  the  other  members,  and  I  am  much  obliged  for  the  expres- 
sion of  opinion  which  has  been  brought  out.    The  experiments 
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which  we  tried  could  not  be  dignified  by  calling  them  scientific, 
and  I  wanted  to  know  what  the  experience  of  some  of  the 
others  had  been. 

Mr.  H.  L.  Doherty:  By  preheating  the  elements  you 
.  add  wonderfully  to  your  economy  in  some  classes  of  work, 
and  it  may  add  to  the  flame  temperature,  but  I  believe  from 
the  experiments  that  I  have  made  that  it  does  not  do  it.  I 
think  it  would  be  interesting  if  we  could  have  the  opinion  of 
others,  or  the  testimony  of  those  here  who  have  carried  on 
experiments  of  that  sort  with  regard  to  this  matter.  I  am 
inclined  to  think  that  Mr.  McKay  has  tried  some  experiments 
on  this  subject.  I  know  that  theoretically  you  ought  to  raise 
your  flame  temperature  just  as  much  as  you  preheat,  but  that 
is  not  what  you  get  in  practice. 

Mr.  Henry  I.  Lea:  Mr.  President,  in  the  application  of 
producer  gas  made  for  the  operation  of  engines,  we  have  tried 
that,  and  we  think  we  can  get  quite  an  increase  of  tempera- 
ture by  preheating  the  air.  For  instance  in  gas  made  from 
anthracite  coal  we  have  been  able  to  maintain  a  temperature 
of  about  two  thousand  degrees  or  a  little  higher  without  pre- 
heating, but  by  running  the  waste  gases  through  a  series  of 
flues,  heating  the  incoming  air  and  gas,  we  have  been  able  to 
carry  it  up  to  2850  degrees  F.  I  suspect  that  the  results  which 
Mr.  Doherty  has  arrived  at  in  his  experiments  were  due  to 
burning  the  gas  in  some  sort  of  furnace  in  which  the  radia- 
tion or  other  incidental  losses  have  borne  an  undue  propor- 
tion or  a  variable  proportion.  I  do  not  know  what  conditions 
these  experiments  were  tried  under,  but  I  am  very  certain  that 
under  the  conditions  we  had,  we  did  get  a  higher  temperature 
by  taking  advantage  of  recuperation.  We  tried  it  time  after 
time,  checking  our  results  with  LeChatelier  pyrometers  in 
duplicate,  both  duly  tested. 

The  President:  Any  further  discussion  of  this  paper? 
If  not,  we  will  proceed  to  the  next  one.  The  next  paper  in 
order  would  be  Mr.  W.  A.  Baehr's  "Bulletin  of  Instructions  on 
the  Care  and  Operation  of  Recuperative  Benches."    I  under- 
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stand  that  Mr.  Baehr  is  not  here.    What,  if  any,  action  will 
you  take  ? 

Mr.  E.  G.  Cowdery  :  Mr.  President,  I  understand  that  Mr. 
Baehr  was  obliged  »to  go  to  St.  Louis  yesterday  on  account  of 
some  arrangements  which  it  was  necessary  for  him  to  make 
in  connection  with  the  balloon  ascensions  which  are  to  take 
place  there  soon.  I  would  therefore  move  you  that  the  paper 
by  Mr.  Baehr  be  not  taken  up,  but  that  like  all  papers  which 
may  need  revision  by  the  Publication  Committee,  it  be  referred 
to  that  committee,  and  that  it  appear  in  the  Proceedings,  and 
that  any  discussion  on  the  paper  may  be  put  in  writing  and 
sent  to  the  Secretary  for  insertion  in  the  Proceedings  in  a 
like  manner. 

Motion  seconded. 

The  President:  Gentlemen,  you  have  heard  the  motion. 
Are  there  any  remarks  ? 

Mr,  a.  E.  Forstall:  Should  there  not  be  some  limit  of 
time  within  which  discussion  on  Mr.  Baehr's  paper  will  be 
accepted? 

The  President:  Yes,  but  I  think  that  would  be  a  difficult 
thing  to  settle.  The  discussion,  of  course,  will  have  to  be  in 
before  the  publication  of  the  Proceedings. 

A  Member  :  How  would  it  do  to  make  it  thirty  days  ? 

Mr.  a.  E.  Forstall  :  I  would  suggest  that  if  such  discus^ 
cion  is  not  in  within  three  weeks  that  it  be  understood  that  it 
is  not  to  be  included. 

The  President:  Do  you  make  that  as  an  amendment  tc^ 
Mr.  Cowdery's  motion? 

Mr.  a.  E.  Forstall:  If  Mr.  Cowdery  has  no  objectioa 
that  can  be  included. 

The  President:  Is  that  included,  Mr.  Cowdery? 

Mr.  E.  G.  Cowdery  :  Yes,  that  is  agreeable  to  me. 

The  President:  Then,  gentlemen,  you  have  heard  tKe 
motion.  Those  in  favor  please  say  "Aye.^  Contrary  minds 
"No."    Carried. 
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A  BULLETIN 

OF  INSTRUCTIONS  ON  THE  CARE  AND  OPERATION 

OF  RECUPERATIVE   BENCHES. 


By  W.  a.  Bakhr,  St.  Louis,  Mo. 


When  I  was  requested  to  write  this  paper  by  Mr.  Walton 
Clark,  he  expressed  a  desire  that  I  should  deduce  a  set  of  rules 
for  the  care  and  operation  of  recuperative  benches  which 
should  be  so  concise  and  simple  that  any  retort  house  foreman 
should  be  able  to  readily  understand  and  follow  them.  I  will 
endeavor  to  do  this,  and  will  formulate  such  instructions  at 
the  end  of  this  paper.  Prior  to  doing  so,  however,  it  appears 
desirable  that  some  of  the  elementary  principles  of  recupera- 
tive bench  construction  and  operation,  as  well  as  of  thermo- 
chemical  actions  and  reactions  should  be  presented,  and  an 
effort  made  to  harmonize  a  number  of  existing  conditions  in 
regard  to  a  rational  method  of  rating  benches,  also  as  to 
definitions  of  styles  of  construction  and  names  of  parts.  It 
also  appears  highly  desirable  to  endeavor  to  exhibit  a  table  of 
data  regarding  actual  results  obtained  in  practice  in  the  more 
or  less  representative  gas  plants  of  this  country,  in  order  that 
a  person  might  readily  refer  thereto,  and  thereby  compare  the 
outcome  of  his  efforts  for  improvement  with  those  actually 
accomplished  elsewhere. 

No  attempt  will  be  made  in  this  paper  to  compare  hori- 
zontal, inclined  and  vertical  retort  construction,  nor  will  I 
endeavor  to  cover  the  operation  of  the  two  latter  types.  Ap- 
pended is  a  list  of  references  which  were  consulted  during  the 
preparation  of  this  paper. 

RECUPERATIVB,    OR   REGENERATIVE. — REVERBERATOR V. 

A  great  deal  of  confusion  exists  as  to  whether  gas  benches 
as  ordinarily  built  are  of  recuperative  or  of  regenerative  con- 
struction.    We  should  inquire  into  this  matter,  and  see  if  the 
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question  cannot  be  determined.     The  Century  Dictionarj'  and 
Cyclopedia  supplies  us  with  the  following  definitions  : — 

*'  Recuperate,  v. — To  recover  ;  regain. 

Recuperator,  n. — i.  One  who  or  that  which  recuper- 
ates, or  recovers. 

2.  That  part  of  the  Ponsard  furnace  which  answers  the 
same  purpose  as  the  regenerator  of  the  Siemens  regener- 
ation furnace.     See  regenerator. 

Regenerate,  v. — i.  To  generate  or  produce  anew;  re- 
produce. 

Regenerative,  a. — i.  Producing  regeneration;  renewing. 

2.  In  metallurgy,  on  the  principle  of  the  Siemens  re- 
generator, or  so  constructed  as  to  utilize  that  method  of 
economizing  fuel,  as  in  the  term  regenerative  gas  fufnace. 
See  regenerator. 

Regenerative  Burner. — In  gas  lighting,  a  device  by 
which  the  current  of  gas  is  heated  before  it  reaches  the 
flame,  thus  making  combustion  more  complete. 

Regenerative  Furnace. — A  furnace  in  which  the  waste 
heat  of  the  products  of  combustion  is  utilized  by  being 
transferred  to  either  the  air  or  the  combustible  gases, 
or  both,  entering  the  furnace.  This  transfer  is  effected 
by  means  of  so-called  *  regenerators.  * 

Regenerator,  n. — 2.  In  metallurgy,  a  chamber  filled 
with  a  checker  work  of  fire-bricks;  that  part  of  a  re- 
generative furnace  in  which  the  waste  heat  of  the  gases 
escaping  from  the  hearth  is,  by  reversal  of  the  draft  at 
suitable  intervals,  alternately  stored  up  and  given  out  to 
the  gas  and  air  entering  the  furnace.  The  idea  of  em- 
ploying what  is  now  generally  called  the  '  regenerative 
system  *  of  heating  was  first  conceived  by  Robert  Stir- 
ling, in  i8i6,  but  his  arrangement  for  carrying  it  out  was 
not  a  practical  one.  The  present  form  of  the  furnace,, 
and  in  general  the  successful  application  of  the  principle,, 
constituting  a  highly  important  improvement  in  the  con- 
sumption of  fuel,  are  due  to  the  brothers  Siemens.  The 
regenerative  system  has  already  been  extensively  applied 
to  various  metallurgical  and  manufacturing  processes, 
and  is  likely  to   receive  still  further  development.    Ac- 
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cording  to  the  Siemens  regenerative  method,  there  must 
be  at  least  one  pair  of  regenerative  chambers,  in  order 
that  the  heat  may  be  in  process  of  being  stored  up  in  one 
while  being  utilized  in  the  other.  In  the  Siemens  regener- 
ative reheating-  or  mill-furnace,  there  are  two  pairs  of 
chambers,  each  pair  consisting  of  one  larger  and  one 
smaller  chamber,  through  one  of  which  the  air  passes, 
and  through  the  other  the  gas  on  its  way  to  the  furnace. 
The  so-called  '  Ponsard  recuperator '  is  a  form  of  re- 
generator in  which,  by  an  ingenious  arrangement  of  solid 
and  hollow  fire-bricks,  the  current  is  made  continuous  in 
one  direction,  instead  of  requiring  reversal  as  in  the 
Siemens  regenerative  furnace.  This  form  of  furnace  has 
been  employed  for  reheating  in  rolling  mills. 

Reverberate,  v. — i.  To  beat  back  ;  repel  ;  repulse. 

3.  To  turn  back  ;  drive  back  ;  bend  back  ;  reflect  ;  as 
reverberate  rays  of  light  or  heat. 

4.  Specifically,  to  deflect  (flame  or  heat)  as  in  a  re- 
verberatory  furnace. 

Reverberatory  furnace. — A  furnace  in  which  the  fuel  is 
not  brought  directly  in  contact  with  the  material  to  be 
acted  on  by  the  fire,  but  which  is  so  arranged  that  the 
flame  of  .the  burning   gases  plays  over  or   is  *  reverber- 
ated '  upon  the  ore  or  metal  under  treatment.** 
The    Standard    Dictionary,    Nelson's    Encyclopedia,    and 
Knight's  American  Mechanical  Dictionary  give  definitions  of 
"regenerator,"  and  '*  regencfrating  furnace,"  which  are  not 
as  complete  as  those  of  the  Century  Dictionary,  but  which 
bring  out  the  idea  of  reversal  of  flow. 

The  following  extract  from  the  Encyclopedia  Britannica 
serves  to  confirm  the  essential  principles  of  a  reverberatory 
furnace  : 

"Reverberatory  Furnace. — Blast  furnaces  are,  from 
the  intimate  contact  between  the  burden  to  be  smelted 
and  the  fuel,  the  least  wasteful  of  heat  ;  but  their  use 
supposes  the  possibility  of  obtaining  fuel  of  good  quality 
and  free  from  sulphur  or  other  substances  likely  to  de- 
teriorate the  metal  produced.  In  all  cases,  therefore, 
where  it  is  desired  to  do  the  work  out  of  contact  with  the 
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solid   fuel,  the  operation  of   burning  or   heat-producing 
must  be  performed  in  a  special  fire-place  or  combustion 
chamber,  the  body  of  flame  and  hearted  gas  being  after- 
wards made  to  act  upon  the  surface  of  the  material  ex- 
posed in  a  broad  thin  laj'er  in  the  working  bed  or  labora- 
tory of  the  furnace  by  reverberation  from  the  low  vaulted 
roof  covering  the  bed.     Such  furnaces  are  known  by  the 
general  name  of   reverberatory  or  reverbatory  furnaces, 
also   as  air  or  wind  furnaces,  to  distinguish  them  from 
those  worked  with  compressed  air  or  blast." 
I    believe  these  definitions   of  a  reverberatory   furnace  as 
covered  in  the  Century  Dictionary  and  Encyclopedia  Britan- 
nica  are  so  clear,  and  make  that  type  of  furnace  so  distinctive 
from  a  recuperative  or  a  regenerative  furnace,  that  we  can  drop 
the  word  reverberatory  as  being  not  apposite  to  the  gas  busi- 
ness in  the  sense  in  which  we  are  connected  with  it,   viz. ;  jjas 
used  for  city  distribution,  and  this  seems  to  justify  dropping 
a  further  discussion  of   this   word,  and   of  this  type  of  con- 
struction. 

Not  so,  however,  with  the  words  recuperative  and  regener- 
ative. Referring  for  a  moment  to  "Die  Gaserzeuger  und 
Gasfeuerungen"  by  Ernst  Schmatolla,  edition  1901,  pp.  66, 
67  and  68,  we  find  a  general  description  of  regenerators.  In 
general  his  description  comprises  a  chamber  or  set  of  chambers 
filled  with  fire-brick,  through  which  the  hot  waste  gases  are 
passed  until  the  checker  work  of  fire-brick  is  heated,  it  being 
understood  that  this  passage  of  gases  takes  place  in  one 
continuous  direction  during  this  heating  process.  After 
the  regenerative  chamber  has  attained  a  suitably  high  temper- 
ature, the  flow  of  the  hot  gases  through  it  is  stopped,  and  gas 
or  air  is  admitted  into  this  chamber  and  flows  through  it  in  the 
opposite  direction  from  that  of  the  hot  waste  gases,  and  in  this 
manner  the  air  or  gas  is  preheated.  The  process  is  described 
distinctly  as  an  intermittent  one,  and  the  idea  of  reversal  in 
direction  of  the  hot  waste  gases,  and  the  air  or  gas  to  be  pre- 
heated, is  also  clearly  brought  forth. 

We  have  -still  another  reference  on  this  question  in  the 
*' Lehrbuch  der  Chemischen  Technologic  der  Energien,**  by 
Hans  V.  Jiiptner.     This  book  of  Jiiptner's  constitutes  one  of 
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the  most  authoritative  as  well  as  oue  of  the  most  lecent  publi- 
cations on  these  subjects,  not  on!}'  in  Germany  but  in  the 
scientific  world.  Referring  to  the  1906  edition,  Book  I,  Part 
2,  we  find  several  clear  and  distinct  definitions  or  ideas  on  the 
words  **  recuperative  "  and  **  regenerative."  Here  are  some 
of  these  distinctions  as  set  forth  in  Jiiptner's  work  : — 
Page  60. — '*  Recuperators'*  are  defined  as  **  preheaters. ' * 

'* Regenerators"  are  <iefined  as  '^storage  places  of 
heat." 
Page  105.— In  the  chapter  describing  **  Kinds  of  Heat  Pro- 
ducers," Jiiptner  states  as  follows: — 
*'  *  Regenerators,'  or  storage  places  of  heat,  are  so  called 
because  the  material  receiving  the  heat  (checker  work  of 
fire-brick)  gathers  this  heat  from  the  products  of  combus- 
tion for  a  given  period  of  time,  in  order  to  give  it  out 
again  later  on  to  the  substance  to  be  heated." 
Page  135. — In  chapter  XIV,  Jiiptner  treats  of  "Recuper- 
ators, Regenerators  and  Air   Heaters,"   and  here  a  further 
distinction  of  the  words  under  discussion  is  introduced.     Here 
these  styles  of  construction  have  certain  additional  distinctive 
features  added  as  follows:  "Recuperators"  are  styled  as  those 
subject   to  continuous  operation,  while  "regenerators'*  are 
stated  as  those  subject  to  intermittent  operation. 

As  I  have  already  gone  into  this  part  of  the  subject  at 
length  I  simply  wish  to  add  another  line  of  thought  concern- 
ing it  which  is  offered  by  Mr.  J.  M.  Rusby,  of  the  United 
Gas  Improvement  Company  of  Philadelphia.  The  following 
extract  from  a  letter  I  received  from  Mr.  Rusby  under  date  of 
July  17,  1907,  covers  the  points  he  brings  forth  : — 

"  To  regenerate  means  to  redevelop.  Thus  apparently 
referring  to  sensible  heat  (in  which  form  all  waste  heat  is 
recovered  in  recuperation),  its  redevelopment  from  the 
latent  heat  of  steam  by  condensation  might  be  considered 
a  regenerative  process;  also,  its  development  from  the 
latent  heat  of  combustion  of  producer  gas  by  burning  is 
such;  also  (see  *  Gas  and  Gas  Making,'  Encyclopedia 
Americana),  a  deep  furnace  which  makes  producer  gas  for 
subsequent  burning  at  another  part  of  the  setting,  is 
properly  called  a  regenerative  furnace. 
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**  From  the  foregoing,  does  it  not  rather  seem  that  both 
the  recuperative  constant  flow  flues  of  the  coal  gas  bench 
and  sdso  the  brick-filled  Siemens  '  stove '  should  both  be 
called  recuperators,  the  word  regenerative  being  reserved 
to  only  apply  to  furnaces  which  make  producer  gas  with 
its  stored  latent  heat  of  combustion,  or  regeneration  of 
sensible  heat,  but  is  this  occasional  fact  a  warrant  for 
g^iving  it  another  name  than  recuperator  ?  Since  the 
words  regeneration  and  recuperation  have  no  relation 
whatever,  it  being  possible  for  a  furnace  to  possess  one 
without  the  other,  it  seems  that  they  should  be  kept 
carefully  separate. 

*  *  The  Siemens  *  stove '  might  be  called  an  intermittent 
recuperator,  and  the  flues  of  the  coal  gas  bench  a  con- 
tinuous recuperator;  more  appropriate  titles  may  suggest 
themselves  to  you. 

*'  Present  usage,  however,  even  by  the  best  writers,  is 
not  in  entire  conformity   with  the  foregoing.     In  many 
cases,  as  you  state,  there  is  no  effort  at  even  consistency. 
One  of  the  most  careful  writers  whom  we  have  happened 
to  find  (see  Damour's  'Industrial  Furnaces,*  1906,  pub- 
lished by  the  Engineering  and  Mining  Journal,  New  York 
City),  appears  to  use  these  terms  about  as  you   suggest  ; 
thus,  while   he  in  his  general  treatment  calls  both  the 
Siemens  stove  and  the  coal  gas  bench  flues  recuperators, 
he  nevertheless  thereaftel*  practically  separates  them  and 
calls  the  Siemens  stove  a  regenerator  (p.  238).      He  also 
alludes  (p.  116)  to  the  receiving  of  carbon  dioxide  by  a 
furnace,  and  its  conversion  thereby  into  combustible  car- 
bon monoxide,  etc.,  as  a  *  so-called  '  regenerative  process ; 
as  to  his  precise  practical  use  of  this  term  regenerative,  I 
must  refer  you  to  his  book.'* 
From  the  foregoing  it  appears  that  I  may  suggest  the  fol- 
lowing definitions  of  the  words  ''recuperative"  and  "regener- 
ative," as  applied  to  coal  gas  benches,  and   it  is,  of  course, 
open  to  question  as  to  whether  the  profession  in  general  sees 
fit  to  adopt  them.     I  wish  to  add,   however,  that  the  line  of 
thought  suggested  by  Mr.  Rusby  is  very  pertinent,  and  prob- 
ably, in  the  strictest  interpretation   of   the   words   and  their 
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meaning,  he  is  correct.  Owing,  however,  to  the  almost 
universal  adoption  of  the  word  **  regenerative,"  as  describing 
the  Siemens  furnace,  by  the  most  careful  and  authoritative 
technical  writers  at  home  as  well  as  abroad,  I  would  hesitate 
to  reject  this  meaning  as  being  the  incorrect  one  in  the  field 
of  technology,  whatever  may  be  the  etymological  one. 

RECUPERATIVE   BENCH. 

A  recuperative  bench  is  one  in  which  one  of  the  essential 
parts  is  a  recuperator,  or  set  of  recuperators;  whose  function 
is  the  preheating  of  some  substance,  usually  air,  whether  that 
be  primary  or  secondary  air,  or  both ;  such  preheating  being 
accomplished  by  continuous,  operation,  in  one  direction  of 
passage  of  the  substance  to  be  heated  through  a  flue,  or  set  of 
flues,  and  without  reversal  of  direction,  and  without  a  trans- 
position from  one  flue  or  set  of  flues  to  another  flue  or  set  of 
flues.  The  latter  phase  of  the  definition  practically  forces 
the  additional  statements  that  the  transfer  of  heat  takes  place 
through  the  walls  of  the  flue  or  flues,  which  walls  in  no  sense 
of  the  word  are  to  be  considered  as  storing  up  heat,  and  the 
substance  supplying  the  heat  must  in  consequence  be  separated 
from  the  substance  to  be  heated  by  the  walls  referred  to,  and 
in  its  turn  must  have  one  direction  of  passage  through  the 
flue  or  flues,  and  must  not  be  transposed  from  one  flue  or  set 
of  flues  to  another.  This  might  properly  be  called  a  continu- 
ous recuperator. 

REGENERATIVE   FURNACE. 

A  regenerative  furnace,  in  the  technical  sense  of  the  word, 
is  one  in  which  one  of  the  essential  parts  is  a  flue  or  chamber, 
or  set  of  chambers,  which  is  used  for  the  preheating  of  some 
substance,  usually  gas  or  air,  or  both  ;  such  preheating  being 
accomplished  by  distinctly  intermittent  operation  ;  the  sub- 
stance to  be  heated  passing  through  such  a  chamber,  or  set  of 
chambers,  for  a  limited  period  of  time  ;  after  which  it  is  trans- 
posed to.another  chamber  or  set  of  chambers ;  the  first  chamber, 
or  set  of  chambers,  then  having  the  substance  supplying  the 
heat  introduced  into  it,  for  the  purpose  of  storing  up  heat; 
after  which  the  substance  to  be  heated  is  again  transposed 
into  the  first  chamber  or  set  of  chambers,  for  the  purpose  of 
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taking  up  the  stored  heat,  and  so  on  ad  infinituili.  One  of 
the  essential  ideas  is  a  distinct  storing  up  of  heat ;  another  is 
the  giving  out,  and  absorbing  of  such  heat  by  convection  and 
radiation  of  such  heat,  and  not  by  transmission  of  the  heat 
through  any  substance,  such  as  walls  of  flues.  It  follows, 
therefore,  that  the  substance  giving  out,  and  the  substance 
receiving  the  heat,  can  not  occupy  one  chamber,  or  set  of 
chambers,  at  the  same  time.  I  can  not  And  that  the  reversal 
of  flow  is  necessary  to  the  technical  correct  understanding  of 
the  term,  but  such  reversal  of  direction  of  flow  of  the  two 
substances  would  probably  be  employed.  This  might  more 
strictly  be  called  an  intermittent  recuperator. 

I  will  enter  a  plea  right  here  that  writers  on  these  subjects 
be  very  careful  of  the  terms  they  use,  and  if  still  better  defini- 
tions are  devised  than  the  foregoing,  so  much  the  better  for 
all  of  us. 

A  RATIONAL  METHOD  OF  RATING  OR  CLASSIFYING 
RECUPERATIVE  BENCHES,  PARTICULARLY  AS  TO 
DEPTH   OF   FIRE   AND  AMOUNT  OF  RECUPERATION. 

It  has  become  customary  among  us  all  and  among  the  manu- 
facturers to  speak  of  half,  three-quarter,  and  full-depth  recu- 
perative benches,  and  it  appears  to  me  to  be  highly  desirable 
to  discard  such  terms,  which  upon  close  analysis  can  not  be 
supported  by  good  reason  and  argument,  and  adopt  in  their 
stead  some  rational  method  of  rating  benches  which  will  satis- 
factorily and  logically  fill  all  requirements. 

In  a  paper  I  wrote  for  the  Ohio  Gas  Light  Association  for 
the  1903  meeting,  I  offered  the  following  definitions  of  certain 
so-called  types  of  benches: 

* '  A  full-depth  recuperative  bench  is  one  in  which  both  the 
primary  and  the  secondary  air  is  preheated. 

'*  A  half-depth  recuperative  bench  is  one  in  which  the  sec- 
ondary air  only  is  preheated.*' 

I  wish  to  state  that  these  definitions  now  appear  to  me 
erroneous,  and  I  wish  to  retract  them  right  here. 

To  start  with,  it  is  easy  to  see  how  two  manufacturers,  for 
instance,  could  be  bidding  on  a  certain  job  of,  say.  so-called 
half-depth  benches.     Both  might  offer  the  same  number  and 
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size  of  retorts,  iron  work  and  all  that,  but  one  might  put 
in  recuperators  down  to  the  level  of  the  foundation,  while 
another  might  stop  them  two  feet  above  the  grates.  Both 
would  be  bidding  on  half -depth  benches,  but  the  competition 
wotild  be  wholly  unfair,  unless  due  allowance  was  made  for 
this  discrepancy. 

It  appears  to  me  to  be  essential  to  state  the  primary  objects 
to  be  accomplished  in  the  design  and  construction  of  a  recu- 
perative bench.     As  I  see  them,  these  objects  are: 

First.  To  completely  carbonize  the  maximum  quantity  of 
coal  in  the  effective  length  of  the  retorts  in  the  shortest  possi- 
ble period  of  time. 

Second.  To  do  this  with  the  least  possible  cost  (such  as  for 
bench  fuel,  labor,  etc.). 

The  above  considerations  lead  us  to  first  consider  the  retort 
itself.  Here  we  should  endeavor  to  be  able  to  properly  car- 
bonize as  much  coal  as  possible  per  unit  of  effective  length  of 
the  retort  in  the  shortest  possible  time.  This,  of  course,  re- 
quires a  certain  number  of  heat  units  per  unit  of  time,  and 
this  in  turn  necessitates  a  certain  producer  gas  capacity. 
Omitting  for  the  moment  the  gas  producer  portion  of  the 
argument,  I  will  try  to  show  that  there  should  be  a  certain 
recuperation  capacity  per  unit  of  effective  retort  contents  in 
any  given  recuperative  bench. 

RBLATION    OF    EFFECTIVE    RETORT    CONTENTS    TO 
RECUPERATION. 

The  greater  the  amount  of  coal  carbonized  per  unit  of 
effective  retort  contents,  the  greater  is  the  amount  of  a  given 
quality  of  producer  gas  that  must  be  burned  in  a  given  length 
of  time,  and  this  necessitates  in  turn  a  greater  recuperation 
capacity.  This  statement  appears  to  me  to  be  true,  and  from 
it  there  follows  the  conviction  that  there  is  probably  an  eco- 
nomical relation  between  effective  retort  capacity  and  effective 
recuperation  capacity.  Now,  how  should  this  relation  be 
expressed? 

It  first  occurred  to  me  that  the  effective  retort  capacity 
should  be  the  proper  expression  to  use,  but  this  may  lead  to 
erroneous  conclusions,  inasmuch  as  the  shape  of  a  retort  may 
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alter  the  relation  of  the  interior  surface  to  the  cubical  con- 
tents. It  appears,  therefore,  that  it  would  be  wiser  if  we 
used  both  the  effective  cubical  contents,  and  effective  interior 
surface  of  the  retorts,  and  expressed  their  relations  to  the 
effective  recuperation  surface.  It  appears  to  be  somewhat 
puzzling  to  select  the  effective  recuperation  surface,  but  after 
study  I  would  suggest  that  that  surface  of  the  recuperators 
which  is  in  contact  with  the  hot  waste  gases,  and  which  has 
the  incoming  air  on  the  opposite  side  of  the  wall,  be  adopted. 
In  other  words,  I  would  not  consider  as  effective  the  portion 
of  the  recuperator  surface  which  touches  the  wall  of  the  arch 
of  the  bench,  nor  any  such  surface  which  does  not  transmit 
heat  directly  through  the  material  to  the  incoming,  passing  air 
on  the  other  side  of  it.  This  may  not  be  exactly  the  truest 
expression  of  effective  recuperator  surface,  inasmuch  as  heat 
is  undoubtedly  transmitted  through  the  walls  in  other  direc- 
tions than  perpendicular  to  the  surface  of  the  wall;  but  by 
adhering  to  the  method  I  have  suggested,  it  will  have  the 
merit  of  uniformity,  and  will  always  enable  comparisons  to  be 
made.     I  will  use  it  thus  in  this  discussion. 

If,  then,  when  we  order  or  design  benches,  we  will  specify 
the  relation  between  effective  retort  contents,  effective  interior 
retort  surface,  and  effective  recuperation  surface,  we  should 
certainly  be  enabled  to  secure  at  least  honest  competition,  and 
eventually  we  will  find  what  is  the  economical  relation  be- 
tween these  qualities. 

In  as  far  as  effective  retort  contents  and  effective  interior 
surface  of  retorts  are  concerned,  I  will  simply  state  my  ideas 
on  these  points  in  connection  with  ordinary  horizontal  retorts. 
I  would  figure  the  effective  portion  of  a  retort  as  beginning  at 
the  interior  of  the  front  wall  of  the  bench,  and  extending  on 
the  inside  up  to  the  joint  between  the  back  and  the  body  of 
the  retort.  This  omits  figuring  the  back  entirely,  as  it  is 
usually  bricked  up  solidly  against  the  rear  wall  of  the  bench, 
and  also  omits  that  portion  of  the  front  end  projecting  into 
the  front  wall  of  the  bench.  The  figuring  of  a  through  retort, 
or  of  vertical  or  inclined  retorts,  would  be  considered  on  a 
similar  basis,  but  will  not  be  treated  in  this  paper. 
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I  am  unable  to  state  just  what  these  relations  should  be  at 
this  writing,  but  have  certain  data  regarding  current  practice 
which  I  herewith  present.  One  company  prominent  in  the 
manufacture  of  fire-brick  products  in  the  United  States,  who 
build  many  benches  every  year,  have  kindly  given  me  their 
plans  and  figures  on  various  types  of  benches,  as  follows  : 

SO-CALLED   HALF-DEPTH   BENCH   OF  SIX    RETORTS. 

Retorts,  i6  in.  x  28  in.  x  9  ft.  o  in. 

Effective  length  retorts  7  ft.  9  in. 

Eflfective  interior  surface  per  retort,  6441  sq.  in. 

Effective  interior  surface  per  6  retorts,  38646  sq.  in.  - 

Effective  cubical  contents  per  retort,  31577  cu.  in. 

Effective  cubical  contents  per  6  retorts,  189462  cu.  in. 

Effective  recuperation  surface,  16034  sq.  in.    - 

Ratio  of  effective  recuperation  surface  to  effective  interior 
surface  of  all  6  retorts,  41. 5J^. 

Ratio  of  effective  recuperation  surface  in  square  inches  to 
effective  cubical  contents  of  all  6  retorts  in  cubic  inches,  8.46^. 

SO-CALLED  THREE-QUARTER  DEPTH  BENCH   OF  SIX   RETORTS. 

Retorts,  16  in.  x  28  in.  x  9  ft.  o  in. 

Effective  length  retorts,  7  ft.  9  in. 

Effective  interior  surface  per  retort,  6441  sq.  in. 

Effective  interior  surface  per  6  retorts,  38646  sq.  in. 

Effective  cubical  contents  per  retort,  31577  cu.  in. 

Effective  cubical  contents  per  6  retorts,  189462  cu.  in. 

Effective  recuperation  surface,  22287  sq.  in. 

Ratio  of  effective  recuperation  surface  to  effective  interior 
surface  of  all  6  retorts,  57.75^. 

Ratio  of  effective  recuperation  surface  in  square  inches  to 
effective  cubical  contents  of  all  6  retorts  in  cubic  inches,  1 1 .  75^. 

SO-CALLED   FULL-DEPTH   BENCH   OF  SIX   RETORTS. 

Retorts,  16  in.  x  28  in.  x  9  ft.  o  in. 

Effective  length  retorts,  7  ft.  9  in. 

Effective  interior  surface  per  retort,  6441  sq.  in. 

Effective  interior  surface  per  6  retorts,  38646  sq.  in. 

Effective  cubical  contents  per  retort,  31577  cu.  in. 


Digitized  by  VjOOQIC 


752 

Effective  cubical  couteats  per  6  retorts,  189462  cu.  in. 

Effective  recuperation  surface,  32174  sq.  in. 

Ratio  of  effective  recuperation  surface  to  effective  interior 
surface  of  all  6  retorts,  83.2^. 

Ratio  of  effective  recuperation  surface  in  square  inches  to 
effective  cubical  contents  of  all  6  retorts  in  cubic  inches,  17^. 

SO-CALLED   FULL-DEPTH   BENCH   OF   NINE   RETORTS. 

This  particular  bench  contains  6  retorts  16  in.  x  28  in.  x  9 
ft.  4j4  in.,  and  3  retorts  16  in.  x  26  in.  x  9  ft.  4}^  in. 

Effective  length  of  all  retorts,  JB  ft.  i>^  in.      ' 

Effective  interior  surface  of  retorts  is  as  follows  : 

Size,  16  in.  x  28  in.  x  8  ft.  ij4  in.=  6753sq.  in.  =  40518  sq. 
in.  for  6  retorts. 

Size,  16  in.  x  26  in.  x  8  ft.  i>4  in.=  6490  sq.  in.  =  19470  sq. 
in.  for  3  retorts. 

Total  effective  interior  surface  =  59988  sq.  in.  for  9  retorts. 

Effective  cubical  contents  of  retorts  is  as  follows  : 

Size,  16  in.  x  28  in.  x  8  ft.  jyi  in.  =  33005  cu.  in.=  198030 
cu.  iiu  for  6  retorts. 

Size,  16  in.  x  26  in.  x  8  ft.  ij4  in.  =  31522  cu.  in.=  94566 
cu.  in.  for  3  retorts. 

Total  effective  cubical  contents  =  292596  cu.  in.  for  9 
retorts. 

Effective  recuperation  surface  =  32174  sq.  in. 

Ratio  of  effective  recuperation  surface  to  effective  interior 
surface  of  all  9  retorts,  53.55^. 

Ratio  of  effective  recuperation  surface  in  square  inches  to 
effective  cubical  contents  of  all  9  retorts  in  cubic  inches,  11%. 

These  figures  show  nothing  except  an  arbitrary  relation. 
The  extent  to  which  recuperation  is  to  be  carried  in  order  to 
secure  the  greatest  commercial  economy  is,  as  far  as  I  am  able 
to  determine,  as  yet  unknown.  I  have  knowledge,  however, 
of  recent  installations  in  which  I  believe  the  recuperation  has 
been  applied  to  an  extent  never  before  attempted. 

There  is  another  aspect  of  recuperation  which  I  wish  to 
present  for  consideration,  or  rather  a  more  forcible  presenta- 
tion of  the  reason  or  desirability  for  recuperation.  I  know  of 
no  better  way  to  concisely  and  tersely  present  the  matter  than 
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to  quote  from  a  letter  I  received  from  Mr.  B.  E.  Chollar  under 
date  of  Jul^  15,  1907  : 

**  Recuperation.  Let  us  suppose,  for  illustration,  that  one- 
fifth  of  the  heat  from  the  furnace  is  absorbed  by  the  retorts, 
and  another  is  enough  for  the  chimney,  there  remains  three- 
fifths  for  possible  recuperation.  Now,  if  an  area  equal  to  the 
retort  surface  takes  one-fifth,  the  absorbing  surface  for  the 
three-fifths  to  be  recovered  should  be  at  least  three  times  as 
much  as  the  retort  area.  In  other  words,  if  the  above  suppo- 
sition should  .happen  to  be  right,  the  maximum  recuperator 
surface  should  be  about  three  times  the  retort  area.  This  area 
is  for  only  one  set  of  flues.  To  get  the  total  of  radiating  and 
absorbing  surface  this  area  should  be  doubled.  This  is  just 
one  way  of  looking  at  the  question.  It  is  not  a  recommenda- 
tion to  be  carried  to  the  limit.'* 

I  believe  Mr.  Chollar  brings  out  his  point  very  clearly,  and 
in  your  own  minds  you  can  compare  his  illustration  with  the 
figures  from  the  manufacturers'  standard  previously  quoted. 

In  some  of  my  previous  papers  on  this  subject  I  referred  to 
a  paper  written  by  Mr.  Fred.  Bredel,  and  read  before  the 
Western  Gas  Association  in  May,  1892,  entitled,  **The  Ad- 
vantages of  Recuperative  Furnaces  in  the  Utilization  of 
Heat." 

I  wish  to  again  call  attention  to  this  paper.  Almost  all  of 
the  thermal  calculations  concerning  standard  recuperative 
bench  operation  are  given  therein,  and,  what  is  more,  the  var- 
iation of  the  specific  heat  of  various  gases  at  different  temper- 
atures is  taken  into  consideration  in  the  figures.  Anyone  who 
undertakes  to  delve  into  the  mysteries  of  recuperative  benches, 
should  study  this  excellent  paper  by  Mr.  Bredel,  and  he  will 
find  that  Mr.  Bredel  had  it  all  figured  out  very  well  long  ago, 
and  that  a  great  many  of  the  more  recent  efforts  in  this  direc- 
tion are  not  nearly  so  good  as  Mr.  Bredel' s. 

This  same  gentleman  read  a  paper  before  the  Ohio  Gas  Light 
Association  in  the  same  year,  viz.,  1892,  entitled,  '*The  De- 
termination and  Regulation  of  the  Proper  Proportions  of  Pri- 
mary and  Secondary  Air  and  Steam  in  Regenerative  Furnaces." 
In  this  paper  Mr.  Bredel  arrives  at  the  conclusion  that  the 
waste  gases  on  leaving  a  good  recuperator  shotdd  not  have  a 
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higher  temperature  than  350°  to  360^  C,  or  650°  to  680°  Fahr. 
It  may  be  that  such  figures  are  as  good  as  we  should  strive  to 
attain  in  commercial  operation,  but  it  looks  to  me  as  though 
there  were  some  possibilities  in  carrying  recuperation  still 
further,  even  though  the  balance  of  the  sensible  heat  which 
could  be  extracted  from  the  waste  gases  was  utilized  in  other 
ways  than  to  preheat  secondary  air.  I  make  this  statement 
because  the  sensible  heat  in  the  waste  gases  is  greater  than  can 
be  taken  up  by  the  secondary  air  alone. 

Before  making  any  further  reference  to  the  proper  amount 
of  recuperation  for  any  given  retort  installation,  I  will  here 
outline  the  principal  thermal  considerations  of  a  recuperative 
construction.  Omitting  the  consideration  of  utilizing  water 
or  steam  under  the  grates,  and  also  losses  by  radiation,  con- 
vection, opening  of  doors,  ash,  clinkers,  etc.,  we  have: 

1.  A  given  amount  of  fuel,  say  carbon,  burns  to  CO2  , 
through  a  producer  gas  operation,  and  develops  a  certain  high 
flame  temperature,  *'A."  The  products  of  combustion,  there- 
fore, at  first  have  a  temperature  '*A,*'  and  pass  around  the 
retorts  to  the  entrance  of  the  recuperator,  where  they  have 
a  lower  temperature  **B." 

2.  The  amount  of  heat,  therefore,  required  to  heat  the  re- 
torts (omitting  all  losses)  is  measured  by  the  drop  in  temper- 
ature of  the  products  of  combustion  from  "A'*  to  "  B,"  times 
the  average  specific  heat  of  said  gases  between  said  temper- 
atures. 

3.  The  amount  of  available  heat  left  in  the  products  of  com- 
bustion at  the  top  of  the  recuperators,  is  measured  by  the  drop 
in  temperature  from  "  B  "  to  atmospheric  temperature  '*  C," 
times  the  mean  or  average  specific  heat  of  said  gases  between 
said  temperatures  "  B  "  and  **  C,"  again  omitting  all  losses. 

If  we  should  assume  "C"  =20°  C.  and  "B"  =  1150^ 
C. ,  then  the  maximum  available  drop  in  temperature  in  the 
recuperators  is  1130°  C.  As  the  amount  of  waste  gases  is 
greatl)'  in  excess  of  the  amount  of  secondary  air,  and  also  be- 
cause of  the  greater  thermal  capacity,  it  appears  to  me  impos- 
sible to  utilize  all  of  the  available  heat  between  the  tempera- 
tures **B"  and  "C"  for  preheating  the  secondary  air,  and 
there  are  certain  physical  conditions  which  make  an  attempt 
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at  preheating  the  primary  air  to  any  great  extent  consider- 
able of  a  question. 

I  must  say  that  the  ideal  way  to  construct  benches  appears 
to  me  to  have  separate  continuous  gas  producers  serving  a 
stack  of  benches,  using  as  much  of  the  sensible  heat  of  the 
waste  gases  as  possible  for  preheating  the  secondary  air,  and 
the  balance  might  be  applied  for  preheating  the  primary  air, 
the  fuel  itself,  or  possibly  in  still  other  ways. 

I  must  also  say  that  I  am  unable  to  give  the  commercially 
best  amount  of  recuperation  surface  for  preheating  secondary 
air  as  related  to  any  given  retort  installation,  but  am  of  the 
opinion  that,  if  anything,  we  use  too  little  rather  than  too 
much.  I  would  also  say  that  the  figures  of  the  particular 
manufacturer  I  cited  are  such  that  I  believe  I  would  specify 
still  greater  percentages  than  those  quoted.  The  whole  art  is 
still  so  indefinite  that  I  believe  we  shall  only  gradually  come 
to  a  correct  understanding  of  the  proper  recuperator  relations. 

I  will  not  endeavor  to  cover  such  practical  considerations 
as  sizes  of  flues,  leakage  between  the  waste  gas  and  air  flues, 
thickness  of  walls,  change  of  direction  of  flues,  etc. ,  because 
these  form  special  features  of  design  which  I  did  not  intend  to 
consider.  For  heat  transmission  through  firebrick,  see  dia- 
gram by  Mr.  Fred  Bredel,  page  137,  Proceedings  of  Western 
Gas  Association,  1892  to  1895  inclusive.  I  believe  that  the 
functions  of  a  recuperator  can  be  outlined  briefly  as  follows: — 

First.  The  length  of  time  accorded  to  the  waste  gases  to 
give  off  their  heat. 

Second.  The  amount  of  heating  surface,  thickness  of  divi- 
sion walls,  and  as  little  friction  loss  as  possible  in  the  passage 
of  the  waste  gases  through  the  flues. 

Third.  The  heat  accumulative  capacity  of  the  recuperator — 
that  is,  a  heavy  recuperator  will  act  as  a  storage  reservoir  of 
heat,  and  cause  less  heat  fluctuations  than  a  light  one. 

Before  leaving  this  portion  of  the  subject  entirely  I  wish  to 
insert  some  valuable  comparative  data  kindly  furnished  to  me 
by  Mr.  A.  H.  Strecker,  Engineer,  The  Public  Service  Corpora- 
tion of  New  Jersey,  concerning  full-depth  benches.  Mr. 
Strecker  figures  recuperation  surface  just  as  I  do,  but  figures 
the  effective  length  of  a  retort  from  the  face  to  the  inside  of 
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the  back,  which  I  think  is  a  little  liable  to  result  in  confusion. 

He  does  not  include  the  back  of  the  retort,  however. 

(Data  by  Mr.  Strecker.) 

T* ^  ^t  p -*^         Heating  Surface  of  Recuperator       Ratio  of  Recup.  Surf» 

Type  of  Fnmace.  \^  ^^^  inches.  to  Surface  of  Retorts. 

Kloenne  30720  339^ 

Parker-Russell  30240  33*3* 

Newark  37152  41.1^ 

Average  32704  36.15^ 

The  recuperators  cited  in  these  figures  occupy  practically 
the  whole  space  between  exit  flues  which  are  situated  on  base- 
ment floor  level,  and  are  about  nine  feet  high.  He  states  the 
lower  smoke  flue  temperature  runs  from  500**  Fahr.  to  600° 
Fahr.  In  the  Kldenne  and  Newark  benches  the  heat  of  the 
flue  gases  is  made  further  use  of  to  evaporate  water  in  the 
ash  pan. 

DEPTH.      GRATE   AREA. 

The  actual  depth  of  the  furnace  and  of  the  fire  is  another 
matter  closely  related  to  a  proper  bench  design.  Since  I  am 
attempting  to  discuss  recuperative  benches  only,  all  matters 
relating  to  free  fire  benches  will  be  omitted. 

The  fundamental  idea  of  the  furnace  is  simply  that  it  is  a 
gas  producer,  and  usually  there  is  air  and  some  water  vapor 
admitted  under  the  fire.  The  oxygen  of  the  air  and  of  the 
water  appear  above  the  fire,  combined  with  carbon  in  the 
form  of  carbon  monoxide,  the  hydrogen  of  the  water  as 
hydrogen,  while  the  nitrogen  of  the  ,air  passes  through  un- 
changed. -  I  will  discuss  these  reactions  a  little  later  on  in  the 
paper,  and  for  the  purposes  of  this  immediate  discussion  it  is 
only  a  question  of  a  few  general  principles  which  are  involved. 

In  general  the  elementary  principles  governing  the  shape  of 
a  producer  have  been  enumerated  in  my  paper  before  the  Ohio 
Gas  Light  Association  in  1903.  A  producer  ought  theoreti- 
cally to  be  circular  in  cross  section,  because  the  circle  is  that 
geometrical  figure  which  has  the  greatest  area  for  the  least 
length  of  developing  line.  On  account  of  practical  considera- 
tions a  rectangular  cross  section  is  usually  adopted,  and  this 
in  turn  should  be  as  wide  as  possible,  or  in  other  words  ap- 
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proach  a  square  cross  section,  for  the  reason  that  a  square  is 
the  geometrical  rectangular  figure  which  has  the  least  peri- 
meter for  a  given  area,  less  than  any  rectangle. 

Under  a  bench  a  rectangular  producer  cross  section  is  prac- 
tically necessary,  but  for  separately  fired  producers  I  most 
emphatically  state  that  a  circular  cross  section  should  be  the 
best  or  at  least  a  square  one. 

Now,  the  thermo-chemical  functions  which  a  gas  producer 
is  called  upon  to  fulfill  require  for  one  thing  a  minimum  depth 
of  fire.  The  question  of  velocity  or,  what  is  the  same  thing, 
the  question  of  the  finite  length  of  time  required  to  produce 
the  reactions  mentioned,  will  be  omitted  for  the  moment.  It 
seems  to  be  the  general  opinion  that  a  minimum  fire-depth  of 
about  three  feet  under  reasonable  velocity  conditions  will 
allow  these  reactions  to  take  place.  As  authority  for  such  a 
statement  I  quote :  » 

Letter  from  Mr.  Fred  Bredel  to  me,  June  28,  1907. 
See  Schmatolla,  **  Die  Gaserzeuger  und  Gasfeuerungen." 
Certain  of  our  fire  clay  products  manufacturers  evidently 
believe  that  even  a  slightly  less  depth  than  three  feet  might 
be  satisfactory.  I  believe,  however,  that  deeper  fires  would 
be  preferable,  although  they  might  be  somewhat  difficult  to 
secure  in  the  so-called  half-depth  benches. 

In  regard  to  the  question  of  depth,  I  will  quote  in  full  from 
a  letter  I  received  from  Mr.  Roger  W.  Polk  of  St.  Louis, 
under  date  of  July  2,  1907,  as  follows  : — 

*'  The  terms  (referring  to  half-depth,  etc.)  adopted  by 
the  bench  manufacturers  would  be  all  right  if  they  would 
all  use  a  certain  height  of  arch  for  a  certain  term  of 
bench.  For  instance,  I  consider  a  half-depth  bench  one 
in  which  the  distance  from  the  grate  bars  to  the  crown  of 
the  furnace  arch  is  36  in. ;  a  three-quarter  depth  bench 
one  in  which  this  same  dimension  is  54  in.,  and  a  full- 
depth  bench  72  in.  These  are  absolute  measurements, 
and  the  three-quarter  depth  bench  is  exactly  half-way 
between  a  half-depth  and  a  full-depth  bench.  It  is 
understood,  of  course,  that  the  recuperators  extend 
down  to  a  level  with  the  top  of  the  ash  pan  in  all  cases. 
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otherwise  you  might  have  a  half-depth   recuperator  with 
a  full-depth  furnace. 

*'  It  would  not  be  necessary  to  take  the  measurement 
from  the  grate  bars  to  the  furnace  arch,  but  if  manu- 
facturers* would  take  some  similar  dimension  there  would 
be  no  chance  of  a  misunderstanding.  The  distance  from 
the  bottom  of  the  bottom  retort  in  a  bench  of  6's  to  the 
crown  of  the  arch  inside  is  practically  always  the  same 
whether  the  bench  be  a  half -depth,  three-quarter  depth, 
or  full-depth.  Therefore,  if  the  manufacturers  would 
assume  a  distance  from  the  top  of  the  ash  pan  to  the 
bottom  retort  for  a  half -depth  bench,  and  make  this 
distance  double  for  a  full-depth  bench,  and  half-way 
between  the  two  for  a  three-quarter-depth  bench,  there 
could  be  no  possible  misunderstanding  of   the  terms. 

**  The  depth  of  a  bench,  however,  has  always  referred 
to  a  height  of  some  kind,  and  in  my  opinion  has  nothing 
whatever  to  do  with  the  preheating  of  the  primary  or 
secondary  air,  except  that  it  must  be  understood  that  the 
recuperators  occupy  the  full  available  space  provided  for 
them,  and  that  there  is  not  a  foot  or  two  of  red  brick 
or  some  other  filling  material  put  at  the  bottom  of  the 
recuperators  where  this  space  could  be  occupied  by  the 
recuperators  proper. 

**  In  regard  to  the  preheating  of  the  primary  air  in 
a  bench,  it  has  been  my  experience  that  it  is  not  a  good 
practice,  as  it  has  the  same  effect  on  a  furnace  that  super- 
heated steam  has  in  a  water  gas  machine,  that  is,  to  form 
clinkers.  Preheating  the  primary  air  simply  carries  so 
much  sensible  heat  into  the  furnace,  where  it  should  be 
the  aim  to  keep  the  temperature  of  the  fire  down. 

**  There  is  not  much  difference  in  the  half-depth  benches 
of  different  manufacturers,  they  all  being  about  12  ft.  2  in. 
or  12  ft.  3  in.  from  the  ash  pan  to  the  crown  of  the  arch 
inside  ;  but,  as  you  are  well  aware,  when  you  get  into 
three-quarter  and  full-depth  benches  there  are  all  sorts 
and  kinds  of  dimensions.  As  long,  however,  as  they 
have  come  to  a  pretty  good  understanding  of  what  a  half- 
depth  bench  is,  it  seems  to  me  that  it  would  be  a  good 
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plan  to  call  a  full-depth  bench  twice  this  depth,  and  a 
three-quarter  depth  exactly  half-way  between — that  is,  in 
respect  to  the  height  from  the  grate  bars  to  the  furnace 
arch,  ash  pan  to  the  floor  line,  or  ash  pan  to  the  bottom 
retort. 

**  There  are  some  benches  that  have  no  furnace  arch,  the 
same  as  the  Weber  bench.  It,  therefore,  might  be  advis- 
able to  assume  a  dimension  from  the  ash  pan  to  the  bot- 
tom of  the  first  retort,  if  the  bench  be  a  recuperative 
bench,  no  matter  whether  it  is  a  bench  of  4's,  6's,  8's 
or9's.'* 

From  the  above  extract  from  Mr.  Polk's  letter  it  will  be 
seen  he  appears  to  favor  absolute  dimensions  for  benches  of 
various  depths.  At  first  this  plan  appeared  the  most  feasible 
to  me,  but  after  further  study  I  believe  I  can  suggest  a  better 
and  more  desirable  rating,  and  this  is  largely  the  outcome  of 
a  suggestion  by  Mr.  Fred  Brcdel. 

The  real  point  at  issue  as  far  as  ** depth*'  is  concerned  is 
the.actual  working  eflFective  depth  of  the  fire  itself,  at  least  it 
so  appears  to  me.  Then  why  not  work  out  a  rating  of 
benches  on  this  basis? 

As  a  general  suggestion  I  may  say  that  a  fire  four  feet  deep 
at  the  foot  of  the  slope  of  fuel  (for  there  usually  is  at  least  a 
slight  slope)  directly  after  firing  will  reduce  to,  say,  about  three 
feet  just  before  the  next  firing.  Three  feet  depth  still  allows 
the  proper  reactions  to  take  place.  As  a  fire  for  best  working 
should  be  as  nearly  level  as  possible,  I  believe  it  would 
be  more  nearly  correct  to  use  the  average  effective  depth  of 
the  fire  just  before  firing  up,  and  the  maximum  average  effec- 
tive depth  that  could  be  secured  in  the  particular  design  un- 
der consideration. 

•As  far  as  depth  is  concerned  I  offer  the  following  sugges- 
tions as  to  rating  recuperative  benches.  A  shallow  producer 
recuperative  bench  is  to  have  an  average  effective  fire  depth 
just  before  firing  of  not  less  than  three  feet,  and  a  maximum 
average  effective  fire  depth  of  not  over  five  feet. 

A  medium  depth  producer  recuperative  bench  is  to  have  an 
average  effective  fire  depth  just  before  firing  of  not  less  than 
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five  feet,  and  a  maximum  average  effective  fire  depth  of  not 
over  seven  feet. 

A  deep  producer  recuperative  bench  is  to  have  an  average 
effective  fire  depth  just  before  firing  of  not  less  than  seven 
feet,  and  a  maximum  average  effective  fire  depth  of  not  over 
ten  feet. 

Anything  deeper  than  ten  feet  could  be  called  special.  By 
effective  fire  depth  I  mean  the  distance  from  the  top  of  the 
grate  bars  to  the  top  of  the  fuel,  or  the  straight  line  distance 
from  any  opening  between  water  pans,  or  elsewhere  to  the 
nearest  upper  surface  of  the  fire,  whichever  is  the  least  dis- 
tance. I  realize  these  are  arbitrary  divisions,  but  they  have 
this  in  their  favor — they  can  not  be  misunderstood. 

As  far  SIS  grate  area  is  concerned  I  will  give  the  grate  areas 
used  by  the  manufacturer  whose  figures  on  recuperator  sur- 
face and  retort  contents  I  have  previously  quoted. 

So-called  half-depth  bench  6's — 7.82  sq.  ft. 
three-quarter  '*    6's— 8.47 
full  depth         ••    6's— 8.82       " 
•'9's-i3.90      '* 

This  manufacturer  figures  the  grate  as  the  area  of  the  throat 
of  furnace.  He  takes  a  straight  line  from  the  brick  wall  in  the 
front  of  the  furnace  just  above  the  plates,  to  the  nearest  point 
of  the  brick  work  in  the  back  of  the  furnace.  This  he  calls 
the  length  of  the  grate.  For  the  width  he  takes  the  width  at 
the  grate  bars  and  the  width  in  the  upper  part  of  the  fire, 
and  averages  these  dimensions  and  calls  that  average  the  width. 
This  particular  width  multiplied  by  the  particular  length 
aforesaid  gives  the  grate  areas  as  stated  above. 

Grate  area  is  simply  a  question  of  how  much  fuel  can  readily 
and  in  good  practice  be  converted  into  producer  gas  per  square 
foot  of  grate  per  hour.  Owing  to  recent  applications  of  return 
flue  gases  under  the  fires,  it  may  be  possible  to  burn  much 
larger  quantities  of  fuel  per  square  foot  of  grate  area  per  hour 
than  formerly.  I  believe  from  8  to  1 2  pounds  of  coke  per  square 
foot  has  been  considered  fair  practice,  but  this  bids  fair  to  be 
increased  very  much.  It  appears  to  me  to  be  wise  to  allow  a 
reasonable  amount  of  safety,  and  without  considering  the  re- 
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urn  flue  gas  scheme  I  would  say  that  it  would  b^  safe  to 
figure  8  pounds  of  Pittsburgh  gas  coal  per  square  foot  of  grate 
per  hour. 

At  one  time  I  had  it  in  mind  to  figure  8  pounds  pure  carbon 
per  square  foot  of  grate  per  hour,  but  owing  to  the  variation 
in  composition  of  fuels,  especially  as  regards  ash  contents,  it 
does  not  seem  right  to  put  it  on  this  basis.  I  would  treat  fuels 
as  classes  in  such  work,  such  as  cokes,  bituminous  coals  of 
certain  grades,  hard  coals,  etc.,  and  secure  a  certain  general 
figure  for  each  class. 

With  all  the  foregoing  matters  in  mind  then  I  would  classify 
recuperative  benches  as  follows  : 

There  would  be  three  general  classes: — 

First,  shallow  producer  recuperative  benches  ; 
Second,  medium  depth  producer  recuperative  benches ; 
Third,  deep  producer  recuperative  benches. 

For  each  of  the  three  classes  I  would  give  the  following 
definitions : 

First,  a  shallow  producer  recuperative  bench  is  one  having  an 
average  eflFective  fire  depth  just  before  firing  of  not  less  than 
three  feet,  and  a  maximum  average  effective  fire  depth  of  not 
over  five  feet.  In  such  a  bench  the  ratio  of  effective  recuper- 
ation surface  to  effective  interior  surface  of  all  retorts  is  to  be 
not  less  than  405^.  Also  in  such  a  bench  the  ratio  of  effective 
recuperation  surface  in  square  inches  to  effective  cubical  con- 
tents of  all  retorts  in  cubic  inches  is  to  be  not  less  than  99^. 
The  grate  area  to  be  figured  on  the  kind  of  fuel  used. 

Second,  a  medium  depth  producer  recuperative  bench  is  one 
having  an  average  effective  fire  depth  just  before  firing  of  not 
less  than  five  feet,  and  a  maximum  average  effective  fire 
depth  of  not  over  seven  feet.  In  such  a  bench  the  ratio  of 
effective  recuperation  surface  to  effective  interior  surface  of  all 
retorts  is  to  be  not  less  than  50%.  Also  in  such  a  bench  the 
ratio  of  effective  recuperation  surface  in  square  inches  to  effec- 
tive cubical  contents  of  all  retorts  in  cubic  inches  is  to  be  not 
less  than  lo^/f .  The  grate  area  to  be  figured  on  the  kind  of  fuel 
used. 

Third,  a  deep  producer  recuperative  bench  is  one  having  an 
average  effective  fire  depth  just  before  firing  of  not  less  than 
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seven  feet,  and  a  maximum  average  effective  fire  depth  of 
not  over  ten  feet.  In  such  a  bench  the  ratio  of  the  effective 
recuperation  surface  to  effective  interior  surface  of  all  retorts 
is  to  be  not  less  than  60%.  Also  in  such  a  bench  the  ratio  of 
effective  recuperation  surface  in  square  inches  to  effective 
cubical  contents  of  all  retorts  is  to  be  not  less  than  11%.  The 
grate  area  to  be  figured  on  the  kind  of  fuel  used. 

Now  I  wish  to  say  right  here  that  I  realize  as  well  as  any 
one  that  the  figures  in  the  foregoing  definitions  are  arbitrary. 
Further,  the  grate  area,  for  any  given  class  of  fuel,  can  probably 
be  expressed  as  a  relation  to  effective  retort  contents.  Even 
if,  as  I  expect,  practice,  further  study,  and  experimenting, 
shall  determine  what  figures  are  commercially  the  correct  ones 
to  be  inserted  in  place  of  those  I  have  given,  yet  I  feel  that 
these  definitions  point  the  way  to  a  rational  bench  classifica- 
tion more  satisfactory  than  any  I  have  so  far  seen.  At  least 
we  can  reasonably  hope  that,  in  the  course  of  time,  still  better 
and  more  simple  definitions  will  result.  I  feel  quite  sure  that 
we  all  agree  that  something  better  than  the  present  ratings 
of  benches  is  highly  desirable,  and  we  should  all  try  to  find 
out  more  about  the  subject.  Very  little  really  accurate  and 
valuable  knowledge  and  facts  seem  to  be  available  at  this 
date. 

CERTAIN    FEATURES   OF   THE   THERMO-CHEMICAL 
PRINCIPLES  OF  GAS    PRODUCER   OPERATION. 

Almost  all  of  the  writings  on  the  subject  of  gas  prodi^cers,. 
as  well  as  a  great  many  patents,  are  filled  with  certain  chem- 
ical reactions  which  have  been  used  so  much  and  so  often  that 
they  have  become  stereotyped,  so  to  speak.  A  great  many 
people  probably  believe  them  just  because  they  are  stated  over 
and  over  again  by  almost  everybody. 

This  is  the  case  with  producer  gas  6hemistry,  and  I  wish  to 
call  attention  to  the  facts  as  stated  by  some  of  the  most  emi- 
nent scientists  of  the  day,  that  we  are  not  sure  of  these  things 
as  yet,  and  universal  agreement  concerning  them  is  far  from 
being  reached.  Therefore  all  positive  statements,  and  even 
the  wording  of  such  reactions  in  patents,  are  to  be  taken  with 
several  grains  of  caution. 
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The  ordinarily  accepted  thermo-chemical  reactions  in  con- 
nection with  the  action  of  air  in  gas  producers  are  to  the  effect 
that  air  on  coming  into  contact  with  carbon  at  the  bottom  of 
the  fire  first  unites  to  form  carbon  dioxide,  and  this  carbon 
dioxide,  on  passing  up  through  the  incandescent  fuel,  is 
reduced  to  carbon  monoxide  by  the  addition  of  an  atom  of 
carbon,  all  as  expressed  in  the  following  equations : 

C  +  O2  =  CO2  ,  exothermic  reaction. 

CO2  +  C  =  2  CO,  endothermic  reaction. 
Now,  if  water  vapor  be  present,  it  is  ordinarily  believed 
that  this  water  vapor  dissociates,  separating  into  hydrogen 
and  oxygen,  an  endothermic  reaction,  the  hydrogen  passing 
on  through  the  fire  unchanged,  while  the  oxygen  first  unites 
with  carbon  to  form  carbon  dioxide,  and  this  subsequently 
reduces  to  carbon  monoxide,  all  as  shown  in  the  following 
equations  : 

H2  O  =  H2  +  O,  endothermic  reaction  ; 

C  +  O2  =  CO2  ,  exothermic  reaction  ; 

CO2  -f  C  =  2  CO,  endothermic  reaction. 

Now,  let  us  see  how  these  reactions  and  subjects  are  viewed 
by  people  who  are  probably  careful  in  their  investigations  and 
whose  opinion  is  worthy  of  serious  consideration.  I  will  first 
quote  from  **  Die  Gaserzeuger  und  Gasfeuerungen , "  by 
Ernst  Schmatolla,  edition  1901. 

On  page  4  of  this  book  we  have  an  explanation  of  the  forma- 
tion of  carbon  monoxide  as  follows  : 

**  The  incandescent  carbon  acts  upon  the  carbon  dioxide 
formed  below,  and  which  is  rising  upwards,  in  a  reducing 
manner,  in  which  carbon  monoxide  is  formed  by  the  addi- 
tion of  carbon  to  carbon  dioxide  as  follows  : 
CO2  +  C  =  2  CO. 

**  Besides  this,  carbon  monoxide  is  also  formed  through 
incomplete  combustion  as  in  this  equation  : 
C  +  O  =  CO. 

**This  incomplete  combustion  can  be  explained,  that  in 
the  upper  layers  of  the  fire  there  is  only  a  very  insufficient 
quantity  of  oxygen,  not  sufficient  to  produce  carbon 
dioxide." 
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Note  the  statement  that  carbon  monoxide  is  formed  directly. 
Quoting  the  same  author  again  on  page  ii,  we  have  the 
following  : 

* '  Carbon  monoxide  gas  is  formed  partly  through  incom- 
plete combustion  of  carbon  as  per  the  equation  : 
C  +  0  =  CO. 
**Also  partly  owing  to  the  action  of  incandescent  carbon 
upon  carbon  dioxide  as  follows : 

COa+  C  ^  2CO. 
**  The  first  process  is  one  of  oxidation,  the  latter  of  re- 
duction ;  in  the  first  process  heat  is  developed  (exothermic 
reaction),  in  the  latter  heat  is  absorbed  (endothermic  re- 
action)." 
The  same  author  treats  the  reactions  caused  by  the  intro- 
duction of  water  vapor  under  a  fuel  bed  on  pp.  11  and  12. 

''As  already  stated  in  the  first  chapter,  incandescent 
carbon  dissociates  water  vapor.  If  the  temperature  of  the 
fire  is  high,  viz.:  greater  than  1000  degrees  (Cent.), 
hydrogen  and  carbon  monoxide  are  formed  by  the  action 
of  incandescent  carbon  upon  water  vapor  after  the  formula  : 
H2  O  -I-  C  =  Ha  +  CO. 
If  the  temperature  at  which  the  reaction  takes  place  is 
lower,  especially  if  it  drops  below  800°  (Cent.),  the  reac- 
tion between  water  vapor  and  carbon  follow  as  per  this 
equation : 

2H2  0  +  C  =  2H2  +  COa  . 
* '  As  carbon  dioxide  i§  not  a  combustible  gas,  the  pro- 
ducer should  be  operated  so  that  the  process  indicated  by 
the  former  equation  takes  place." 
Schmatolla  also  gives  the  same  reactions  on  p.  39  while 
explaining  the  production  of  so-called  Dowson  gas,  and  again 
on  p.  40  while  presenting  the  reactions  taking  place  in   a 
water  gas  generator,  in  both  cases  lajring  particular  stress 
upon   the  statement   that   the  critical   temperature  is  about 
looo*'  (Cent.). 

I  should  consider  as  much  more  authoritative,  as  well  as 
being  more  recent,  the  explanation  of  these  thermo-chemical 
reactions  as  given  by  Professor  Hans  v.  Juptner  in  his 
**Lehrbuch  der  Chemischen  Technologic  der   Energien,*'   as 
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given  in  the  1905  edition  in  Vienna  in  Book  I,  Part  i. 
I  wish  to  apologize  for  introducing  such  a  lengthy  quotation 
in  a  paper  already  much  too  long  for  an  Association  paper, 
but  I  feel  that  the  value  of  this  data  given  us  by  Professor 
Jiiptner  is  so  great,  and  so  little  of  it  is  known  in  this  country 
apparently,  that  it  would  be  a  shame  to  withhold  it,  especially 
as  it  will  undoubtedly  be  of  great  assistance  to  us  in  the  study 
of  the  thermo-chemistry  of  our  business. 

QUOTATION   FROM   jt)PTNER*S  WORK — 
INCOMPLETE  COMBUSTION. 

**  The  complete  combustion  of  the  fuels  used  in  or- 
dinary thermo-chemistry  operation  results  in  carbon  di- 
oxide and  water.  If  the  chemical  composition  of  the 
fuel  is  known,  it  is  an  easy  matter  to  calculate  the  amount 
of  oxygen  theoretically  required  to  obtain  complete  com- 
bustion. This  amount  is  denoted  as  the  theoretically 
necessary  amount  of  oxygen  for  complete  combustion. 

*  *The  average  composition  of  dry  air  free  from  carbon 
dioxide  is: 

By  Vol.  By  Weight. 

Oxygen,  2151^  r  235^ 

Nitrogen,  795^  77^ 


100^  lOOJ^ 

and  therefore  it  is  an  easy  matter  to  compare  the  theo- 
retical amount  of  air  required  to  cause  complete  combus- 
tion. 

**In  reality,  however,  this  theoretical  amount  of  air 
is  not  sufficient,  and  it  becomes  necessary  to  use  an  extra 
amount  of  air,  the  quantity  of  which  is  expressed  in  a 
proportion  of  the  theoretical  amount  of  air  required. 

**  The  cause  of  this  phenomenon  is  to  be  found  partly 
in  the  mixing  of  the  gases  and  the  air  for  combustion, 
this  being  very  difficult  and  in  many  cases  very  incom- 
plete, and  also  partly  due  to  the  appearance  of  incomplete 
reactions. 

**  An  incomplete  combustion,  therefore,  can  furnish  dif- 
ferent products  as  the  following  example  will  show : 
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CO,  or 

>i  (CO.)  +  >4  c 


C.H,  +  O4  j  2  CO  +  2  H,6 

(CO  +  CH,,  or 
C,H4  +  O  result  in  -^  CO  +  C  +  2H<,  or 
(  C,H,  +  H,0 

'*The  number  of  various  reactions  that  can  appear 
simultaneously,  and  therefore  influence  each  other,  is  fre- 
quently very  large.  It  is  entirely  dependent  on  the  condi- 
tions under  which  the  reactions  take  place;  the  same  is 
the  case  with  the  amount  of  the  products  formed  by  these 
reactions.  These  phenomena  obey  certain  laws,  as  follows  : 

**  In  all  these  cases  a  *  chemical  equilibrium  *  is  spoken 
of,  which  is  dependent  on  certain  conditions,  the  so-called 
*  conditions  of  equilibrium.' 

**  Such  conditions  of  equilibrium  are :  temperature, 
pressure,  electrical  condition,  the  reciprocal  proportion  of 
the  existing  part  of  the  element  or  *  the  concentration.' 

*  *  When  these  conditions  of  equilibrium  change,  a  change 
takes  place  in  the  condition  of  equilibrium  itself  in  one 
sense  or  another,  and  according  to  the  following  quali- 
tative law  first  formulated  by  Henry  Le  Chatelier.  Every 
change  of  any  one  factor  of  equilibrium  (or  stability)  pro- 
duces a  change  in  the  system  in  that  direction  in  which 
that  particular  factor  experiences  a  change  in  the  oppo- 
site sense. 

*  *  This  proposition  becomes  plainer  when  we  resolve  it 
into  the  following  one. 

*'  I.  Each  increase  in  temperature  causes  a  change, 
which  has  the  tendency  to  lower  the  temperature  of  the 
system  (endothermic  reaction)  and  the  reverse  (exothermic 
reaction). 

'  *  For  example  : 
**  a.)     Dissociation. 

CO2   ►  CO  +  O  —  68.2  Cal. 

HgO ►  H2  +  O  --  58.2  Cal. 
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**  In  both  these  reactions  heat  is  absorbed.  Therefore, 
they  are  both  caused  and  promoted  also  by  increase  in 
temperature. 

'*  In  opposition  to  this  the  reaction, 

2  CO ^  C  +  COa  +  42.0  Cal. 

in  which  heat  is  liberated,  is  promoted  by  a  lowering  of 
the  temperature.  Carbon  monoxide  will  therefore  be  more 
stable  at  high  temperatures.  This  reaction  in  the  presence 
of  platinum,  iron, and  especially  nickel,  takes  place  under 
approximate  petfect  diflFusion,  completely  in  the  neighbor- 
hood of  300°  C. 

**b.)     Incomplete  Reactions  : 

COa  +  Ha  ^  CO  +  H,0  —  10  Cal. 

CH4  +  CO ►  CaH,  +  HjO  —  39  Cal. 

**  In  both  reactions  heat  absorption  takes  place,  therefore 
they  are  caused  or  promoted  by  increase  in  temperature. 
With  lower  temperature  there  will  be  present  more 
CCh  +Ha  or  more  CH4  +  CO  ;  with  higher  temperature 
however  more  CO  +  H3O  or  more  CgH,  +  H9O. 

**The  reverse  conclusions  are  applicable  for  the  ex- 
ample in  the  reactions. 

CO  -^  HaO ^  COa  +  Ha  -f-  ID  Cal. 

* '  Lower  temperatures  are  more  favorable  to  this  re- 
action. 

**2.  Every  increase  of  the  external  pressure  causes  a 
change  in  the  equilibrium,  which  reduces  the  pressure, 
and  vic^  versa. 

"  Example : 

**a.)     Dissociation. 

2  COa  ^  2  CO  +  Oa 

2  H,0 ►  2  Ha  +  Oa 

"Through  the  dissociation  of  CO2  or  H,Othe  volume 
(or  with  constant  volume,  the  pressure)  is  increased  by  half. 
The  dissociation,  therefore,  will  increase  with  a  decreas- 
ing pressure,  but  decrease  with  an  increasing  pressure. 
**  b.)     Incomplete  Reaction. 

CaH,  +  Ha  ►  CH4  +  C. 
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**  The  volume  of  the  solid  carbon  is  so  small  that  it 
may  be  neglected  ;  furthermore,  C  does  not  appear  at 
all  as  a  gas,  but  the  volume  (or  with  constant  volume 
the  pressure)  of  the  CH4  produced  is  only  half  as  large 
as  that  of  the  original  mixture. of  C«H2  and  Hg.  In- 
creasing pressure  is  therefore  conducive  to  the  progress 
of  the  reaction.  This  appears  plainly  in  an  explosion  in 
closed  vessels,  where  the  amount  of  CH4  and  C  increases 
with  the  pressure . 

*  *  The  equilibrium  : 

CO  +  Hj  OZJZZtCOa  +  Hp 

is  independent  of  the  pressure  when  HqO  appears  as  steam, 
because  the  volume  on  both  sides  is  the  same  ;  and  be- 
cause the  volumes  are  equal,  the  pressures  are  necessarily 
equal. 

**The  reaction  : 

2  CO  =  C  +  COa 
is  reduced  by  decreasing  pressure,  because  the  volume  and 
also  the  pressure  of  CO2  is  only  half  as  great  as  that  of 
2  CO. 

"3.  Each  increase  in  concentration  of  a  body  in  any 
system  causes  a  change  in  the  condition  of  equilibrium, 
by  which  a  certain  amount  of  this  body  disappears,  and 
vice  versa, 

**The  quantitative  expression  for  the  relation  between 
the  chemical  equilibrium  and  the  conditions  of  equi- 
librium (factors  of  equilibrium)  varies,  according  to 
whether  we  refer  to  equilibrium  at  a  certain  temperature 
or  generally  to  equilibrium  at  any  temperature.  In  the 
first  case — that  is,  for  isothermic  equilibrium,  the  law  of 
mass  is  applicable  ;  for  the  second  common  case  the  Van't 
HoflF  equation  (for  volumetric  concentration)  or  the  Le 
Chatelier  equation  (for  numerical   concentration). 

**  In  cases  where  gas  mixtures  are  concerned,  the  last 
form  is  preferable  for  the  reason  that  the  numerical  con- 
centration follows  directly  from  the  composition  of  the 
gases  in  per  cent,  by  volume. 
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*Mii  the  following  we  will  consider  an  example  that 
has  especial  interest  for  the  thermo-chemical  engineer. 

"The  dissociation  of  carbon  dioxide  : 

**  Carbon  dioxide  dissociates  at  high  temperatures  ac- 
cording to  the  equation  : 

COa^ZZtCO  +   J4  (O2). 
**  The  general  expression  for  Le  Chatelier's  formula  is  : 

Q^+  (N"— NO  l.P +  2nal.  Ca  — 
T^  2  ni  1.  Ci  =  Constant. 

"In  this  formula : 
Qt  =  amount  of  heat  due  to  reaction  at  temp.  T. 
P  =  the  pressure  under  which  the  system  exists. 
N'  and  N'  =  the  number  of  molecules  existing  on  the 
right  side  and  left  side  of  the  reaction. 

"  U]  and  uq  also  Ci  and  Ca  ==  that  number  of  mole- 
cules, or  rather  the  concentration  of  the  various  bodies 
appearing  in  the  reaction,  where  the  indices  i  and  2  refer 
to  the  original  system  and  final  system. 

"If,  to  simplify  the  computation,  we  use  the  common 

log.  instead  of  the  natural  log.  and  putting  — —  =  500, 
we  can  write  our  general  expression  : 

+  2.3026  (N'—  N')  log.  P+  2.3026  (Sn-i  log.  Ca 
—  S  ni.  log.  Ci)  =  Constant. 
Now  we  have 

N'  — N'=  1.5— I  =  0.5. 
and 

X  Us  log.Ca  —  S  Oi  log.  Ci=log.  Constant=log.  (Cco)_  (CpJ^ 

(Ceo.) 
Making  the  total  concentration  of  the  system  after  equi- 
librium has  taken  place  =  i,  we  have, 
Ceo.  +  Cco+  Co,=  I. 
**A.ssuming  no  superfluous    oxygen   exists   we  have 
from  the  reaction 


Co.  =  -  Ceo 


(2) 
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**  Assuming  x  =  the  relation  between  the  dissociated 
carbon  dioxide  {i.e.,  the  resulting  carbon  monoxide) and 
th^t  amount  of  COj  which  would  be  present  if  no  disso- 
ciation had  taken  place  that  is  Coo  +  Ceo,  =  the  coeffi- 
cient of  dissociation,  then  we  have, 

Coo  t-yX 

X  =  := =■ —  (3) 

Ceo  +  Ceo. 

'**  Prom  equations  (r)  and  (2)  it  follows  : 
Ceo,  +  ^  Ceo  =  I  ; 

—  3  "" 

Ceo.  =  1 Ceo ; 

2 

therefore,  _ 

Ceo  Ceo 


X  = 


I  — -  Ceo  +  Ceo        i—-  Ceo 


2  2 

from  this  follows  further  : 

X Ceo  =  Ceo 

2 

or, 

2  X 


and: 


Ceo  = 
Co.= 


Ceo.  =  1-4 


I  + 

X           2 

2 

+   X 

X 

X 

2  + 

2  X 

2(1 
(2 

+ 

■X] 

(2 

+  x) 

X) 

"  By  substituting  these  three  values  we  have, 

,       ^      *     *       i^„   (Ceo)  (CoJH 
log.  Constant  =  log.  r^ ■ 

x'^'  (30) 

-  U  —  X)  (2  +  x)»* 
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*'For  determining  the  constant  the  following  observa- 
tions made  by  Henry  Saint-Claire-Deville  will  serve  : 

P  =  I  atm. 

T  =  3000  +  273  =  3273 

X=  0.40 
"If  we  assume  with  Le  Chatelier  the  amount  of  heat 

due  to  the  reaction  CO  +  O ^  CO2  as  independent 

of  the  temperature,  which  is,  strictly  speaking,  not  cor- 
rect, but  nevertheless  permissible  for  first  approxima- 
tion, and  take  Q  =  68.2  Cal.,  we  have. 


500  /"68.2dT 


+  1.1513  log.  P.  +  2.3026  log. 

xV. 


-—  Constant. 


(I— x)(2  +  x)^        . 
or,  because  for  P  =  i  atm.  ;  log  P  =   o. 


Constant  = 


500  X  68.2  ,  _  -  (0.4)  V. 

^^ h2.30261og.  /.7^    .^  =—11.7192 


3273 
•'Therefore, 


0.6(2.4)^ 


—  ^^= —  -f  i.i5i3log.  P  —  2.3026  log.  Constant  —  — 11. 7 192 


or. 


log.  Constant  =  l^^——  —  11. 7192 — 1.1513  log.  P.  j 
14809 


2.3026 


—  50895  —  0.5  log.  P. 

**  From  this  Le  Chatelier  has  calculated  the  following 
values  of  x. 


TempcT- 
atore 


Pressare  in  Atmospheres. 


O.OOI 


O.OI 


O.I 


10 


100 


1000    0.007    0.003    0.0013    0.0006    0.0003    0.00015 


1500 

0.07 

0.035 

0.017 

0.008 

0.004 

0.002 

^000 

0.40 

0.125 

0.08 

0.04 

0.03 

0.025 

2500 

0.81 

0.60 

0.40 

0.19 

0.09 

0.04 

3000 

0.94 

0.80 

0.60 

0.40 

0.21 

O.IO 

3500 

0.96 

0.85 

0.70 

0.53 

0.32 

0.15 

4000 

0.97 

0.90 

0.80 

0.63 

0.45 

0.25 
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**  The  results  of  these  computations  coincide  with  the 
observations  which  have  been  made  at  about  1500^  C  on 
the  density  of  carbon  dioxide. 

PRODUCBR   OR   AIR   GAS. 

*'  If  a  limited  amount  of  air  is  permitted  to  pass  through 
a  layer  or  bed  of  pure  carbon  (in  practice  charcoal  or 
coke)  incomplete  combustion  takes  place — that  is,  carbon 
monoxide  is  formed  from  the  influence  of  the  oxygen  00 
the  incandescent  carbon : 

C  +  7  (O,)  =  CO. 

'*  Beginning  with  the  nearly  correct  assumption  that  air 
contains  one  molecule  of  oxygen  to  four  molecules  of 
nitrogen,  we  can  write  our  reaction  as  follows : 
C+  y2  (O,)  +  2  Na  =  CO  +  2  N2 
**  We  therefore  produce,  according  to  the  above  reac- 
tion, a  gas  that  theoretically  contains,  to  one  molecule  of 
CO,  two  molecules  of  N2;  and  its  composition  would 
have  to  be 

By  Vol. 

CO 33.3^ 

N ee.ji 

Upon  combustion  this  gas  should  furnish  for  each  22.42- 
liters  under  constant  volume  0.333  X  67.9  =  22.61  Cal. 
Under  constant  pressure  22.61  +  0.5  X  0.54  ~  22.88- 
Cal.  Therefore  its  heating  value  (constant  pressure)! 
would  be  per  i  cbm. 

22.88  X  1000  ^  -     . 

=  1020.5  Calones. 

22.42 

The  heating  value  of  one  gramme  of  gas  results  as  fol- 
lows :  According  to  the  reaction  the  gas  contains  pef  one 
gramme-atom  of  carbon. 

12  grm.  carbon   )    ^  ,  ., 

,  >  28^  grm^  carbon  monoxide 

16  grm.  oxygen  >       ^ 

4  X  14  =  56  grm.  nitrogen 
Total,     =^  84  grm. 
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**  As  84  grm.  of  the  gas  contain  3  molecules  (CO  + 

2  N«)  22.42  liter  of  the  gas  (at  0°  C.  and  760  mm.  Biarom- 

84.  ' 

eter)  contain  —  —  28  grm.  and  i  grm.  of  the  gas  therefore 

22.88  ^      ^  , 

develops  — —  ^0.817  Cal. 

*  *  The  previous  reaction  only  takes  place  at  very  high 
reaction  temperatures.  With  low  reaction  temperatures 
a  second  reaction  appears  and  takes  place  simultaneously 
with  the  other,  and  in  the  more  apparent  manner,  the 
lower  the  reaction  temperature  drops,  namely  the  reaction 

C  +  O2   =  CO2 
or  if  we  permit  air  to  act  instead  of  oxygen 
C  +  O2  +  4  Na  =  CO2  +  4  Nj. 
**For  every  temperature  (and  every   pressure)   there 
exists  between  these  two  reactions  a  certain  definite  rela- 
tion of  equilibrium,  which  we  will  now  study. 
**  If  we  subtract  the  equations 

C  +  Oa  =  COa 
and 

2C  +  Oa  ^    2  CO 
from  each  other  we  obtain  the  equation 

2  CO  =  COa  +  C 
which  represents  a  reaction  that  actually  takes  place  at 
not  too  high   temperatures   and  defines  the   relation  at 
which    the    first   two   reactions  appear  simultaneously. 
The  reaction 

2  CO    <      ^    COa  +  C 

is  reversible  ;  that  is,  while  pure  carbon  monoxide  gas 
within  certain  limits  of  temperature  dissociates  into  car- 
bon dioxide  and  carbon,  pure  carbon  dioxide  under  the 
same  conditions  dissociates  solid  carbon  to  carbon  monox- 
ide, thus  simultaneously  being  reduced  to  carbon  monox- 
ide. Therefore  an  equilibrium  is  established  between 
carbon  monoxide  and  carbon  dioxide  and  carbon  that  is 
dependent  on  the  temperature  and  the  concentration, 
/.  e, ,  the  gas  pressure. . 

**As  two  volumes  of  the  CO  form  only  one  volume  of 
COs,  the  reaction  taking  place  in  the  sense  of  our  equa- 
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tion  reading  from  left  to  right  under  a  decrease  in  volume, 
an  increase  of  pressure  would  promote  the  formation  of 
COa,  whereas  a  decrease  in  pressure  would  promote  the 
formation  of  CXD.  If  in  the  producer  we  therefore  desire 
to  generate  a  gas  very  rich  in  CO,  we  should  not  admit 
the  blast  (primary  air)  under  too  high  a  pressure. 

*  *  To  ascertain  the  influence  of  the  temperature  on  the 
equilibrium,  we  must  know  the  amount  of  heat  due  to  the 
reaction.  This  we  accomplish  (for  i8°  C)  in  the  following 
manner : 

C  +  O2  =  CO2  94310  Cal. 

2  (C  +  O)  =  2  CO  2  X  26700  =  53400  Cal. 

2  CO  ==  CO2  +  C  40910  Cal. 

that  is,  the  decomposition  of  carbon  monoxide  into 
CO2  and  C  takes  place  with  a  development  of  heat  (exo- 
thermic). Therefore  an  increase  in  temperature  will  pro- 
mote the  production  of  carbon  monoxide,  whereas  a  de- 
crease in  temperature,  however,  is  not  advantageous  to 
its  formation.  From  this  we  can  see  offhand  that  we  get 
a  better  gas— that  is,  a  gas  richer  in  CO— the  higher  the 
temperature  of  the  producer. 

'*A11  these  considerations  refer  to  the  condition  of 
equilibrium.  Whether  this  condition  is  actually  reached 
in  practical  operation  or  not,  is  dependent  on  several  con- 
ditions (such  as  depth  of  material,  porosity  of  same,  blast 
velocity,  etc.).  In  any  case  it  is  not  only  important  from 
a  standpoint  of  producer  theory,  but  also  from  a  practical 
operating  condition,  to  know  the  various  relations  of  this 
equilibrium,  as  it  is  only  possible  to  get  a  good  basis  for 
comparison  by  being  able  to  secure  the  results  obtained 
from  practical  operation  under  corresponding  theoretical 
conditions  of  equilibrium. 

**It  would  carry  us  too  far  to  go  further  into  the 
details  of  securing  such  results,  as  this  has  been  discussed 
thoroughly  at  other  places  (Jiiptner  **  Lectures  on  the 
Theory  of  Generator  and  Water  Gas,''  Ahrens  **  Collec- 
tion of  Chemical  and  Chemical-Technical  Lectures'*). 
In  this  manner  we  obtain  the  following  information  regard- 
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log  the  ideal  composition  of  producer  gas  at  various  tem- 
peratures and  pressures. 

**A.     Ideal  composition   of  producer  gas,    generated 
with  pure  oxygen. 


Blast  Press 

I  atm. 

2  atm. 

3 

atm. 

4  atm. 

Composition  in  % 

1 

by  Vol.  at 

CO 

COa 

CO 

CO, 

CO 

CO. 

CO 

COa 

Temperature  of 

1 

a27«   C    500«    ab«. 

0.004 

99.996 

o.ooa8 

99.997a 

0.0033 

99.9977 

0.003 

99998 

3270     **    6oo«»      " 

0.133 

99.877 
98.573 
9i.ao6 
67.458 

0.087 

99.9«3 

0.0711 

99-9a89 

0.061 

99-939 

4370  »*  7oo«    ;; 

1.427 

t.Ofl 

0.826 

99-«74 

0.716 

99«a84 

S27^     »;    8ooO 

8.794 

fe 

93.697 

5.«77 

94'893 

4*499 

95-59« 

6a7»     "    9oo«»      " 

3«-54a 

79.191 

30.408 

79  59« 

«7-945 

83.055 
53.983 

7^f     **  looo*      ** 

70.35 

39.65 

43.395 

SI.788 

48.31a 

r^i 

8970     "  iiooo      '* 

93-75 

7.a5 

13.803 

83.72 

17.38 

21.013 

9a7«     '•  xaoo'*      ** 

98.445 

1.555 

97.00 

3.00 

9565 

4.35 

U' 

5.685 

1037*    **  i3oo»      " 

99.50 

0.50 

99.00 

1.00 

98.97 

1.03 

«.33 

"  Figure  82  shows  the  contents  of  this  table  in  diagram- 
matic form. 

**  B.  Ideal  composition  of  producer  gas  generated  with 
dry  atmospheric  air. 


Temperat 

ure  of 

Partial  press- 

Composition in  %  by 

GMification 

ure  ofCO  + 
COc  in  atm. 

Vol. 

t'C 

T»abs. 

CO, 

CO 

N, 

Blast  Pres 

sure  =  I  atm. 

227° 

500° 

0.21 

21.00 

79.00 

327° 

600° 

0.21 

21.00 

79.00 

427° 

700° 

0.2145 

20.31 

1. 14 

78.55 

527° 

8oo» 

0.24 

16.40 

7.60 

76.00 

627» 

900° 

0.29 

8.75 

20.25 

71.00 

727° 

1000° 

0.334 

2.14 

31-26 

66.60 

827° 

1 100° 

0.344 

0-47 

33.93 

65.60 

927° 

I2CX>° 

0.346 

0.14 

34.46 

65.40 

1027" 

1300° 

0.3465 
Blast  Pres 

o.oi 
sure  =  2  atm. 

34.65 

65.35 

227° 

500° 

0.42 

21.00 

79.00 

327° 

6oo» 

0.42 

21.00 

79-00 

427° 

700° 

0.428 

20.39 

1. 01 

78.60 

527° 

800" 

0.446 

17.48 

5.82 

76.70 

627° 

900" 

0.555 

10.66 

17.09 

72.25 

727° 

1000" 

0.6535 

3.12 

29.56 

67.32 

827° 

1 100" 

0.6865 

0.59 

33.74 

65.67 

927° 

1200° 

0.692 

0.16 

34.44 

65.40 

1027*' 

1300° 

0.693 

0.09 

34.56 

65.35 

Digitized  by  VjOOQIC 


776 


"nt. 


••«  I  ill  I  I  I    ^^^Bg  '1111        "T"^gl 

— ^  yX    I J-f  n  1 

m I I     \\u         /  \n        I 

?m    //| 

M ^ ■  I \\    I    /  // 

•»     ._,.«..«»__ _^ 1  I I  I  Iff/ 

I  1 1  Vfl 

I  lA/W    '     I 

«» I  Yitt    I     I — 

4» /  /If  I   II . 

m I I ///    1  I  \\ ■ 

*/J//    v\ 

..  — L .^ — — — j 1  m    v\  !— 

1  //f f  nn  ml 

* ^ JM. \>\— 

^ ^^  /S^ 


#••      '•• 


^.  #1  X>rpM>v-  /ir:.^SZ. 


Digitized  by  VjOOQIC 


777 


Temperature  of 

Partial  Press- 

Composition in  %  by 

Gasification 

ure  of  CO  + 
CO,  in  atm. 

Vol. 

to  C 

T'abs. 

CO, 

CO 

N. 

Blast  Pressure  =  3  atm. 

227« 

500° 

0.63 

21.00 

79.00 

327° 

600° 

0.63 

21.00 

79.00 

427° 

700» 

0.6395 

20.51 

0.81 

78.68 

527° 

800° 

0.686 

.    18.14 

4.76 

77.10 

627° 

900° 

0.8075 

11.94 

14.98 

73.08 

727° 

1000" 

0.957 

4.31 

27.59 

68.10 

827" 

1 100" 

1.025 

0.83 

33-37 

65.80 

927° 

1200° 

X.0365 

0.21 

34.34 

65.45 

1027° 

1300° 

1.04 

O.IO 

3456 

65.34 

Blast  Pressure  =  4  atm. 

227° 

5000 

6.84 

21.00 

79.00 

327° 

6oo» 

0.84 

21.00 

79-00 

427° 

700° 

0.851 

20.59 

0.71 

78.70 

5V° 

8oo«> 

0.905 

18.52 

4.11 

77-37 

627" 

900» 

1.056 

12.73 

13-67 

7360 

727° 

1000° 

1.258 

500 

26.46 

68.55 

827° 

1100° 

1-359 

1. 13 

32.85 

66.02 

927° 

1200° 

I.38I 

0.28 

34.25 

6547 

1027" 

1300° 

1.385 

0.13 

34.50 

65-37 

**The  data  contained  in  the  above  table  is  still  plainer 
in  the  graphical  representation  in  Fig.  83. 

**  As  in  all  probability  in  the  future  a  gas  containing 
50%  of  oxygen  and  50%  nitrogen  will  have  to  be  con- 
sidered in  the  operation  of  producers,  we  will  give  the 
ideal  composition  of  the  gas  for  such  a  case. 


Temperature  of 

Partial  Press- 

Composition in  %  by 

Gasification 

ure  of  CO  -f- 
C0«  in  atm. 

Vol. 

toC 

T^abs. 

CO, 

CO 

N, 

Blast  Pre! 

isure  =  I  atm. 

227° 

500^ 

0.50 

50.00 

50.00 

327" 

600° 

0.50 

50.00 

50.00 

427^ 

700° 

0.502 

49.40 

0.80 

49.80 

527° 

800*^ 

0.522 

4340 

8.80 

47.80 

627^ 

900- 

0.568 

29.60 

27.20 

43- 20 

727^ 

1000° 

0.633 

10.10 

53.20 

36.70 

827*^ 

1 100^ 

0.66 

2.00 

64.00 

34.00 

927^ 

1200° 

0.663 

1. 10 

65.20 

33.70 

1027*" 

1300° 

0.6655 

0.35 

66.20 

33.45 
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Blast  Pressure  =  2  atm. 


2270 

500^ 

I. 

50.00 

50.00 

3270 

6000 

I. 

50.00 

50.00 

427^ 

700^ 

1.0035 

49.56 

0.61 

49.83 

527^ 

800^ 

1.0295 

45.65 

5.83 

48.52 

6270 

900^ 

1. 1065 

34.03 

21.30 

44.67 

7270 

1000^ 

1.23 

15.50 

46.00 

38.50 

827^ 

1 100^ 

1.308 

380 

61.60 

34.60 

9270 

1200^ 

1.326 

1. 10 

65.20 

33.70 

1027° 

laoo"" 

1.3305 
Blast  Pressure 

0.43 
=  3  atm. 

66.10 

33.47 

2270 

500^ 

1.5 

50.00 

50.00 

327'' 

600^ 

1.5 

50.00 

50.00 

4270 

700^ 

1.5045 

49.55 

0.60 

49.85 

527^ 

800^ 

1.538 

46.20 

5.07 

48.73 

627^ 

900° 

1.6345 

36.55 

17.93 

45.52 

727^ 

lOCX)^ 

1. 814 

18.60 

41.87 

39.53 

827^ 

1 100^ 

1-9455 

5.45 

59.40 

35.15 

9270 

1200^ 

1.986 

1.40 

64.80 

33.80 

1027^ 

1300^ 

1.9955 
Blast  Pressure 

0.45 
=  4  atm. 

66.07 

33.48 

227^ 

500^ 

2. 

50.00 

50.00 

3270 

600^ 

2. 

50.00 

50.00 

4^7" 

700^ 

2.0053 

49.60 

0.54 

49.86 

527^ 

800^ 

2.0443 

46.68 

4.43 

48.89 

627^ 

900^ 

2.1615 

37.89 

16.15 

45.96 

727^ 

ICKX)° 

2.384 

21.20 

38.40 

40.40 

827^ 

1 100^ 

2.588 

5.90 

58.80 

35.30 

927^ 

1200^ 

2.6435 

1.74 

64.35 

33.91 

1027^ 

1300^^ 

2.6605 

0.46 

66.05 

33.49 

**Fig.  84  g^ves  the  corresponding  diagram  for  these 
tables.    From  this  we  can  draw  the  following  conclusions  : 

**  I.  In  every  case  the  amount  of  carbon  dioxide  con- 
tained in  the  ideal  producer  gas  at  low  temperatures  has  a 
maximum  that  remains  practically  constant  at  about 
400<^  C. 

**  2.  With  rising  temperatures  the  amount  of  carbon 
dioxide  decreases  and  becomes,  depending  on  the  circum- 
stances, nearly  zero  between  800°  C.  and  looo*'  C. 

*'3.  The  amount  of  carbon  monoxide  is  nearly  zero 
up  to  about  400°  C. 
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**4-  With  rising  temperatures  the  amount  of  carbon 
monoxide  increases  and  reaches  a  majcimum,  depending 
on  circumstances,  between  800®  and  1000^  C. 

*'5.  The'  amount  of  carbon  dioxide  increases  at  a 
steady  temperature  according  to  the  pressure  and  there- 
fore also  according  to  the  amount  of  oxygen  contained  in 
the  primary  air. 

*'6.  The  amount  of  carbon  monoxide  produced  is  in 
the  opposite  manner  from  (5). 

**7.  At  low  temperatures  the  absolute  amount  of 
carbon  dioxide  increases  with  the  amount  of  oxygen 
contained  in  the  primary  air,  and, 

**8.  At  high  temperatures  the  absolute  amount  of 
carbon  monoxide  contained  in  the  gas  increases  with  the 
amount  of  oxygen  contained  in  the  primary  air. 

**  Therefore,  to  obtain  a  producer  gas  of  as  high  a  heat 
value  as  possible — that  is,  containing  a  large  amount  of 
carbon  monoxide  (with  the  increase  of  the  amount  of  CO 
the  amount  of  N2  decreases  at  the  same  time,  so  that  the 
heat  value  of  the  gas  is  increased  from  both  sources),  it  is 
requisite  that : — 

*'  I.  The  temperature  of  gasification  must  be  high 
when  the  amount  of  oxygen  in  the  primary  air  remains 
constant.  However,  in  practical  operation,  a  tempera- 
ture of  700°  to  900°  C.  is  suflScient,  because  at  these 
temperatures  the  maximum  amount  of  carbon  monoxide 
has  bfcen  nearly  attained. 

**  2.  With  high  temperatures  of  gasification  the  quality 
of  the  generator  gas  increases  (its  amount  of  carbon 
monoxide  increases)  with  the  amount  of  oxygen  contained 
in  the  primary  air. 

*'  3.  High  blast  pressures  are  unfavorable  because  the 
amount  of  carbon  dioxide  is  increased  (assuming  all  other 
conditions  the  same). 

*  *  If,  however,  one  desires  to  generate  in  the  producer 
as  large  an  amount  of  carbon  dioxide  as  possible,  as  might 
be  the  case  during  the  *  blow  *  of  the  water  gas  process 
to  obtain  a  very  quick  rise  in  temperature,  this  is  only 
possible  (assuming  that  the  equilibrium  is  to  be  reached) 
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with  very  low  temperatures,  because  with  rising  tempera- 
tures the  amount  of  carbon  monoxide  increases  rapidly, 
and  the  amount  of  carbon  dioxide  decreases. 

"Should  the  condition  of  equilibrium  actually  be  at- 
tained in  the  producer  it  will  not  be  possible  to  obtain  a 
high  generator  temperature ;  that  is,  if  the  producer  is 
being  operated  with  a  view  of  obtaining  as  large  an 
amount  of  carbon  dioxide  as  possible.  Neither  would 
an  increase  in  the  amount  of  oxygen  in  the  primary  air 
alter  these  conditions. 

WATER  GAS. 

**  Instead  of  generating  the  combustible  gases  by  per- 
mitting oxygen  contained  in  the  air  to  come  into  contact 
with  incandescent  carbon,  we  can  utilize  the  oxygen  con- 
tained in  water. 

''If  steam  is  brought  into  contact  with  incandescent 
carbon  two  different  reactions  take  place,  according  to  the 
temperature. 

**  With  very  high  heats  the  decomposition  takes  place 
according  to  the  equation  : 

C  +  H2  O  =  CO  +  Hi 
while  as  the  temperature  falls  there  comes  into  play,  to  a 
greater  and  greater  extent,  a  second  reaction  expressed 
by  the  equation  : 

C  +  2H2  O  =  COa  +  2H2  . 
**  The  first  equation  furnishes  a  mixture  of  equal  volume 
of  carbon  monoxide  and   hydrogen ;  therefore  a  gas  of 
the  following  composition  : 

Carbon  monoxide  505^  by  Vol. 

Hydrogen  50^  by  Vol. 

**  The  second  reaction,  when  appearing  alone,  furnishes 
a  gas  that*has  for  i  volume  of  CO2  ,  2  volumes  of  hydrogen, 
and  whose  composition  would  be  : 

Carbon  dioxide  33.33^  by  Vol. 

Hydrogen  66.67 1^  ^y  Vol. 

**The  thermal  value  of  the  first  gas  equals  per  22.42 
liters  68  CaU,  while  the  thermal  value  of  the  second  gas 
is  only  45.4  Cal. 
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' '  A   comparison   of  the  air  gas  process  with  the  two 
water  gas  processes  results  as  follows  : — 


No. 


PROCESS. 


Composition  in  % 
by  Vol. 


Thermal  valae  per  i 
molecule  of  gas  mix- 
tare  with  constant 


H,  CO  CO,    Ng 


Vol.  Press. 
Cal.    Cal. 


1  C+  ^  (0,)+a  N,==C0+2  N, 

2  C-h2H,0=C0,H-2  H« 

3  C-I-H,0=C0+H8 


33M  ^H 

66^  —  33K 

50     50 


32.6 

45.4 
68.0 


22.9 

46.5 
68.5 


*'The  thermal  values  refer  to  equal  gas  volumes  and 
are  therefore  especially  well  adapted  for  the  comparison  of 
quantities  of  gas.  If  it  is  desired,  however,  to  take  into 
consideration  the  efficiency  of  the  combustibles,  it  is 
necessary  to  refer  the  thermal  value  to  equal  amounts  of 
carbon  (equal  volumes  of  COandCOa  )  and  we  would  then 
have  the  following : 


12  Grammes  Carbon 
No.  equals  Liters  of 

Gas. 


Thermal  value  of  the  gas  with  constant 


Volnme. 


Piessare. 


67.26 
67.26 
44.84 


67.8  Cal. 
136.2  Cal. 
136.0  Cal. 


68.7  Cal. 
139.5  Cal. 
137.0  Cal. 


**  As  will  be  observed,  water  gas  even  in  the  worst  case 
results  in  a  far  greater  thermal  value  than  the  ideal  air 
gas,  to  which  is  to  be  added  that  it  cpntains  a  far  smaller 
proportion  of  incombustible  gases. 

"If  we  desire  to  carry  the  comparison  completely 
through,  it  will  be  at  least  necessary  to  determine  the 
theoretical  amount  of  air  required  for  combustion  (although 
it  is  not  necessary  to  determine  the  pyrometric  efifect — that 
is,  the  theoretically  attained  combustion  temperature). 

**  For  each  22.42  liters  gas  we  require  : — 

Composition  of  the 
gas  in  %  by  Vol. 


Theoretical 
amount  of  air. 


GASES. 


Products  of 
Combustion. 


H,      CO      CO,     N, 


O. 


N,    ^""f^^^^-   Inert.     H»0    CO.    N, 


66% 
50 


33M 
50 


66% 

33M    


16H  64% 
33H  '33>S 
50     aoo 


m 


\m 


200 


— -  33H  66? 
66%  33>i  133^ 
50       50      200 
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"As  the  decomposition  of  water  requires  more  heat 
than  is  generated  by  the  formation  of  carbon  monoxide, 
or  even  carbon  dioxide,  both  water  gas  processes  can  only 
be  carried  to  completion  by  securing  heat  from  an  outside 
source.     For  we  have  : 

C  +  }^  (Oa  )  «=  CO  +  2IIOO  Cal. 

C  +  2H2  O  =  COa  +  2Ha  +  97600  —  138000  =  CO2  -  2H2 
—  40.4  Cal. 

C  +  Ha  O  =  CO+H2  +  26100  —  69000  =  CO  +  Ha  —  42.9 
Cal. 

If  we  take  this  supply  of  heat  into  consideration  we  have: 

Thermal  Value      Amt.  of  heat  to       n  -    - 
PROCESS.  of  the  gas  per     be  tupplied  from       ^^.^° 

lagrm.Carbon.     outside  sources. 

CH-Y^^«)  +  *^«^^^  +  *^«      68.7Cal.  —    ai.iCal.        89.8  Cal. 

C+2H80  =  CO,+2  H, 
C  +  H,0  — CO+H, 

**  The  absolute  gain  in  heat  in  water  gases  is  not  a  large 
one,  and  becomes  smaller  when  we  consider  the  heat 
losses  due  to  supplying  the  necessary  amount  of  heat  in 
the  producer.  The  superiority  of  water  gas  does  not, 
under  any  circumstances,  consist  in  a  gain  of  heat,  but  in 
the  fact  that  a'  gas  of  greater  thermal  value  is  obtained, 
and  because  it  is  possible  to  utilize  the  heat  of  combustion 
to  better  advantage. 

"As  can  be  seen  from  the  above  considerations,  the  first 
process  which  takes  place  when  steam  is  brought  into  con- 
tact with  a  layer  of  incandescent  carbon  is,  according  to 
the  equation,  C  +  Ha  O  =  CO  +  Ha  .  But  as  heat  is 
absorbed  by  this  process  (endothermic  reaction)  the  layer 
of  carbon  will  cool  and  there  will  appear  simultaneously 
with  the  first  process  a  second  one,CH-2Ha  O^COa  +2Ha. 

"As  the  cooling  proceeds,  the  second  reaction  becomes 
more  pronounced,  until  finally  the  carbon  in  the  generator 
becomes  so  cold  that  the  process  comes  to  a  standstill, 


139.5  Cal. 

+    40.4  Cal. 

99.1  Cal 

137.0  Cal. 

+    42.9  Cal.. 

94.1  Cal 
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and  the  steam  introduced  into  the  layer  of  carbon  passes 
through  undecomposed.  This  makes  it  necessary  to 
reheat  the  carbon  contents  of  the  generator,  which  is 
accomplished  by  shutting  off  the  steam  and  permitting  air 
to  be  blown  through  it  (generating  air  gas,  that  may  be 
collected  and  utilized  independently)  until  the  fire  is  again 
sufiSciently  heated.  This  is  called  the  *blow/  After 
this  has  been  accomplished,  the  blast  is  cut  off  and  steam 
turned  on  again  (run)  until  the  temperature  has  dropped 
so  low  that  the  water  gas  process  does  not  take  place 
economically. 

'*  Therefore  we  are  obliged  to  deal  with  an  intermittent 
process,  which  not  only  requires  careful  attention  but 
which  also  necessitates  the  erection  of  at  least  double  the 
number  of  generators,  where  continuous  production  is 
requisite,  and  a  gas  holder  is  undesirable. 

**As  we  have  seen,  both  water  gas  processes  take  place 
simultaneously,  but  as  one  results  in  a  far  better  gas, 
and  better  fuel  efficiency,  it  is  important  to  know  the 
conditions  under  which  decomposition  proceeds  in  both 
processes.  For  this  purpose  we  will  study  the  conditions 
of  equilibrium  between  both  reactions. 

**To  establish  the  equilibrium  in  the  gaseous  condition, 
it  is  first  necessary  to  find  a  reaction  between  the  con- 
stituents of  each.  We  find  such  simply  by  substracting 
the  reactions, 

C  +  H2  O  =  CO  +  H2 
and, 

C  +  2H2  O  =  COa  +  2H2 

from  each  other.  In  this  manner  we  secure  the  follow- 
ing reaction  : 

CO2  +  H2    n      ^    CO  +  Ha  O 

''This  is  a  reversible  reaction,  in  which  we  secure  two 
volumes  (CO2  +  H2  )  from  two  volumes  (CO  +  H2  O) 
which  are  independent  of  their  pressure  at  such  temper- 
atures where  water  appears  as  steam  (and  these  are  the 
only  ones  we  can  here  consider) .     We  could  surmise  that 
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the  composition  of  water  gas  under  given  temperatures 
would   be  independent  of  the  pressure.     This,  however, 
is  not  the  case,  as  the  following  observation  will  show: 
From  the  last  reaction  the  isothermic  equilibrium  : 

K.  =  p^^.  follows, 
or, 

Coca  Ch.o 

**  Therefore,  at  any  g^ven  temperature,  any  proportion 
of  CO  :  COi  corresponds  to  another  proportion  of  Ha  : 
Ha  O.  To  arrive  at  definite  results  we  must  find  a 
reaction  which  establishes  the  equilibrium  between  the 
gaseous  constituents,  which  in  this  case  consists  of  COa  , 
CO,  Ha  and  Ha  O,  and  the  solid  C,  and  as  such  we  will 
choose  the  equation  used  in  the  air  gas  process, 

COa  +  C^ZZ:t2CO 

For  this  we  can  substitute, 

(Cco)« 


Ka  = 


Ceo, 


and  now  the  conditions  for  establishing  the  isothermic 
equilibrium  are  given.  As  this  last  reaction  is  dependent 
on  the  pressure,  it  follows  that  the  composition  of  the 
water  gas  is  dependent  upon  the  pressure. 

*  *  The  theory  of  the  water  gas  process  has  been  thor- 
oughly discussed  previously  (Jiiptner  Phys.  Chemistry), 
and  it  will  suflBce  to  give  the  results  of  such  a  theoretical 
research. 

**  Expressing  the  steam  pressure  with  11  and  the  temper- 
ature of  gasification  (in  ®C)  with  t,  the  ideal  composition 
of  the  water  gas— that  is,  the  composition  corresponding 
to  the  attained  condition  of  equilibrium — is  as  follows  : — 
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**  Pigs.  87  and  88  show  the  ideal  composition  of  water 
gas  at  a  steam  pressure  of  i  atm.  and  4  atm.  in  diagram- 
matic form.  In  general  the  tendency  of  the  curves,  under 
increasing  pressure,  is  towards  higher  temperatures. 
Furthermore,  these  diagrams  show  that  the  amount  of 
undecomposed  steam  decreases  very  rapidly  commencing 
at  a  certain  temperature,  while  the  amount  of  carbon 
monoxide  and  hydrogen  increases  rapidly. 

•*  In  the  middle  portion  of  the  last  two  curves,  they  are 
nearly  parallel,  but  the  hydrogen  curve  commences  to- 
rise  at  about  2oo°C  prior  to  the  carbon  monoxide  curve. 
Simultaneously  with  the  hydrogen  curve  the  carbon  di- 
oxide curve  commences  to  rise  (although  slowly)  until  it 
intersects  the  steam  curve,  and  then  drops  practically 
simultaneously  with  it. 

**  From  this  we  find,  for  practical  operation,  that  the 
most  favorable  gasification  temperature  lies  somewhere 
within  a  temperature  interval  of  about  200**,  and  increases 
with  the  steam  pressure." 
The  foregoing  extract  from  Jiiptner's  treatise  may  appear 
somewhat  out  of  place,  but  I  do  not  consider  it  in  that  sense, 
because  it  may  become  applicable  in  separate  producer  instal- 
lations. 

In  addition  to  these  extracts  from  Jiiptner's  admirable  book 
I  will  refer  any  one  desirous  of  delving  into  these  questions  to- 
a  paper  entitled,  **  Steam  in  Gas  Producer  Practice  ;  An  In- 
vestigation on  the  Use  of  Steam  in  Gas  Producer  Practice,"  by 
W.  A.  Bone,  D.  Sc,  Ph.  D.,  F.  R.  S.,  Professor  of  Applied 
Chemistry  (Full  and  Metallurgy),  Leeds  University  ;  and  R. 
V.  Wheeler,  M.  Sc,  late  Dalton  Scholar  and  Research  Fellow 
of  Manchester  University  ;  Chemist  to  Messrs.  Monk,  Hall  & 
Co.,  Ltd.,  Warrington,  England.  This  paper  is  published  in 
the  American  Gas  Light  Journal  of  June  3,  1907,  and  con- 
tinued in  the  issue  of  June  10,  1907. 

i  will  also  quote  from  a  letter  I  received  from  Dr.  J.  Bneb, 
of  Dessau,  Germany,  under  date  of  July  27,  1907,  as  follows: — 
*'  In  regard  to  the  reactions  which  take  place  in  pro- 
ducers— whether  carbon  and  oxygen  bum  directly  to  car- 
bon dioxide,  whether  the  carbon  dioxide  is  subsequently 
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dissociated,  or  whether  slow  combustion  takes  place  first 
to  CO  and  then  to  CO, — these  are  matters  abobt  which 
scientists  are  not  yet  agreed.     These  reactions  probably 
•  all  take  place  simultaneously,  and  whatever  reaction  pre- 
dominates is  probably  largely  dependent  upon  the  tem- 
perature.'* 
In  connection  with  the  use  of  water  or  water  vapor  under 
gas  producers,  I  wish  to  insert  a  table  kindly  furnished  me 
by  Mr.  A.  H.  Strecker,  of  Newark,  New  Jersey.     This  table 
was  compiled  by  Dr.  H.  Bunte,  of  Karlsruhe,  Germany,  and 
shows  the  e£Eect  of  water  vapor  upon  secondary  combustion 
and  temperature  of  same.     The  calculation  is  made  from  the 
known  flame  temperature  of  the  gases  under  consideration. 
Dr.  Bunte' s  figures  mean  simply  the  elevation  of  temperatures 
by  the  combustion  of  these  gases,  above  those  of  the  fuel  and 
air  supplied  to  the  furnace.     In  practice  these  temperatures 
will  be  much  less,  owing  to  radiation,  cooling  influence  of 
charge,  excess  of  air  supplied,  and  other  causes.     The  figures 
are  based  upon  the  exact  theoretical  amount  of  air  required. 

Dr.  Bunte  assumes  the  air  for  primary  combustion  to  have  a 
temperature  of  500^  Cent.,  or  932®  Fahr.,  and  that  for  second- 
ary combustion  a  temperature  of  1000°  Cent.,  or  1832®  Fahr. 
His  results  are  figured  on  the  basis  of  a  **  Munich"  furnace, 
where  the  steam  needed  is  entirely  produced  by  evaporation  of 
water  by  the  flue  gases.  The  ash  pan  is  covered  so  that  the 
fire  loses  none  of  its  heat  by  radiation  into  the  water  contained 
therein. 

Dr.  Bunte's  tabulated  results  are  as  follows  : 

Distribuiion  of 
Primary  tnd 

Secondary  Air 
by  Volume. 
Pri-     Second- 

mary.       ary 


How  Operating. 


Initial 
Temp, 
in  Gen. 


Initial  Temp,  in  Com- 
bustion Chamber,  with 
Secondary  Air. 


I.  Without  steam  26400  F. 

s.  With  steam,  i  C  to 
o.  42  H  ,  O — primary 
air  cold  12S40  F. 

3.  Do.  primary  air  at 

9320  F  18700  F. 

4.  With  steam,  I  C  to 

0.56711,0— pri- 

mary  air  9320  F.        1267*  F. 


493r  F  5770^  F. 


46170  F. 
48970  F. 


56040  F. 
58840  F. 


0.72 


1.28 


475'®  f*-        5801°  F.  0.62        1.38 


Sec  "Journal  ffir  Gasbeleuchtung  *'  No.  15  of  1904. 
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RETURN  FLUE  GAS  VS.  STEAM  AS  METHODS  FOR 
CLINKER  PREVENTION  AND  FUEL  ECONOMY. 

Probably  no  more  fascinating  study  in  connection  with  pro- 
ducer work  can  be  found  than  that  relating  to  fuel  economy. 
Closely  related  to  this  we  find  the  subject  of  clinker  preven- 
tion naturally  affiliated  with  fuel  economy.  Any  discovery 
or  invention  tending  towards  greater  economy  in  fuel  con- 
sumption, or  which  absolutely  and  cheaply  disposes  of  clinker 
formation,  is  surely  to  be  reckoned  among  the  good  things 
that  come  to  mankind. 

The  formation  of  clinkers  is  dependent  upon  temperature. 
The  silicon,  calcium  and  iron  constituents  of  any  g^ven  fuel 
are  largely  responsible  for  the  clinker  formation,  and  it  results 
from  the  fusing  or  fluxing  of  the  slag.  Heretofore  water  or 
steam  has  been  used  to  keep  down  the  temperature  of  the  fire, 
and  it  has  fulfilled  its  purpose  with  varying  degrees  of  satis- 
faction. Of  late  years,  however,  certain  other  methods  for 
clinker  prevention  have  made  their  appearance,  amon^  the 
most  prominent  of  these  being  the  return  of  a  portion  of  the 
waste  products  of  combustion  under  the  fire. 

This  returning  of  a  portion  of  the  waste  products  of  com- 
bustion under  the  fire  is  a  subject  of  considerable  importance 
just  now.  I  am  frank  to  say  that  I  do  not  believe  a  strictly 
up-to-date  discussion  of  retort  house  practice  can  be  written  at 
this  time  leaving  this  matter  out  of  consideration.  I  will, 
therefore,  give  such  results  of  the  use  of  this  method  as  I  have 
been  able  to  secure  both  abroad  and  in  this  country,  and  will 
give  such  a  portion  of  its  history  as  may  be  of  interest  in  this 
connection. 

At  this  time  I  wish  to  say  most  emphatically  that  my  state- 
ments are  to  be  received  strictly  in  the  sense  that  my  discus- 
sion is  to  be  upon  the  merits  of  the  case,  and  is  not  to  be 
considered  or  interpreted  in  any  way  as  reflecting  upon  the 
validity  or  non-validity  of  any  of  the  patents  involved.  What 
we  wish  to  know  is  what  merit  there  is  to  the  method,  the 
facts,  if  they  can  be  secured,  and  that  is  all. 

In  the  first  place  we  will  look  into  some  of  the  history  of 
these  ideas.     I  am  naturally  unable  to  go  into  this  matter  very 
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deeply,  for  lack  of  time,  and  because  I  do  not  believe  we  could 
gain  very  much  exact  knowledge  from  the  experience  with 
this  or  similar  methods,  in  the  early  stages  of  their  exploita- 
tion. Referring  first  to  the  1901  edition  of  *'  Die  Gaserzeuger 
und  Gasfeuerungen,"  by  Ernst  Schmatolla,  we  find  on  page  80 
the  beginning  of  a  chapter  on  the  Siemens'  Regenerative  Fur- 
nace. This  chapter  describes  the  standard  regenerative  con- 
struction as  invented  by  Friedrich  Siemens  in  1856. 

Following  this  chapter  there  is  one  headed,  *'The  New 
Siemens  Furnace  with  Chemical  Regeneration.'*  This  latter 
chapter  begins  on  page  87,  and  in  the  second  paragraph  we 
find  a  statement  that  a  certain  furnace  is  illustrated,  in  this 
chapter  after  the  latest  patent  of  the  *  *  Aktiengesellschaf t  f iir 
Glasindustrie,  formerly  Friedrich  Siemens"  in  Dresden,  as  per 
patent  No.  11 4531. 

Quoting  the  paragraph  following  we  have  : 

* '  In  addition  to  the  location  of  the  generators  in  con- 
tact, or  next  to,  the  furnace,  a  considerable  saving  in  fuel 
is  said  to  be  effected  in  this  style  of  construction  by  the 
introduction  of  a  portion  of  the  hot  waste  gases,  which  is 
again  passed  through  the  gas  generator.     Since  the  pro- 
ducts of  combustion   consist   mostly  of  carbon  dioxide, 
water  vapor,  and  nitrogen,  the  carbon  dioxide  and  water 
vapor  are  reduced  as  per  the  following  formulae  : 
CO2  +  C  =  2  CO. 
H2O  -^  C  =  Ha  +  CO." 
Thereupon  there  follows  a  specific  description  of  this  par- 
ticular type  of  Siemens  regenerative  furnace  (I  am  using  the 
term  "  regenerative"  advisedly)  with  drawings.     The  portion 
of  the  hot  waste  gases  to  be  returned  to  the  producer  is  shown 
and  described  as  being  taken  off  before  these  waste  gases  enter 
the  regenerator,  and  is  forced  under  the  grates  by  means  of 
jets  or  injectors  (kind  not  stated) .     Separate  jets  or  injectors 
are  provided  for  introducing  other  primary  air.     The  first- 
named  jets  are  stated  to  be  so  arranged  that  the  introduction 
of  the  waste  products  under  the  fire,  or  of  hot  air  from  the 
regenerators,  can  be  brought  about.  No  results  are  stated,  and 
all  one  can  learn  from  this  chapter  is  the  fact  that  Siemens 
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used  this  method,  and  it  is  stated  that  a  considerable  saving  in 
fuel  resulted. 

Going  back  somewhat  earlier  in  the  history  of  these  methods, 
we  find  there  was  a  patent  issued  to  Friedrich  Siemens  of 
Dresden,  Germany,  on  June  17,  1891,  D.R.P.  69651  (D.R.P. 
means  Imperial  German  Patent). 

The  following  *' patent  claims"  are  translated  from  this 
patent : — 

*  *  I .  A  gas  generating  furnace  in  which  the  products 
of  distillation  from  the  upper  layers  of  the  firing  material 
are  conducted  from  the  charging  spout  *  T '  to  a  special 
chamber  '  B,*  where  they  are  burned  with  air  brought 
into  this  chamber ;  whereupon  the  hpt  mixture  of  gases 
and  vapors  is  forced  to  and  under  the  gas  producer  itself 
by  means  of  a  steam  jet. 

*'  2.     A  gas  generating  furnace  of  the  above-mentioned 
construction,  in  which,  for  the  purpose  of  saving  fuel,  a 
stream  of  gas  containing  hot  carbon  dioxide  (for  exam- 
ple hot  products  of  combustion)  is  conducted  to  the  cham- 
ber *  B '  in  place  of  air.** 
Thereupon  there  follows  a  description  of  the  process.     In 
the  first  place  it  is  distinctly  set  forth  that  only  a  portion  of  the 
total  gas  generated  is  conducted  to  the  chamber  '*  B,"  to  be 
burned,  and  then  forced  under  the  producer  by  means  of  a 
steam  jet.     Siemens  claims  that  gases  that  can  be  condensed, 
such  as  water  vapors,  tar  or  lamp  black,  which  are  so  detri- 
mental in  ordinary  producer  gas,  exist  only  in  very  small  quan- 
tities in  this  method.     It  is  also  distinctly  stated  that  the  highly 
heated  carbon  dioxide,  steam  and  nitrogen  resulting  from  the 
combustion  in  the  chamber  "  B  "  is  used  for  the  generation  of 
gas  in  the  fuel  bed  instead  of  cold  air.     It  is  again  stated 
that  the  hereby  occasioned  saving  must  be  looked  upon  as  a 
considerable  one,  especially  where  a  fuel  of  low  value  is  used, 
but  it  is  said  the  process  is  not  so  advantageous  where  good 
coal  is  used.     A  separate  steam  jet  is  provided  to  force  air 
under  the  fuel  bed  when  required.     Coke  or  coal  can  be  used. 
The  gist  of  the  last  named  patent  of  Siemens  seems  to  be 
that  producer  gas  is  to  be  burnt  and  forced  under  the  genera- 
tor by  a  steam  jet,  and  that  also  a  stream  of  gas  containing 
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carbon  dioxide  can  also  be  led  to  the  producer,  but  the  means 
of  so  doing  appears  to  be  distinctly  stated  as  a  steam  jet. 

In  the  '*Handbuch  der  Chemischen  Technologic,"  by 
Dr.  Ferdinand  Fischer,  1900  edition,  Book  I,  on  page  41,  we 
find  a  statement  that  Fr.  Siemens  proposes  to  use  the  carbon 
dioxide  of  the  products  of  combustion  to  gasify  carbon  by 
means  of  the  equation 

C  +  CO2  :^  2  CO. 

It  is  here  stated  that  about  one-half  of  the  products  of  com- 
bustion are  blown  into  the  gas  producer.  Such  a  construction 
is  said  to  be  installed  in  the  Father  Iron  and  Steel  Company 
Works  in  Frishaw.  In  the  description  it  is  further  stated  that 
the  waste  gases  are  forced  under  the  furnace  by  means  of  jets 
or  injectors.  It  is  further  said  that  the  statement  that  large 
savings  in  fuel  are  made  is  very  doubtful.  It  is  also  stated 
that  the  entire  process  is  such  that  the  question  of  its  advan- 
tage over  other  methods  is  still  to  be  proved. 

In  the  book  by  the  same  author  for  the  year  1893,  entitled 
"Jahres-Bericht  iiber  die  Leistungen  der  Chemischen  Tech- 
nologie,"  on  pages  iii,  112,  113,  114,  we  find  several  calcula- 
tions and  statements  concerning  the  value  or  non- value  of  the 
method  of  returning  the  waste  products  of  combustion  which 
contain  carbon  dioxide.  The  gist  of  the  calculation  results  in 
the  statement  that  it  is  better  to  use  water  vapor  well  mixed 
with  air  than  to  use  waste  gases. 

I  will  give  a  translation  of  the  calculations  in  Fischer's 
Jahres-Bericht  for  1893.  ^ut  before  doing  so  wish  to  quote 
from  a  letter  I  received  from  Dr.  J.  Bueb,  from  Dessau,  Ger- 
many, under  date  of  July  27,  1907: 

'*The  introduction  of  waste  gases  under  a  fire,  as  ap- 
plied in  the  glass  industry  by  F.  Siemens,  has  not  proved 
satisfactory  where  applied  in  gas  works  to  date,  on  ac- 
count of  the  complication  of  the  proceeding.*' 

Dr.  Bueb  then  refers  me  to  F.  Siemens  Company,  in  Dres- 
den. 

Returning  now  to  the  calculation  in  Dr.  Fischer's  book, 
1893,  we  have  the  following  extracts,  beginning  on  page  107 
and  ending  on  page  114.     Remember  that  the  metric  system 
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of  weights  and  measures  is  used  throughout  the  German  cal- 
culations. 

Extracts  from  Calculations  from  Dr.  Ferdinand  Fischer's 
Jahres-Bcricht  for  1893  " — 

*  *  In  order  to  gasify  carbon   the  following  well-known 
reactions  take  place  : — 

Thermal  Values 
D.-«*:^-  M^  Heat  Developed.        of  the  Resultine 

Reacuon  No.  Caloriesr  Gases. 

Calories. 


1.  C  +  O2  =  CO2 

2.  C  +  O  =  CO 

3.  C  +  CO2  =  2  CO 

4.  C  +  H2O  =  CO  +  Ha 
(Water  vapor  from  20®) 

5.  C  +  2  HaO  -  CO2  +  2H, 
(Water  vapor  from  20®) 


This  means  that,  taking  equation  No.  2,  12  kg.  C,  and 
1 1. 15  cbm.  O  (with  41.95  cbm.  N),  or  53.1  cbm.  re- 
sulted in  22.3  cbm.  CO,  and  64.2  cbm.  of  mixed  gas  of 
the  following  composition  : — 

CO 34.75^ 

N     65.35^ 

*'  This  equation,  with  the  foregoing  quantities  of  mate- 
rial, produces  or  sets  free  29000  heat  units,  which  gives 
the  gases  a  temperature  of  approximately  1500®  (not 
considering  the  losses  in  the  generator) . 

* '  The  application  of  carbon  dioxide  from  the  preceding 
equations  appears  to  result  about  the  same  as  that  of 
liquid  water,  as  per  equations  3  and  5. 

"  It  is  to  be  noted  that  the  temperature  in  a  producer 
must  be  practically  1000°  C.  to  allow  the  reactions  shown 
in  equations  3,  4  and  5  to  take  place.  In  order  to  keep 
the  temperature  in  the  generator  up  to  about  1000**  it  is 
necessary  to  expend  about  19000  heat  units.  There  is 
thus  available  about  loooo  heat  units  left  over  for  use 
otherwise  from  reaction  No.  2. 
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**  Since  the  application  of  equations  3  and  5  result 
about  the  same  in  heat  developed  and  thermal  capacity, 
we  can  only  use  one  CO2  (Eq.  No.  3)  for  every  four  reac- 
tions No.  2  as  follows  : 

4  No.  2  -  4C  +  4O  =  4CO. 

I  No,  3  —  C  +  CO2   —  2  CO,  or  combined  these  result  in 
5C  +  2  Oi  -h  CO2  =  6  CO. 

*'  The  resulting  gas  has  the  following  composition  : 

Carbon  Monoxide I33-8  cbm.  44-3^ 

Nitrogen 167.8  cbm.  55-7/^ 


301.6  cbm. 

**6o  kilogram  carbon  therefore  result  in  301.6  cbm. 
gas  of  408000  heat  units  thermal  value,  about  845^  eflS- 
ciency  ;  the  use  of  carbon  dioxide  for  gas  production  there- 
fore can  not  be  of  much  value. 

"  Siemens  uses  waste  products  of  combustion  contain- 
ing carbon  dioxide,  and  therefore  introduces  about  90 
cbm.  nitrogen  with  22.3  cbm.  carbon  dioxide  (see  J. 
1890-190).  The  resulting  gas  would  then  have  the  fol- 
lowing composition  : 

Carbon  monoxide 133-8  cbm.  34-2^ 

Nitrogen 257.8  cbm.  65. 8<^ 


391.6  cbm. 

**In  fact  this  composition  of  the  gas  could  not  be 
attained  without  greatly  preheating  the  same,  because  it 
requires  about  27000  heat  units  to  raise  the  temperature 
of  the  90  cbm.  nitrogen  to  the  producer  temperature, 
1000°,  so  that  more  than  one-half  of  the  available  heat 
would  be  used  for  this  purpose. 

'*  54  kg.  carbon  could  therefore  produce. 

Carbon  monoxide 1 1 1.5  cbm.  344^ 

Nitrogen 212.8  cbm.  65.6* 


324.3  cbm. 
which  have   a     thermal  value   of    340000  heat  units,  or 
785^  efficiency.      Therefore,  considering  the  efficiency  of 
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the  process  from  a  standpoint  of  the  total  heat  develop- 
ment of  the  fuel,  the  use  of  water  vapor  is  much  more 
desirable  than  that  of  products  of  combustion  contain- 
ing carbon  dioxide.  Calling  the  gas  under  the  latter 
(Siemens)  discussion  3a,  we  have  the  following  tabular 
comparison  of  the  various  equations : 

Equation  Nnmber  3  3A  4  5 

i^kg.  C.  produces  gas  in  cbm.  5.35    .  6.01       4.94      5.41 

fCOa  _  _  _        8.6 


Composition  of 
Resulting  gas  in  % 


CO   ^        34.7       34.4       37.6       25.8 

H  -^         —        9.4      17.2 

IN  65.3      65.6      53.0      48.4 


No.  cbm.  air  required  to  bum 

I  cbm.  gas  0.83      0.82       1.12       1.02 


Products  of  combustion 


(COa  .    0.35 

]h,o     - 

(n  1.31 


0.34      0.38      0.34 


incbn..of  xcbm.ofgas  {g'^       ",        "^      ^l^?      "[^ 

Total  1.66       1.65      ^.88       1.80 

Thermal  value  of  i  cbm.  gas 

(Water  vapor  from  2o<» )  1058.     1049.     1389.     1231. 

Available  heat  units  of  the  next 
above  thermal  value,  if  the 
products  of  combustion  es- 
cape at  1000^  477.       471.       731.       601. 

Do.  for  I  kg.  carbon  2552.     2831.     361 1.     3251. 

*  *  From  the  above  table  it  appears  that  the  use  of  prod- 
ucts of  combustion  as  per  3a  is  not  as  eflScient  as  the 
application  of  water  vapor.  An  inspection  of  equation 
No.  4  shows  this  to  be  the  one  we  should  strive  to  pro- 
duce. 

'*  If,  on  the  other  hand,  we  could  arrange  to  preheat 
the  .mixture  of  primary  air  up  to,  say,  500°  to  550°,  we 
could  utilize  the  equations  as  follows,  on  account  of  having 
more  available  heat. 
3  No.  2=3  C  +  3O  =  3  CO. 

2  No.  4=2  C  +  2Ha  O  =  2  CO  +  2H2  ,  or  combined, 
5  C  +  3O  +  2Hj  O  =  5  CO  +  2H2  . 
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**  Again, 

3  No.*2=3  C  +  3O  =  3  CO. 

2  No.  5—2  C  +  4  H2  O  =  2  CO2  +  4  Ha  ,  or  combined, 

5  C  +  3O  +  4H2  O  =  2  COa  +  3  CO  +  4  Ha  . 

' '  Prom  this  we  see  that  60  kilogram  of  carbon  combine 
with  159  cbm.  air  and  36  and  72  kg.  water  vapor  respect- 
ively (equations  4  and  5),  and  result  in  : 

Eq.  4  Eq.  5 

CO2 —  44.6  cbm. 

CO  . .  V III. 5 cbm.  66.9  cbm. 

H . . .  .* 44.6  cbm.  89.2  cbm. 

N 125.8  cbm.  125.8  cbm. 

Total 281 .9  cbm.  326.5  cbm. 

Total  thermal  value 

(water  vapor  from  20®)      455200  Cal.         434400  Cal. 

Efficiency 94%  90% 

I  kg.  C.  results  in  gas  ...       4.7  cbm.  5.44  cbm. 

r  COa  . . .         —  ^    13.7 

Composition  of  J  CO 39.5  20.5 

gases  in  %      |  H 15.8  27.3 

.N 44.7  38.5 

Thermal  value  of  i 

cub.  meter  gas 1612  Cal.  1330  Cal. 

**This  tabulation  shows  that  the  preheating  of  the 
mixture  of  water  vapor  and  air  has  a  very  favorable  in- 
fluence. In  gas  benches  where  high  heats  are  required, 
this  preheating  would  probably  be  made  to  go  as  high  as 
1000®.  The  entire  heat  of  reaction  2  could  then  be. 
changed  into  chemical  work,  and  for  one  reaction  No.  2 
we  could  add  one  reaction  No.  4  (No.  5  is  out  of  the 
question  at  this  temperature),  and  for  4  No.  2  almost  3 
No.  3  could  be  applied.  To  obtain  pure  carbon  dioxide 
is  apparently  out  of  the  question,  so  that  only  products 
of  combustion  (with  20%  of  COa  )  can  be  considered. 

4  No.  2^4  C  +  4O  =  4  CO. 

3  No.  3-  3  C  +  3  COa  =  6  CO,  or  combined, 

7  C  +  4O  +  3  COa  =  10  CO. 
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"  Again, 
I  No.  2=C  -f  O  -=  CO. 
I  No.  4=C  +  Ha  O  -    CO  +  H2  ,  or  combined, 

2C  +  0  +  H2  0  =  2CO+H2. 

"  The  results  are  as  tabulated. 

Equation  No.  3a 

f  CO2 — 

Amounts  of    J  CO 223.0  cbm. 

resulting  gas    ]  H.. , — 

.     .  N 435.4  cbm. 

Total 658.4  cbm. 

I  kg.  C.  produces  gas 7.82  cbm. 

r  CO2 — 

Composition  of  J  CO 33.9 

gases  in  %       ]  H — 

[N 66.1 

Thermal  value  of  i 
cub.  meter  gas 1034  Cal.  1776  Cal. 

"If  the  gas  and  air  for  combustion  are  brought  into 
the  furnace  at  the  same  temperature  as  that  at  which  the 
products  of  combustion  leave  the  furnace,  it  is  evident 
the  entire  heat  of  the  gasified  coal  is  used  up  in  the  fur- 
nace, excluding  the  losses  through  the  walls.  Practically 
this  is  not  possible,  and  the  gases  must  always  leave  the 
producer  much  hotter  than  they  can  enter  it  in  this  par- 
ticular method.  If  gas  and  air  enter  at  1000°  and  the 
products  of  combustion  leave  at  1400*^  we  have  the  fol- 
lowing:— 

Equation  No.  3a  4 

I  cbm.  gas  results  f  CO2 0.34  0.41 

in  cbm.  of  products  >  H2  O —  0.20 

of  combustion  [  N. 1.30  1-54 

1.64  2.15 

Thermal  value  of  i  cbm.  of  gas. . .     1034  Cal.     1776  Cal. 
Of  this  there  is  available 772  Cal.     1432  Cal. 

'*In  order  to  introduce  equal  quantities  of  heat  into 
the   furnace,    it   is  necessary  to  use  twice  as  much  gas 
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produced  from  carbon  dioxide  (3a)  as  that  from  water 
vapor.  Therefore  it  would  be  necessary  to  use  apparatus 
about  twice  as  large,  which  would  result  in  correspond- 
ingly greater  heat  losses,  by  radiation,  so  that  the  intro- 
duction of  gas  produced  by  products  of  combustion  is  still 
more  undesirable  than  shown  above. 

*'In  the  new  Siemens  furnace,  a  portion  of  the  products 
of  combustion  is  conducted  under  the  grates  by  means  of 
a  steam  jet.  It  has  already  been  proved  that  the  claims 
under  this  invention  were  not  correct  (see  J.  1890- 191.), 
and  the  foregoing  figures  show  that  the  introduction  of 
products  of  combustion,  even  at  a  temperature  as  high 
as  looo**,  is  very  uneconomical. 

**The  only  question  remaining,  therefore,  is  whether 
it  is  economical  to  introduce  still  hotter  gases.  The 
reaction  C  +  CO2  =  2  CO,  requires  39000  heat  units  ; 
22.3  cbm.  carbon  dioxide  are  mixed  with  approximately 
90  cbm.  nitrogen,  or  there  are  approximately  112  cubic 
meters  of  products  of  combustion. 

*'If  we  assume  the  specific  heat  of  these  gases  over 
1000^,  even  as  high  as  0.4,  the  gases  would  have  to  be 
conducted  to  the  generator  some  900®  hotter  than  is 
requisite  for  the  reaction,  or  at  a  temperature  of  about 
1900**,  which  cannot  be  accomplished  readily  in  practice. 
Siemens  introduces  steam  at  the  same  time,  which  again 
necessitates  considerable  quantities  of  heat  for  raising  its 
temperature  and  decomposing  it.  Without  introducing 
air  at  the  same  time  this  proposition  is  impossible. 
The  reaction  : 

2  C  +  CO2  +  Ha  O  =  3  CO  -h  Ha 
requires  68000  heat  units.  If  the  products  of  combustion 
were  introduced  into  the  generator  at  1400*^  they  carry 
with  them  17900  heat  units,  whereas  the  heating  of  the 
vapor  up  to  1000°  requires  8800  heat  units.  There  would 
then  remain  59000  heat  units  to  be  supplied  by  the  reaction 
C  -H  O    -  CO  --  29000  heat  units. 

"  Under  the  most  favorable  circumstances  the  air  could 
be  introduced  at  a  temperature  of  1200°  about,  and  the 
reaction  then  would  be  : 
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4  C  +  COa  +  Ha  O  +  Or^  5  CO  +  Hj  . 
''Therefore,   46  kg.  carbon,   112  cbm.  of  products  of 
combustion,  18  kg.  water  vapor,  and  106  cbm.  air  would 
result  in  the  following  gas  : — 

CO 1 1 1.5  cbm.      36.3%- 

H 22.4  cbm.         7.3%. 

N 173. 1  cbm.       56.4%-      ' 

307.     cbm. 
Thermal  value  of  i  cubic  meter  gas  =  1295  Cal. 

'*It  appears,  therefore,  as  though  the  gas  obtained  even 
under  such  favorable  conditions,  is  not  as  economical  or 
efficient  a  process  as  that  obtained  by  the  use  of  water 
vapor  ;  in  fact,  owing  to  the  inevitable  losses,  the  results 
will  be  much  poorer, 

'*The  introduc<ion  of  products  of  combustion  into  a  gas 
producer  is  therefore  in  every  respect  an  unfavorable 
proposition,  and  the  circulation  of  the  great  quantities  of 
nitrogen  always  results  in  large  heat  losses.  If  the  pro- 
cess really  results  in  a  saving  of  505^  of  fuel,  as  claimed, 
it  merely  goes  to  prove  that  the  previous  operation  under 
the  old  method  was  just  that  much  poorer  than  it  should 
have  been.'* 

According  to  Dr.  Fischer's  calculations  as  above,  as  extracted 
from  his  Jahres-Bericht  for  1893,  it  would  appear  that  there 
is  theoretically  every  reason  to  believe  that  the  process  of  re- 
turning waste  gases  back  under  the  fire  is  not  as  economical 
as  to  use  water  vapor.  I  searched  through  Jiiptner's  work  iu 
the  hope  of  finding  some  reference  or  calculations  relating  to 
this  subject,  but  am  unable  to  see  anything.  In  the  further 
hope  of  securing  some  facts,  or  working  data  on  this  method 
as  applied  abroad,  I  have  written  to  F.  Siemens  &  Company, 
of  Dresden,  Germany,  for  their  actual  experience  along  this 
line,  in  the  glass,  as  well  as  in  the  gas  industry.  I  also  have 
a  promise  from  Dr.  H.  Bunte,  of  Karlsruhe,  Germany,  to  re- 
cite his  ideas  and  experiences.  If  these  two  answers  arrive  in 
time,  they  will  be  found  among  the  addenda  at  the  end  of  the 
paper,  otherwise  they  will  have  to  be  reserved  for  future  use. 
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EFFORTS  MADB  IN  THE  UNITED  STATES  TO  ACCOMPLISH 
GREATER  FUEL  ECONOMY  AND  FOR  CLINKER 
PREVENTION. 

My  discussion  so  far  has  been  entirely  on  the  work  done 
abroad.  Upon  investigating  the  inventions  and  research  work 
undertaken  in  this  country  I  have  been  unable  to  find  any- 
thing except  certain  patents  and  applications  of  same  in  certain 
plants.  The  patents  that  have  come  to  my  knowledge  are 
829105,  844504,  and  848729.  It  is  not  my  intention  to  go  into 
the  details  of  these  patents,  as  any  one  desirous  of  studying 
them  can  readily  obtain  copies  from  the  U.  S.  Patent  OflSce  at 
Washington,  D.  C. 

I  have,  however,  endeavored  to  secure  working  results  from 
some  of  the  installations  already  put  in,  and  to  ascertain  from 
these  plants  the  commercial  value  of  the  method.  I  regret 
very  much  that  St.  I^ouis  has  no  recuperative  benches  operat- 
ing on  coal  gas,  or  I  should  certainly  have  made  thorough 
tests  to  be  presented  in  this  paper.  In  the  next  section  of  this 
paper  you  will  find  the  actual  reports  of  operation  of  a  large 
number  of  companies,  in  reply  to  a  circular  list  of  one  hundred 
questions  that  I  sent  out.  Among  these  will  be  found  the 
answers  of  one  Company  using  the  return  flue  gas  method,  as 
patented  in  this  country.  I  have  also  the  unofficial  report  of 
one  other  Company  from  one  of  their  chemists  no  longer  in 
their  employ,  in  the  form  of  a  letter,  which  I  will  quote 
later  on. 

Referring  first  to  the  one  Company  whose  answers  will  be 
found  later  on,  under  No.  34,  we  find  as  follows  : 

This  Company  operates  benches  of  6*s  with  average  fire- 
depths  of  five  feet.  Now  what  criticisms  can  be  applied  to 
their  answers  as  far  as  the  return  flue  gas  method  is  concerned  ? 

First,  they  have  but  one  station  meter,  and  the  coal  gas  and 
water  gas  are  mixed  before  passing  through  this  meter.  This 
at  once  makes  all  their  reported  results  very  doubtful.  I 
would  not  be  surprised  if  these  results  were  wrong  as  much  as 
5%  ,or  possibly  even  as  much  as  8  or  10% , because  they  certainly 
estimate  the  results  of  one  kind  of  operation,  say  coal  gas,  and 
get  the  water  gas  results  by  subtracting  from  the  total. 
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Second,  they  fail  to  give  the  size,  kind  of  drum,  and  maxi- 
mum rate  per  hour  of  sending  gas  through  the  station  meter. 
Without  absolute  knowledge  at  hand,  I  very  much  suspect 
their  station  meter  is  greatly  overloaded  at  certain  hours  of  the 
day  at  least,  a  condition  conducive  to  great  non-accuracy. 
Furthermore,  not  giving  their  ideas  as  to  the  accuracy  of  the 
station  meter  during  the  past  twelve  months,  woukl  lead  me 
to  strongly  suspect  that  perhaps  the  drum  was  badly  rusted 
out,  possibly  full  of  holes,  etc.  This  may  not  be  true,  but  it 
throws  doubts  on  the  results.  Note  also  that  ten  of  their 
benches  were  refilled  completely  as  far  back  as  1900. 

Otherwise  the  answers  are  clear  and  not  subject  to  criticism. 
The  bench  fuel  reported  by  No.  34  is  246  pounds  coke  per  ton 
coal  carbonized,  obtained  largely,  we  assume,  by  the  use  of  the 
return  flue  gas  method.  As  contrasted  to  this,  observe  the 
answer  of  Company  No.  7,  which  reports  235  pounds  coke  as 
bench  fuel  per  ton  coal  carbonized.  Observe  also,  the  differ- 
ence in  the  coal  itself,  and  the  thermal  value  of  the  coke. 
Company  No.  7  does  not  use  return  flue  gas  scheme,  but 
separately  meters  its  coal  gas,  and  there  is  no  criticism  to  make 
on  its  operation. 

I  was  unable  to  secure  any  official  data  as  to  the  return  flue 
gas  installation  at  St.  Paul,  but  have  a  .letter  from  Mr.  R.  M. 
Redding,  who  was  formerly  chemist  of  the  St.  Paul  Gas  Light 
Company,  under  date  of  August  10,  1907,  which  I  herewith, 
reproduce  in  full. 

(Dated) 

'*  New  Orleans,  Aug.  loth,  1907. 
Mr.  W.  A.  Baehr,  Engineer, 

Laclede  Gas  Light  Co., 

St.  Louis,  Mo. 
Dear  Sir  :— 

Mr.  Miller  has  handed  me  your  circular  letter 
regarding  the  manufacture  of  coal  gas,  and  suggested  that  I 
answer  such  questions  as  came  under  my  personal  observation 
while  connected  with  the  Saint  Paul  Gas  Light  Company^ 
Without  doubt,  you  will  receive  from  Mr.  Doty  very  complete 
replies,  so  I  will  confine  myself  to  those  questions  dealing  with, 
the  use  of  economizers. 
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The  fuel  economizer  of  the  Improvement  Equipment  Co, 
was  placed  in  the  Saint  Paul  plant  a  year  ago  last  spring , 
and  was  put  in  service  shortly  after  my  going  with  the  Com- 
pany in  June.  During  the  eight  months  of  my  service  there, 
the  economizers  were  largely  under  my  control.  The  fuel 
used  was  gas  house  coke  made  from  Pittsburg  coal  and  had  a 
calorific  value  of  about  13300. 

In  the  working  of  the  economizer  the  fuel  gases  are  drawn 
from  a  point  near  the  entrance  into  the  stack  by  means  of  an 
air  injector,  and  driven  under  the  g^ate,  from  which  point 
they  ascend  through  the  grate  bars,  which  are  thereby  cooled 
and  on  through  the  bed  of  fire  where  the  CO2  is  reduced  to  CO. 

The  economizer  is  so  built  that  each  bench  may  be  con- 
trolled independently ;  also,  each  bench  has  two  injectors, — 
one  on  each  side,  which  may  be  regulated  independently. 

The  Improvement  Equipment  Co.  claim  that  satisfactory 
results  will  be  secured  by  the  return  of  25%  of  the  flue  gases 
under  the  grate.  This,  however,  is  not  my  experience  with 
the  remodeled  benches  in  Saint  Paul  (Bredel  &  Parker- Russell). 
With  a  flue  gas  showing  15-17%  CO2  ,  I  found  it  necessary  to 
have  not  less  than  8%  CO2  under  the  grate,  which  means  that 
50  7r  of  the  flue  gases  had  to  be  returned  in  order  to  keep  the 
grate  cool  and  free  of  clinker. 

I  found  that  the  proper  balance  necessary  between  the  flue 
gases  and  secondary  air,  required  a  rather  delicate  adjustment 
of  pressure,  nozzles  on  the  injectors,  etc.,  and  required  some 
attention  of  such  a  nature  that  one  not  familar  with  the  sci- 
entific principle  upon  which  the  economizer  works,  would  be 
at  a  loss  to  correct  the  trouble. 

Under  intelligent  supervision  the  economizer  is  of  value. 
Heats  may  be  brought  up  in  about  half  the  time  required  for 
benches  fired  in  the  ordinary  way.  The  work  dependent  on 
the  fireman  is  lessened  to  a  marked  degree  in  that  little  or  no 
clinkering  is  required,  since  the  fuel  bums  to  a  clean  ash  with 
only  an  occasional  small  clinker.  One  man  can  handle  about 
twice  as  many  benches  so  operated,  as  against  those  fired  in 
the  ordinary  way. 

In  conjunction  with  a  representative  of  the  Improvement 
Equipment  Co. ,  Mr.  Geo.  Steinwedell  and  myself  made  com- 
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parative  tests  of  benches  equipped  with  theecouomizer  and 
those  fired  in  the  ordinary  way.  The  actual  figures  I  have 
not  at  hand,  but  the  test  showed  a  saving  in  favor  of  benches 
equipped  with  the  economizer  in  point  of  fuel  saved,  labor  re- 
quired to  maintain  fires,  etc. 

Respectfully  yours, 
[Signed]  R.  M.  REDDING, 

Chemisf 

A  paper  entitled  **  Bench  Fuel  Economies  **,  by  Mr.  F.  M. 
Richards,  of  Madison,  Wisconsin,  read  before  the  Wisconsin 
Gas  Association  in  1907  (see  American  Gas  Light  Journal  of 
May  27,  1907,  p.  886)  treats  of  the  return  flue  gas  method  and 
the  results  accomplished  by  it.  Unfortunately  Mr.  Richards 
does  not  tell  us  of  all  the  factors  entering  into  such  a  result. 
For  instance,  does  he  separately  meter  his  coal  gas,  is  the 
meter  correct,  how  does  he  know  that,  etc.?  It  is  ver>'  hard 
to  accept  results  as  worth  anything  unless  all  factors  which 
may  influence  such  results  are  considered,  and  covered  by  the 
paper. 

In  the  discussion  of  Mr.  Richard's  paper  the  matter  of  the 
power  required  to  introduce  the  return  flue  gases  under  the 
grates  was  brought  into  question.  In  regard  to  this  point  I 
can  quote  from  a  letter  I  received  from  Mr.  E.  Y.  Sayer,  Gen- 
eral Manager  of  The  Improved  Equipment  Company,  of  6a 
Wall  Street,  New  York  City,  under  date  of  September  3, 
1907,  as  follows: — 

'  *  We  have  a  small  positive  pressure  blower  having  a 
capacity  of  five  benches  at  Mattoon.  This  blower  is  di- 
rect connected  to  a  vertical  engine  having  cylinder  dimen- 
sions of  4^  in.  X5  in.  They  have  a  small  25  H.P.  boiler, 
which  furnishes  steam  for  the  entire  plant,  operating  the 
exhauster  and  blower.  Nothing  but  breeze  is  used 
in  the  boiler  and  the  boiler  fuel  amounts  to  600  pound^i 
of  breeze  per  24  hours.  The  steam  pressure  will  van' 
from  60  to  80  pounds.  The  engine  is  a  small,  slide  valve 
engine,  and  whereas  we  have  never  indicated  it  would 
imagine  that  it  is  developing  something  slightly  over  one 
H.P.     It  is  operated  at  about  150  revolutions  per  minute. 
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and  certainly  the  mean  effective  pressure  is  not  over  30 
pounds  per  square  inch.  The  air  is  delivered  at  25  oz. 
pressure  and  this  blower  outfit  is  guaranteed  to  develop  5 
lbs.  air  pressure  with  80  lbs.  steam.  With  a  mean  effec- 
tive pressure  of  30  lbs.  you  will  see  the  engine  is  develop- 
ing about  1.02  H.P. 

I  am  going  somewhat  into  detail  about  the  power  re- 
quired to  operate  one  of  our  air  injectors  for  the  reason 
that  so  much  discussion  has  occurred  on  this  point  and 
apparently  it  is  very  much  misunderstood  by  every  one. 
We  have  in  Denver  thirty-six  benches  operating  with  the 
Economizer.  Last  year  we  installed  ten  new  benches  of 
6's  there  that  are  every  day  carbonizing  7.2  tons  of  coal. 
The  air  is  furnished  to  the  injector  at  a  pressure  of  from  25 
to  30  oz.  per  square  inch,  which  represents,  allowing  an 
eflSciency  of  blower  of  66.6  per  cent.,  0.249  H.P.  per 
bench.  Estimating  50  lbs.  steam  per  hour  per  H.P.  de- 
veloped at  the  engine  and  an  evaporation  of  5  lb$.  of  steam 
per  pound  of  boiler  fuel,  it  requires  60  lbs.  of  boiler  fuel 
per  bench  per  day  to  operate  the  Economizer.  This  fuel 
is  mostly  breeze  and  cheap  coal,  which  have  a  monetary 
value  of  about  one-half  less  than  that  of  coke.  There- 
fore, calculated  on  a  value  basis  it  requires  about  30 
pounds  of  coke  to  operate  the  Economizer  per  bench  per 
day  of  24  hours.  These  are  actual  figures,  and  to  sub- 
stantiate their  accuracy  I  am  submitting  our  calculation. 

If  you  will  refer  to  a  copy  of  *  Mechanical  Draft '  pub- 
lished by  B.  F.  Sturtevant  &  Company,  in  whose  cata- 
logue No.  98  on  page  148,  table  No.  91,  you  will  find  that 
the  actual  power  represented  by  a  jet  of  air  under  15  oz. 
pressure  per  square  inch,  the  nozzle  having  an  effective 
area  of  one  square  inch,  is  0.5518  H.P.  By  doubling 
this  pressure,  namely,  30  oz.  per  square  inch,  it  repre- 
sents an  actual  H.P.  of  1.1036.  We  have  benches  oper- 
ating in  Denver  where  the  nozzle  is  reduced  to  its  smallest 
dimensions,  namely :  7/16  in.  Therefore  the  amount  of 
air  issuing  from  one  of  these  nozzles  would  represent  0.166 
of  a  H.P.  The  positive  pressure  blower  companies  guar- 
antee 85  per  cent.  eflSciency  for  their   blowers,  but  for 
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safety  calculate  that  due  to  ineflSciency  of  the  blower  and 
loss  in  pipe  the  actual  power  represented  by  the  air  at  the 
nozzle  would  be  two-thirds  or  66  per  cent.  eflSciency. 
This  would  indicate  a  continuous  H.P.  of  .249.  Allow- 
ing 5  lbs.  evaporation  per  pound  of  boiler  fuel  and  50  lbs. 
of  steam  per  H.P*  hour  of  engine,  this  would  represent 
60  lbs.  of  boiler  fuel  per  bench  per  day.  The  entire  cal- 
culation is  as  follows  : 

15  oz.  per  sq.  in.  pressure  (nozzle  i  sq.  in.)  =  .5518 
H.P. 

0.5518  X  2  «  1. 1036. 

Diameter  —  7/16  in.  =  0.15033  sq.  in. 

1. 1036  X  0.15033  —  0.166. 

Consider  0.166  -=  2/3  power  .'.  3/3  =  0.249  H.  P. 

Allowing  5  lbs.  evaporation  and  50  lbs.  steam  per  H.P. 

hour, 

^4  X_5.o_X^  ^  ^^  j^   ^^  ^^^j 

5 
As  a  matter  of  fact  at  one  of  our  plants  where  we  have 

an  electrically  driven  blower  and  there  is  in  circuit  with 

the   motor   a  voltmeter  and  ammeter,  these  results  are 

verified. 

We  are  going  into  a  good  deal  of  detail  on  this  subject 
as  it  is  important,  and  we  would  like  you  to  be  thoroughly 
familiar  with  this  feature  of  the  Economizer.  At  Mat- 
toon,  where  they  used  to  have  direct-fired  benches  and 
their  bench  fuel  was  something  over  500  lbs.,  we  have  cut 
the  bench  fuel  at  that  plant  in  two,  and  when  they  get  to 
using  hot  coke  in  their  furnaces  and  running  both  benches 
at  their  normal  capacity  their  bench  fuel  will  probably 
drop  to  210  lbs.  We  are  extremely  anxious  for  you  to  see 
one  of  our  types  of  benches,  and,  if  possible,  would  like 
to  have  you  make  arrangements  to  run  a  test  on  some  one 
of  our  plants,  possibly  Mattoon,  as  it  would  be  the  most 
convenient  to  St.  Louis. 

After  seeing  the  manner  in  which  we  handle  the  hot 
flue  gases  and  the  temperature  they  are  introduced  be- 
neath the  grate  bars  you  will  probably  understand  where 
we  get  the  very  high  efiiciencies  that  we  are  obtaining. 
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In  some  of  the  trade  journals,  the  blower  required  to 
operate  the  Economizer  is  referred  to  as  a  compressor. 
In  no  instance  do  we  exceed  30  oz.  of  air  per  square  inch, 
and  some  of  our  plants  are  running  on  15  oz.  per  square 
inch.  You  will,  therefore,  see  that  the  word  compressor 
is  not  applicable.  It  is  impossible  to  describe  the  differ- 
ence in  operation  of  one  of  our  benches  equipped  with 
the  Economizer  and  the  ordinary  type  of  bench.  The  in- 
stallation partakes  of  a  forced  draft,  which  draft  is  under 
control  and  maintained  at  absolutely  uniform  pressure  as 
we  have  an  automatic  pressure  regulator  keeping  the 
pressure  of  air  constant  regardless  of  the  amount  of  air 
required.  The  opening  of  the  injector  is  controlled  by  a 
hand  wheel  and  we  have  any  amount  of  heat  at  our  con- 
trol that  is  necessary.  The  heats  on  the  retorts  are  abso- 
lutely uniform  and  there  are  absolutely  no  clinkers  what- 
ever in  our  furnaces.  In  furnaces  we  have  operated  for 
four  years,  as  far  as  can  be  ascertained  from  inspection, 
the  linings  are  in  as  good  a  condition  as  the  day  they 
were  started  up. 

We  have  only  made  one  installation  which  is  not  satis- 
factory to  us,  namely  :  St.  Paul.  The  reason  for  this  is 
that  we  took  some  old  benches  that  had  been  running  for 
years,  and  by  means  of  outside  injectors  endeavored  to 
equip  them  with  the  Economizer.  Just  what  results  have 
been  obtained  at  St.  Paul  we  do  not  know.  However,  we 
are  informed  that  it  has  stopped  the  clinkers  and  makes 
some  considerable  saving  in  bench  fuel.  Since  then  we 
have  entirely  abandoned  trying  to  equip  old  benches  with 
the  Economizer.  For  this  reason  the  St.  Paul  plant  may 
not  be  entirely  satisfactory.  All  others  of  our  plants 
seem  to  be  giving  very  satisfactory  results.  * ' 

The  foregoing  comprises  about  all  available  information  on 
tlie  subject  of  the  return  flue  gas  met^hod  of  bench  operation 
in  the  United  States  that  I  was  able  to  secure  to  the  date  of 
tWs  writing.  I  may  add  that  I  have  a  copy  of  the  Improved 
Equipment  Company's  instructions  for  operating  their  so- 
called  economizer,  but  this  falls  within  the   realms  of  trade 
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literature,  and  should  readily  be  obtainable  by  any  one  writing 
for  a  copy.     I  will,  therefore,  omit  it  from  this  paper. 

CONCI.USIONS  AS  TO  VALUE  OF  RETURN  FLUE  GAS  METHOD. 

It  is  difficult  at  present  to  speak  with  absolute  certainty  in 
regard  to  the  value  of  this  method.  From  a  standpoint  of  the 
purely  theoretical  considerations  of  the  thermo-chemistry  of 
the  case,  it  would  appear  from  Dr.  Fischer's  figures  herein- 
before presented  that  the  method  is  not  economical  as  compared 
to  the  method  of  introducing  water  vapor  properly  preheated. 
The  statements  in  Dr.  Fischer's  book  are  so  positive  that  I 
would  hesitate  very  much  to  accept  any  contrary  views  at 
present.  They  have  evidently  worked  on  various  return  flue 
gas  installations  abroad  for  a  number  of  years. 

At  the  same  time  the  history  along  this  line  in  this  country 
is  altogether  insufficient  to  allow  us  to  base  conclusions  upon 
it.  The  advocates  of  the  return  flue  gas  method  claim  its 
superiority  over  the  introducion  of  water,  by  stating  that 
large  quantities  of  water  must  be  used  to  keep  down  the  for- 
mation of  clinker,  and  because  of  the  high  specific  heat  of 
water  vapor  they  say  a  great  deal  of  heat  escapes  from  the 
stacks.  It  appears  to  me,  however,  that  we  are  not  using 
water  vapor  properly,  and  when  we  learn  to  do  that  we  will 
be  able  to  accomplish  much  better  results  than  heretofore,  and 
very  likely  better  than  can  be  obtained  by  the  return  flue  gas 
method. 

I  would  suggest  that  benches  be  so  designed  that  both  the 
primary  and  secondary  air  be  preheated  as  well  as  the  water 
vapor,  and  that  the  primary  air  be  so  arranged  that 
there  will  be  ap  absolutely  homogeneous  mixture  of  it  with 
steam.  In  that  way  excessive  quantities  of  water  will  not  be 
required.  I  understand  one  large  plant  in  this  country  intro- 
duces steam  under  the  fire  by  capping  up  the  end  of  the  steam 
pipe  and  drilling  a  small  hole  through  the  cap  of  the  right 
size  to  introduce  the  proper  quantity  of  steam  under  the  aver- 
age boiler  pressure  maintained  at  that  plant.  This  required 
some  experimenting,  but  now  the  stokers  and  other  men  can 
not  alter  the  quantity  of  water  vapor  introduced,  and  it  looks 
like  a  very  good  and  simple  solution  of  the  problem  to  me. 
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I  wish  to  call  attention  to  one  additional  factor  which  ap- 
pears to  have  some  influence  on  the  choice  between  water 
vapoi;  and  return  flue  gas.  On  page  145,  **  Beilage  zum 
Chemiker-Kalender,*'  for  1902,  we  find  the  heat  of  formation 
of  combination  of  hydrogen  and  oxygen  at  various  tempera- 
tures as  follows  : — 

Gaseous.         Liquid. 
Water  —  Ha  +  O  =»  Ha  O  at         0°  C       +  58.3  4-  69.0 

**      —        *'         =      **      *•  2000^  C       +  50.6 

*'—'*»      '*      **  4000°  C       +  37.1 

On  page  151  of  the  same  book  we  also  have  the  heat  of 
formation  of  combination  of  carbon  monoxide  and  oxygen  as 
follows : 

CX3a  —  CO  +  O  -  COq  at      15^  C  +  68.3 

''    —         **        -     '•     '*  3000°  C  -I   37.0 

'*    —         "       =     *'     '*  4500^  C  +  28.0 

From  these  exothermic  reactions  we  can  draw  from  the 
foregoing  that  at  increasing  temperatures  the  heat  of  forma- 
tion of  Ha  O  falls  off  less  rapidly  than  that  of  COa  from  CO. 

If,  therefore,  Dr.  Fischer  had  used  the  proper  heats  of 
formation  at  the  various  temperatures,  it  would  appear  that 
the  difference  in  favor  of  the  use  of  water  vapor  would  have 
been  still  greatec  than  shown  by  his  figures. 

One  more  point  is  worthy  of  attention.  If  table  No.  6, 
page  13,  of  the  1906  edition  of  Emilio  Damour's  "  Industrial 
Furnaces  and  Methods  of  Control  "  is  correct,  it  would  appear, 
by  taking  molecular  equivalents,  that  the  loss  of  heat  of  water 
vapor  escaping  from  the  stack  from  1400^  C.  down  to  o*^  C. 
is  less  than  the  loss  of  heat  of  COa  with  its  accompanying 
nitrogen  from  1400^  C.  down  to  ichdg^  C.  Therefore,  from  a 
standpoint  of  the  efficiency  of  heat  transmission  from  carbon  to 
gaseous  fuel,  the  heat  carried  off  from  the  combustion  chamber 
is  less  with  water  vapor  than  with  COj  and  its  accompanying 
nitrogen. 

When  the  advocates  of  the  return  flue  gas  method  lay  so 
much  stress  upon  the  high  specific  heat  of  water  vapor  as  com- 
pared to  COa  ,  or  nitrogen  per  unit  of  weight,  they  evidently 
forget  that  the  specific  heats  of  these  substances  when  com- 
pared on  a  basis  of  molecular  equivalents  is  practically  the 
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same,  with  that  of  CO2  somewhat  higher.     For  instance,  see 
table  7  of  Damour's  book,  page  13. 

Molecular  weight  of  CO2    =  44 
Molecular  weight  of  Hj  O  =  18 
From  the  table  at  iooo«  C.   the  thermal  capacities  are  as 
follows : — 

Ha  O  —  609  per  Kg. 

CO2  —  277  per  Kg. 

Thermal  capacity  of 

44  Kg.  CO2  =  44  X  277  =  12188 
18  Kg.  Ha  0=*  18  X  609  =«  10962 
From  Dr.  Fischer's  equations  3  and  4,  which  are 
C  +  CO2  =  2  CO  =-  —  39000  Cal. 

C  +  Ha  0  «  CO  +  H2  =  —  39400  Cal. 
we  see  that  molecular  equivalents  of  CO2  and  Ha  O  are 
used  per  atom  of  carbon.  From  this  the  loss  of  heat  of  water 
vapor  escaping  from  the  stack  (even  with  the  high  specific 
heat  of  water  vapor)  is  not  serious  in  comparison  with  similar 
losses  due  to  CO2  and  nitrogen. 

The  burden  of  proof  is  apparently  up  to  the  advocates  of  the 
return  flue  gas  method.  If  they  can  apply  their  proposition  to 
a  plant  which  is  generally  accepted  as  being  operated  compe- 
tently, and  where  the  gas  is  separately  metered,  where  the 
coal  carbonized  is  properly  weighed,  and  where,  in  general,  all 
the  factors  entering  into  the  results  are  properly  taken  care  of, 
then  we  can  begin  to  secure  an  idea  of  what  they  can  accom- 
plish. On  the  other  hand,  I  am  perfectly  satisfied  that  the 
use  of  water  vapor  or  steam  has  by  no  means  found  its  ulti- 
mate development,  and  there  is  no  question  that  the  bulk  of 
plants  would  be  considerably  improved  in  results  if  they  were 
subjected  to  strict  examination  and  overhauling ;  that  is,  I 
believe  present  results,  even  with  present  apparatus,  are  far 
below  what  they  should  be. 

One  other  important  point  is  worthy  of  notice.  It  seems  to 
be  the  prevailing  opinion  that  primary  air  should  not  be  pre- 
heated. Such  an  assertion  looks  utterly  illogical  to  me -a 
deliberate  waste  of  heat.  No  matter  what  concurrent  argu- 
ments may  be  applied,  some  correct  method  of  utilizing  pre- 
heated primary  air  should  be  found. 
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It  is  right  here  that  the  advocates  of  the  return  flue  gas 
method,  unconsciously  perhaps,  score  a  point  over  the  ordinary 
bench.  They  introduce  their  primary  air  in  mixture  with 
hot  waste  gases,  thus  really  preheating  the  primary  air  by 
actual  contact  with  the  heating  medium,  and  under  conditions 
of  the  highest  eflSciency,  the  same  as  in  a  steam  jet  condenser 
where  the  highest  heat  transmission  efficiency  from  steam  to 
water  is  reached  by  actual  contact.  I  would  not  be  at  all  sur- 
prised if  a  considerable  portion  of  the  economy  claimed,  results 
from  this  preheating  of  primary  air. 

There  can  be  really  no  good  reason  why  a  bench  can  not 
be  designed  to  use  water  vapor  properly,  and  to  preheat  both 
primary  and  secondary  air,  and  then,  if  Dr.  Fischer  is  right,  it 
would  result  in  a  more  efficient  bench  than  the  other  type.  In 
fact  I  believe  such  benches  have  been  in  use  a  long  time  in 
Germany  and  elsewhere. 

To  be  sure,  clinker  formation  is  certainly  prevented  by  the 
return  flue  gas;  but  if  this  is  accomplished  at  the  expense  of 
fuel  economy,  why  do  it  in  that  way?  Then,  too,  the  question 
of  saving  in  repairs  is  in  that  state  where  no  data  is  available 
whatever. 

I  am  inclined  to  believe  that  the  facts  presented  so  far,  would, 
to  say  the  least,  make;  me  desire  much  better  proof  than  is 
heretofore  presented,  before  I  would  concede  the  superiority  of 
the  return  flue  gas  method  of  operating  recuperative  benches, 
over  a  proper  method  with  water  vapor. 

We  can  at  present  readily  see,  however,  that  this  agitation 
in  regard  to  bench  economy  will  surely  result  in  good.  The 
electric  light  resurrected  the  gas  business  from  99.44^/)  of 
stagnation,  and  while  the  percentage  may  not  be  so  great,  let 
us  hope  the  flue  gas  method  will  stimulate  us  all  to  much 
greater  efforts  (and  consequently  benefits)  in  our  recuperative 
bench  design  and  operation. 

RESUtrTS   AT  VARIOUS  PLANTS  AS  REPORTED  IN 

ANSWERS  TO  THE   ONE   HUNDRED   QUESTIONS. 

One  of  our  most  prominent  young  gas  managers  made  the 
following  remark  to  me  recently  : 

**I  believe  that  we  have  got  to  get  back,  a  little  at  least,  to  the 
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old  idea  that  there  is  a  great  saving  to  be  made  in  the  retort 
house.  Some  of  our  enthusiastic  fellow  gas  men  have  been 
talking  other  things  so  long  and  so  loud  that  their  retort 
houses  won't  bear  inspection." 

A  similar  idea,  coupled  with  the  desire  for  actual  facts,  was 
one  of  the  factors  which  led  to  my  sending  out  a  list  of  one 
hundred  questions  relating  to  retort  house  practice.  Altogether 
we  sent  out  about  750  lists,  and  out  of  these  have  to  present 
herewith  the  answers  from  about  forty  Companies.  It  seems  a 
little  odd  that  it  should  be  so  hard  to  get  people  to  send  in 
answers  which  are  intended  to  result  in  good  for  all. 

At  first  I  endeavored  to  combine  the  answers  into  one 
general  table,  but  this  now  appears  unsatisfactory.  There  is 
a  great  deal  of  valuable  information  in  each  set  of  answers, 
and  I  have  therefore  decided  to  insert  them  in  full.  In  the 
following  pages  you  will  find  : 

First,  the  list  of  100  questions  ; 

Second,  the  complete  answers  of  all  Companies  reporting 
arranged  in  groups  according  to  types  of  benches,  and  the 
Companies  being  numbered,  not  named  ;  and. 

Third,  a  r^sum^  of  the  important  results  of  operation,  be- 
ing in  general  the  averages  of  certain  sets  of  answers  for  each 
group  of  reporting  Companies. 

LIST  OF  ONE   HUNDRED   QUESTIONS. 

1  What  number  and  type  of  recuperative  benches  have  you 

in  your  plant  ? 

2  Who  built  these  benches  ? 

3  What  is  the  average  number  of  these  benches  you  have 

operated  in  the  last  twelve  months  ? 

4  Give  the  dimensions  and  number  of  retorts  per  bench  ? 

5  When  were  the  benches  you  operated  during  the  past 

twelve  months  completely  refilled,  and  what  was  their 
average  physical  condition  during  this  time  ? 

6  When  were  the  benches    you  operated  during  the  past 

twelve  months  refilled  above  recuperators,  and  what 
was  their  average  physical  condition  during  this  time  ? 

7  Give  grate  area  of  the  furnace  ? 
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8  State  depth  in  feet  and  inches  from  top  of  top  recuperator 

to  bottom  of  bottom  recuperator  ? 

9  Give  vertical  distance  from  grate  bars  in  furnace  to  top 

of  chimne5rs  for  escape  of  products  of  combustion  ? 
ID    State  average  depth  of  fire  in  furnaces,  as  near  as  you 
can  determine  it  ? 

1 1  What  kind   of  gas  coal  did  you  use  during  past  twelve 

months  ? 

12  Give  average  yield  of  gas  per  pound  of  coal  carbonized 

during  past  twelve  months,  corrected  to  60*^  Fahr., 
and  state  if  you  also  correct  to  30'  barometer  ? 

13  Do  you  separately  meter  your  coal  gas? 

14  Is    your  coal  gas   mixed   with   water  gas    before    it  is 

metered  ? 

15  Have  you  no  station  meter  at  all  ? 

16  If  you  have  separate  coal  gas  station  meter,  state  its  size, 

kind  of  drum  and  maximum  rate  per  hour  at  which  you 
passed  coal  gas  through  it  during  last  twelve  months  ? 

17  When  was  such  coal  gas  station  meter  last  tested? 

18  What  is  your  idea  of  the  average  accuracy  of  this  coal 

gas  station  meter  during  last  twelve  months  ?  Why  ? 

19  What  was  the  average  amount  of  coal  carbonized  per  ac- 

tive retort  in  last  twelve  months  per  twenty-four  hours  ? 

20  What  was  average  candlepower  of  your  coal  gas  during 

last  twelve  months,  corrected  to  60**  Fahr.,  and  30' 
barometer  ? 

21  What  was  average  net  B.  T.  U.  of  your  coal  gas  during 

past  twelve  months  ? 

22  What  was  percentage  of  active  retorts  to  total  number  of 

retorts  under  fire  during  past  twelve  months  ;  in  other 
words,  what  percentage  of  idle  retorts  could  we  figure 
on  in  your  plant,  owing  to  scurfing,  etc. 

23  What  kind  of  bench  fuel  did  you  use  during  past  twelve 

months  ? 

24  What  was  its  average  calorific  value  ? 

25  What   was  the  average  proximate  analysis  of  this  bench 

fuel,  as  nearly  as  you  can  give  it  ? 
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26  How  many  pounds  of  this  bench  fuel  did  you  use  on  the 

average  during  the  past  twelve  months  per  ton  coal 
carbonized?  (Figure  ton  as  2,000  lbs.)  How  do  you 
obtain  this  figure?  Is  bench  fuel  actually  weighed? 
How? 

27  How  many  pounds    of   water  and    steam  per    100  lbs. 

bench  fuel  did  you  run  into  ash  pan  and  under  fire 
during  past  twelve  months  ?  If  you  do  not  know,  please 
make  an  hour's  test  and  insert  result  from  that. 

28  Did  you  have  any  excessive  clinkering  to  do  ?   Explain. 

29  Are  you  returning  any  portion  of  the  waste  flue  gases 

under  the  fire  ? 

30  Where  are  these  waste  gases  taken  off  ? 

31  What  was  their  average  temperature  at  this  point  during 

past  twelve  months  ?  * 

32  What   was  their   average   chemical  composition  during 

this  time? 

33  What  percentage,  by  weight  of  total  waste  gases,  did  you 

return  under  fire  ? 

34  What  percentage,  by  weight  of  total  air  and  gases  mixed, 

going  under  the  fire,  was  this  waste  gas  thus  returned  ? 

35  What  average  percentage,  by  weight  of  CO 2,  was  there 

under  your  fire  during  last  twelve  months  ? 

36  Did  the  use  of  return  flue  gases  enable  you  to  dispense 

with  water  or  steam  under  the  fire  and  thus  secure  as 
little  or  less  trouble  with  clinkers  ?     Explain. 

37  What  saving  in  bench  fuel,  per  ton  coal  carbonized,  re- 

sulted from  the  use  of  such  a  scheme  ? 

38  What  labor  saving  resulted  ? 

39  Did  your  results  vary  any  from  what  they  were  prior  to 

introduction  of  such  a  system?     Explain  fully. 

40  What  differences  did  you  observe  in  the  operation  of  the 

benches  thereafter  ? 

41  What  repairs  to  the  bench  were  caused  by  introducing 

those  waste  gases  under  the  fire,  if  any  ? 

42  How  many  pounds  of  water  or  steam  did  you  save,  per  100 

lbs.  of  bench  fuel,  while  returning  these  waste  gases 
under  the  fire  ? 
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43  Was  it  necessary  to  use  any  water  or  steam  under  the  fire 

at  all  during  operation  with  these  waste  gases  ? 

44  Was  the  temperature  of  the  stack  gases  raised  or  lowered 

when  using  these  waste  gases  ? 

45  How  do  you  deliver  these  waste  gases  under  the  fire  ? 

46  How  does  your  retort  house  foreman  regulate  the  amount 

of  these  waste  gases  ? 

47  How  does  your  retort  house  foreman  know  when  he  has 

reached  the  proper  amount  of  waste  gases  he  desired 
to  introduce  under  the  fire  ? 

48  Is  the  regulating  of  the  waste  gases  accomplished  on  each 

individual  bench,  or  so  arranged  that  it  handles  a  com- 
plete stack  ? 

49  Have  you  any  determined  method  of  obtaining  the  proper 

amount  of  waste  gases  required  ?    If  so,  explain. 

50  Is  the  regulation  of  these  w^uste  gases  very  difficult  or 

simple  ?    Does  it  have  to  be  watched  very  carefully  ? 

51  In  figuring  a  saving  resulting  from  the  use  of  a  portioa 

of  the  waste  gases  under  the  fire,  did  you  take  careful 
consideration  of  all  the  factors  entering  into  such  a 
result,  such  as  yield  of  gas  per  lb.  coal  carbonized,  etc.  ? 

52  From  your  e?:perience,  do  you  believe  there  is  any  real 

value  in  using  the  return  flue  gas  scheme  ?  Explain. 
Or  would  you  stick  to  the  older  method  of  introducing 
water  and  steam  under  the  fire?    Why  ? 

53  In  ordinary  bench  operation  (not  considering  any  return 

flue  gas  scheme),  how  do  you  regulate  the  proper 
amounts  of  primary  and  secondary  air  ? 

54  Do  you  think  of  any  satisfactory  way  whereby  an  average 

retort  house  foreman  could  regulate  his  bench  heats 
and  air  openings  except  by  chemical  analysis  of  the 
waste  gases?     Explain. 

55  How  many  days,  after  an  entire  new  stack  of  benches  is 

completed,  do  you  consider  it  necessary  to  heat  it  gen- 
tly before  bringing  it  up  to  full  h/sat  for  regular  opera- 
tion? 
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56  How  many  days  after  a  bench  is  refilled  from  the  ash  pan 

up,  do  you  consider  it  necessary  to  heat  it  gently  before 
bringing  it  up  to  full  heat  for  regular  operation  ? 

57  How  often  do  you  think  it  wise  to  scurf  retorts  ?    State 

answer  in  days. 

58  How  many  h6urs  would  you  allow  for  scurfing  a  retort, 

and  how  would  you  do  it  ? 

59  Do  you  think  a  bench  should  ever  be  let  down  except  for 

repairs,  if  you  can  so  arrange  your  operation  to  make 
this  possible  ? 

60  How  would  you  clean  flues  so  as  to  injure  a  bench  as  little 

as  possible  ? 

61  How  would  you  clinker  and  take  out  ashes  so  as  to  injure 

a  bench  as  little  as  possible  ? 

62  How  would  you  put  in  coke  as  bench  fuel  so  as  to  insure 

best  results  and  injure  a  bench  as  little  as  possible  ? 

63  How  would  you  put  in  coal  as  bench  fuel  so  as  to  insure 

best  results  and  injure  a  bench  as  little  as  possible? 

64  Would  you  use  water,  steam  or  flue  gases  under  the  fire  ? 

Why? 

65  How  would  you  draw  and  charge  your  retorts  so  as  to 

injure  them  as  little  as  possible? 

66  Would  you  quench  your  coke  by  throwing  water  on  it  as 

it  lies  on  floor  or  in  conveyors  or  chutes  in  front  of 
bench,  taking  into  account  the  injurious  action  on  the 
bench  of  having  water  thrown  on  the  hot  brick  ? 

67  Would  you  keep  dust  off  top  of  stacks,  tar  off  the  mouth- 

pieces, etc. ,  in  order  to  prolong  the  li^e  of  the  benches  ? 

68  Would  you  allow  your  chemist  to  regulate  your  heats  in 

preference  to  any  other  method  ? 

69  I#ow  often  do  you  fire  your  furnaces  ? 

70  Have  you  any  method  of  preventing  the  cooling  of  the 

bench  when  clinkering  or  firing  ? 

71  If  you  have  any  such  method,  does  it  work  automatically  ? 

Explain. 

72  Do  you  operate  your  bench  with  a  high  heat  or  medium  ? 

Consider  above  1500^  Cent,  high  heat  in  combustion 
chamber  ? 

73  ^ive  degree  of  heat,  if  possible. 
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74  Is   it  advantageous  or  disadvantageous  to  operate  your 

bench  under  such  a  heat  ? 

75  State  these  advantages  and  disadvantages  ? 

76  Have  you  any  flame  coming  out  of  the  stack  ? 

77  When  this  is  the  case  what  do  you  do  to  remedy  it  ? 

78  Have  you  much  trouble  with  stopped  stand-pipes  ? 

79  To  what  do  you  attribute  this  trouble  ? 

So    Would  you  advocate  using  a  separate  producer  for  firing 
a  stack  of  benches  if  your  retort  house  is  large  enough  ? 

81  What  would  be  your  reason  for  advocating  the  above  ? 

82  Why  would  you  advise  against  it  ? 

83  How  often  do  you  clinker  ? 

84  When  do  you  clinker  or  fill  your  furnaces  ?    Just  before 

the  draw  or  after  the  draw  ? 

85  Do  you  charge  your  retorts  by  hand  or  by  machinery  ? 

86  How  long  are  your  lids  off  of  the  mouthpieces  ?     (Take 

the  time  from  the  beginning  of  the  draw  until  the  end 
of  the  charge.) 

87  How  do  you  control  the  primary  air  you  admit?     Ex- 

plain. 

88  Whom  do  you  allow  to  regulate  the  primary  and  secondary 

air  ?     The  retort  house  foreman  or  any  of  the  stokers  ? 
^9     Do  you  preheat  your  secondary  air  ?     How  many  degrees 
Cent.  ? 

90  How  do  you  introduce  your  water  or  steam  into  the  ash 

pan  ? 

91  Do  you  keep  a  record  of  the  performance  of  each  bench  ? 

92  Why? 

93  What  kind  of  refractory  material  have  you  found  to  be 

the  best  for  bench  construction  ? 

94  If  you  have  inclines  or  verticals,  please  state  briefly  how 

you  regulate  your  heats,  clinkering  and  clinker  preven- 
tion, and  whether  you  find  any  difference  in  these  respects 
as  against  ordinary  retort  house  with  horizontals  ? 

95  Do  you  introduce  any  air  into  the  coal  gas  prior  to  the 

station  meter? 

96  When  do  you  introduce  this  air  ? 

97  What  per  cent,  of  the  total  coal  gas  made,corrected  to  60® 

Fahr.,  is  such  air? 

98  Do  you  preheat  such  air  ? 

99  If  so,  to  what  temperature  ? 

100  Why  do  you  preheat  it  ? 
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RESUME. 


Ques- 
tion 
No. 

So-called 
full-depth  9's. 

So-called 

fnll-depth 

8's. 

So-called 

fuU-depth 

6's. 

i        So-called 

'     ^.depth  d's. 

1 

So-called 

>^-depth 

6's. 

12 

4.80 

4.88 

4.85 

'5 — (notcorr.) 

4.81 

19 

2036 

4316 
throughs 

4200 
throughs 

1500 

1762 

20 

1503 

15.59 

15.8 

.7. 

16.5 

21 

602 

622  gross 



22 

94.5 

95.34 

96.6 

97.5 

88.66 

23 

Coke  10 

Coal    I 

Mixed    I 

3 

I 
I 

4 

I 
I 

2 

II 
I 
4 

24 

.... 

13500 
coke 





25 

Coke  281.5 
Coal  441. 
Mixed  274.8 

281.4 

231. 

274.8 

288. 

364- 
274.8 

380. 

372.5 
348. 

55 

31 

44 

32 

19 

17 

56 

13.6 

25 

16 

12 

3.5 

57 

41 

37 

62 

7 

44 

69 

4 

5 

4 

6 

2.6 

80 

Yes 
No 



10 
6 

.... 

.... 

83 

41  hrs. 

40  hrs. 

78  hrs. 

64  hrs. 

65  hrs. 
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SIMPLE   RULES  TO  GOVERN  THE  CARE  AND 

OPERATION  OF   RECUPERATIVE  BENCHES. 

In  this  portion  of  my  paper  I  will  endeavor  to  formulate  a 
set  of  rules  so  simple  and  concise  that  any  retort  house  foreman 
can  readily  understand  and  follow  them. 

Time  required  to  bring  various  kinds  of  recuperative  bench 
installations  to  operating  heat  after  being  shut  down,  or  when 
new. 

Entire  new  stack  of  benches. 

Time  required  for  drying — 15  to  20  days,  depending  on 
size,  atmospheric  and  general  conditions. 

Time  required  after  drying  to  bring  benches  to  operating 
heat — 5  to  10  days. 

Entire  old  stack  of  benches,  after  being  shut  down  for  some  time. 
Time  required  for  drying — 5  to  10  days. 
Time  required  after  drying  to  bring  benches  to  operat" 
ing  heat — 3  to  5  days. 

Single  new  benches  in  old  arches. 

Time  required  for  drying — 10  to  15  days. 
Time  required  after  drying  to  bring  bench  to  operating 
heat — 3  to  5  days. 

Single  old  benches  in  old  arches. 

Time  required  for  drying — 2  to  3  days. 
Time  required  after  drying  to  bring  bench  to  operating 
heat — 2  to  5  days. 

Precautions  to  be  observed  before  starting  drying  out  fire. 

Brick  up  mouth-pieces,  leaving  hole  about  two  inchc> 
square,  to  allow  escape  of  moisture. 

Cfose   all   dampers  and  sight-holes,   except   main  flue 
damper. 
^  Leave  small  air  opening  to  underneath  grate  bars. 

Drying  out  fire. 

This  may  be  started  with  wood  kindling  or  hot  coke. 
After  starting,  keep  it  up  as  a  low  (one  foot  deep)  coke 
fire,  at  dull  heat  at  first,  gradually  increasing  air  opening 
day  after  day,  until   at  end  of  drying  out  period,  a  low 
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(say  two  feet  deep)  but  fairly  bright  fire  exists.  Feed  this 
fire  at  frequent  intervals  with  small  quantities  of  fuel, 
not  varying  the  heat  any  more  than  can  be  helped. 
General  Instructions  duriiig  drying  out  period. 

Watch  expansion  of  brick  work  very  carefully,  and 
carefully  loosen  buck  stays  and  tie  rods  from  time  to  time. 

Keep  damper  in  ash  door  open  to  burn  up  any  carbon 
monoxide  that  may  be  formed,  or  if  this  is  not  above  fire, 
the  fuel  feeding  door  can  be  left  open. 

Be  sure  to  have  main  flue  damper  wide  open,  so  that 
all  gases,  moisture,  etc.,  can  readily  escape. 

At  the  end  of  drying-out  period,  the  furnace  portion  of 
the  bench  should  be  at  dull  red  heat. 

To  bring  heat  to  operating  conditions. 

Clean  and  clicker  fire  thoroughly,  and  then  add  coke 
until  a  fuel  depth  of  about  two  to  two  and  one-half  feet 
is  secured. 

Keep  an  ample  amount  of  air  going  under  the  grate 
bars,  so  that  fire  will  gradually  brighten.  Still  keep 
feeding  door  open,  but  do  not  allow  flames  to  come  out 
of  it.     This  can  be  regulated  by  main  flue  damper. 

Keep  dampers  in  ash  door  open. 

Start  water  slowly  dripping  into  ash  pan. 

See  that  primary  air  dampers  are  open. 

Gradually  increase  depth  of  fire,  until  it  is  not  less  than 
about  three  feet  deep  just  before  firing. 

When  the  combustion  chamber  begins  to  get  hot  the 
secondary  air  slides  should  be  opened  about  three-quarters 
of  an  inch  each.     Close  fuel  feeding  door. 

When  certain  that  carbon  monoxide  gas  is  burning  at 
the  nostrils,  and  the  furnace  is  at  a  bright  heat,  fill  the 
producer  with  fuel,  open  secondary  air  slides  to  an  ample 
amount,  and  increase  the  water  running  to  the  drip  pans 
and  ash  pan  to  full  amount.  Conduct  the  heating  up 
process  gradually,  keeping  up  an  excess  of  secondary 
air.     If   bench  heats  too  rapidly,  cut  down  primary  air. 

About  one  to  two  days  before  coming  to  full  heat, 
remove  brick  work  from  mouth-pieces  and  charge  retorts 
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with  small  amount  of  slack  coal,  leaving  caps  on  ascen- 
sion pipes  open  at  first,  until  ready  to  put  hydraulic  main 
into  operation. 

The  charge  of  coal  in  the  retorts  prior  to  regular 
charges,  should  be  one  large  charge  of  slack  coal,  left 
in  at  least  twelve  hours,  to  fill  cracks  in  retorts,  etc. 

Regulation  of  Furnace  during  Operation. 

Have  the  works  superintendent  or  chemist  set  primary 
and  secondary  air  slides  after  sufficient  flue  gas  analyses 
have  been  made. 

After  that,  no  one  but  the  superintendent  or  chemist 
should  be  allowed  to  touch  these  slides. 

Since  instructions  for  such  analyses  have  been  written 
and  rewritten  so  often,  I  will  not  repeat  them  here. 

Secure  the  most  intimate"  mixture  of  water  vapor  and 
primary  air  that  is  possible  with  the  construction  under 
consideration. 

If  steam  is  used  under  the  fire,  run  in  one  or  more 
pipes,  cap  up  at  ends,  drill  hole  in  each  cap  of  proper 
size  to  admit  correct  amount  of  steam  per  hour  with  the 
average  boiler  pressure  carried  at  plant.  The  Superin- 
tendent or  Chemist  to  determine  proper  size  of  holes. 

Keep  fires  clean,  deep  and  level  throughout. 

When  firing,  keep  firing  door  open  minimum  amount 
of  time. 

Same  rule  applies  to  clinkering  or  cleaning.  It  is  adns- 
able  to  have  stack  dampers  to  be  closed  during  these 
periods. 

The  main  flue  damper  should  be  open  only  so  far  that 
there  is  a  very  slight  pressure  in  the  setting.  Any  slight 
crack  or  opening  around  a  sight  hole  should  therefore 
show  a  slight  flame. 

Usually  when  clinkering  it  is  advisable  to  use  false  bars. 
General, 

See  that  all  craj^ks  in  brickwork  are  promptly  patched, 
that  sight  hole  plugs  fit  tightly,  that  feeding  doors  into 
furnace  (as  well  as  other  doors)  are  tight,  and  do  not 
permit  air  leakage  into  benches. 
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Keep  top  of  stack  clean,  and  free  from  dust,  tar,  etc. 

Clean  out  the  recuperators  frequently  with  scrapers, 
steam  jet,  or,  still  better,  by  compressed  air.  This 
should  be  done  every  two  or  three  weeks. 

If  leaks  develop  in  recuperators,  try  to  get  them  tight 
again  by  washing  with  a  thin  grouting. 

Letting  down  settings  or  benches. 

This  is  virtually  the  reverse  process  from  starting  up, 
but  is  simpler. 

Put  last  charges  into  retorts  about  one  hour  before 
closing  down. 

Have  fire  in  producer  not  over  three  feet  deep. 

One  hour  after  last  charge,  close  primary  and  secondary 
air  slides,  lute  all  openings,  shut  off  water  supply,  shut  all 
dampers,  and  allow  bench  or  setting  to  cool  down  slowly. 

When  cool,  pull  coke,  clean  out  fire,  and  leave  things 
clean  and  neat,  inside  and  outside  of  bench. 

Retcrts, 

Keep  well  patched. 

Keep  well  scurf ed.  Scurf  a  little  too  often  rather  than 
not  quite  often  enough.  Scurfing  is  probably  best  accom- 
plished by  compressed  air,  but  steam  jets  up  the  ascen- 
sion pipes,  or  the  ordinary  D-tile  will  do  where  compressed 
air  is  not  available. 

Coal  charges  must  be  put  in  properly.  Get  coal  well 
into  back  end  of  retort,  and  have  top  practically  uniform 
•  throughout.  The  shape  of  the  top  of  the  coal  should  be 
such  as  to  best  receive  the  radiated  heat  owing  to  the 
shape  of  top  of  retort.  Have  Superintendent  determine 
this  point. 

When  charging  or  drawing,  keep  mouth-pieces  open  as 
short  time  as  possible. 

Keep  mouth-piece  bolts  properly  tightened,  and  keep 
eccentrics  on  self -sealing  lids  in  good  working  order. 

Do  not  allow  stokers  to  tighten  eccentric  levers  by 
hammering  with  shovels,  bars,  etc.  Do  such  work  by 
hand. 
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Ascension  and  Btidge  Pipes,  Hydraulic  Main, 

These  should  be  kept  thoroughly  and  regularly  clean. 

Have  stokers  push  a  gouge  up  ascension  pipes  after 
each  draw. 

Thick  tar  should  not  be  allowed  to  accumulate  in 
hydraulic  main.     See  to  this  every  day. 

Keep  every  hand  hole  and  cleaning  hole  in  working 
order,  as  well  as  the  overflows. 

Inspect  every  operating  device  about  the  bridge  pipes 
and  hydraulic  main  every  day,  and  if  ammoniacal  liquor 
circulation  is  used,  see  that  all  jets  are  clear,  pumps  in 
working  order,  etc. 

Genet  al. 

Keep  all  air,  steam,  water  and  other  pipes  tight. 

Keep  whatever  machinery  is  used  in  good  order  and  well 
oiled. 

Keep  none  but  good,  first-class  tools  for  the  use  of  the 
men,  and  keep  properly  repaired. 

Last,  by  all  means  one  of  the  most  important  instruc- 
tions, is  in  regard  to  cleanliness.  Keep  your  bouse  clean, 
thoroughly  in  repair  all  the  time,  have  floors  swept  regu- 
larly, provide  receptacles  for  rubbish,  proper  lockers, 
toilet  and  wash  facilities  for  the  men  ;  keep  tar  off  all 
bench  and  iron  work,  keep  all  dust  off  top  of  stacks,  pro- 
vide neat  racks  for  tools,  and  endeavor  to  apply  all  the 
little  useful  devices  for  promoting  ventilation  you  can. 

Remember  that  cleanliness  is  the  greatest  simple  factor 
tending  to  insure  your  success  and  the  appreciation  of 
superior  officers. 

Before  concluding  this  paper,  I  wish  to  express  my  thanks 
to  Mr.  George  S.  Hessenbruch,  of  St.  Louis,  under  whose 
direction  a  great  deal  of  the  reference  and  other  matter  used 
in  the  preparation  of  this  paper  was  secured  and  arranged.  I 
wish  also  to  express  my  sincere  appreciation  to  the  officers  of 
the  Companies  sending  in  answers,  and  to  numerous  gentle- 
men, both  in  this  country  and  abroad,  who  have  kindly  sent 
me  information  and  data  for  use  herein. 

References  herewith  appended. 


Digitized  by  VjOOQIC 


893 

I4ST  OP  RBPBRENCBS. 

1.  Century  Dictionary  and  Cyclopedia.     Pp.    5P14,  5015, 

5045,  728,  2415,  5134. 

2.  Standard  Dictionary. 

3.  Nelson's  Encyclopedia. 

4.  Knight's  American  Mechanical  Dictionary. 

5.  Encyclopedia  Britannica. 

6.  "  Die  Gaserzeuger  und  Gasfeuerungen  '* — Ernst  Schma- 

tolla. 

7.  * '  Lehrbuch  der  Chemischen  Technologic  der  Energien, ' » 

by  Hans  v.  Jiiptner. 

8.  Proceedings  Ohio  Gas  Light  Association,  1903. 

9.  Journal  of  Gas  Lighting,  London  : 

Copy  of  April  28,  1903  ; 

August  18,  1903  ; 
March  22,  1904  ; 
March  13,  1906; 
October  30,  1906  ; 
January  8,  1907  ; 
July  30,  1907  ; 
August  6,  1907. 

10.  American  Gas  Light  Journal : 

Copy  of  April  13,  1903  ; 
April  2,  1906 ; 
May  27,  1907  ; 
June  3,  1907; 
June  ID,  1907  ; 
June  17,  1907  ; 
June  24,  1907. 

11.  The  Gas  World: 

Copy  of  October  11,  1902  ; 
June  27,  1903 ; 
July  II,  1903  ; 
July  18,  1903  ; 
August  8,  1903  ; 
August  15,  1903  ; 
August  22,  1903  ; 


Digitized  by  VjOOQIC 


Sept.  5,  1903  ; 
October  3,  1903  ; 
October  17,  1903  ; 
October  31,  1903  ; 
November  21,  1903  ; 
December  12,  1903  ; 
December  26,  1903  ; 
January  23,  1904 ; 
February  20,  1904 ; 
March  26,  1904  ; 
December  10,  1904  ; 
December  17,  1904. 

12.  Progressive  Age  : 

Copy  of  April  i,  1903  ; 
May  I,  1903; 
May  2,  1904 ; 
June  I,  1904; 
April  2,   1906. 

13.  Proceedings  American  Gas  Light  Association. 

14.  Proceedings  Western  Gas  Association. 

15.  Proceedings  Ohio  Gas  Light  Association. 

16.  Various  foreign  and  United  States  patents,  as  enumer- 

ated in  the  body  of  the  paper. 

17.  **Handbuch   der  Chemischen  Technologic,'*   by    Dr. 

Ferdinand  Fischer,  1900. 

18.  **  Jahres-Bericht  iiber  die  Leistungen  der  Chemischen 

Technologic,"  for  the  year  1893,  by  Dr.  Ferdinand 
Fischer. 

19.  **  Industrial  Furnaces   and  Methods  of  Control,"   by 

Emilio  Damour. 

Discussion. 

(In  pursuance  of  the  action  taken  by  the  Institute  the  fol- 
lowing written  discussions  have  been  received  from  Mr.  A.  E. 
Forstall  and  Mr.  Edward  L.  Rieha.) 

Mr.  a.  E.  Forstall:  Under  the  heading,  "Simple  Rules 
to  Gk)vem  the  Care  and  Operation  of  Recuperative  Benches/' 
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Mr.  Baehr  states  that,  before  starting  the  drying-out  fire,  the 
mouthpieces  should  be  bricked  up,  leaving  a  hole  2  in.  square 
to  allow  the  escape  of  moisture,  and  that  all  dampers  and 
sight  holes,  except  the  main  flue  damper,  should  be  closed. 
My  experience  has  never  shown  any  necessity  for  bricking 
up  the  mouthpieces  of  the  retorts,  since  as  long  as  the  bench 
is  being  merely  dried  out  the  mouthpieces  can  be  left  entirely 
open  and  as  soon  as  the  retorts  begin  to  get  hot,  loss  of  heat 
can  be  prevented  by  closing  the  mouthpiece  lids.  There  is 
thus  no  reason  for  incurring  the  expense  involved  in  bricking 
up  the  mouthpieces. 

Instead  of  closing  all  the  dampers  and  sight  holes  except 
the  main  flue  damper,  only  the  air  slides  and  the  main  flue  dam- 
per should  be  closed,  all  of  the  sight  holes  being  left  open. 
The  reasons  for  doing  this  have  been  very  fully  explained  in 
the  answers  to  the  Practical  Class,  and  the  one  treating  of  the 
operation  of  starting  up  a  bench  can  be  found  in  the  Institute 
Proceedings  at  page  83  of  Vol.  I.  The  main  flue  dampers 
while  closed  at  the  start  will,  of  course,  have  to  be  opened  up 
later. 

In  the  rules  for  bringing  the  heat  to  operating  conditions, 
Mr.  Baehr  does  not  lay  sufficient  stress  upon  the  necessity  of 
always  having  the  top  of  the  fire  bright  so  that  any  carbon  mon- 
oxide which  may  escape  from  the  fire  will  be  ignited  as  soon 
as  it  comes  in  contact  with  air  above  the  fuel  bed.  If  this 
precaution  is  not  taken  there  is  danger  of  having  an  explosive 
mixture  of  carbon  monoxide  and  air  formed  in  the  top  of  the 
furnace  and  the  setting,  while  the  top  of  the  fire  is  cold,  which 
mixture  may  be  ignited  with  serious  results  when  the  fire 
brightens  up. 

The  only  statement  in  regard  to  the  regulation  of  the 
primary  and  secondary  air  slides  which  Mr.  Baehr  gives  is  that 
these  slides  should  be  set  after  sufficient  flue  gas  analyses 
have  been  made.  This  rule  is  all  right  where  there  is  either 
a  chemist  connected  with  the  plant,  or  the  superintendent  has 
sufficient  chemical  knowledge  to  enable  him  to  make  the  re- 
quired analyses.  These  conditions  are  probably  found  in  only 
a  very  small  percentage  of  the  gas  works  in  the  United  States, 
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and,  therefore,  it  is  well  to  have  a  rule  for  setting  these  slides 
which  does  not  involve  chemical  analyses.  Such  a  rule  has 
been  given  by  me  several  times  and  can  be  found  in  an  answer 
to  the  Practical  Class,  published  in  Vol.  I  of  the  Institute 
Proceedings,  at  page  153. 

What  seems  to  me  another  omission  is  the  failure  to  give 
any  rule  for  recognizing  when  the  main  flue  dampers  are  prop- 
erly set,  except  the  statement  that  any  slight  crack  or  opening 
arotmd  the  sight  holes  should  show  a  slight  flame.  A  rule 
which  I  think  much  better  than  this  has  been  given  in  the 
same  place  as  the  rule  for  setting  the  air  slides  as  referred  to 
above. 

In  regard  to  the  rule  given  by  Mr.  Baehr  that  when  clink- 
ering,  or  cleaning,  the  firing  door  should  be  kept  open  the 
,  minimum  amount  of  time,  I  think  that  this  rule  should  be  made 
to  read,  the  firing  door  shall  not  be  kept  open  at  all.  With  a 
good  man  in  charge  of  the  cleaning  of  the  furnaces  there  is  no 
necessity  for  opening  the  firing  door  during  the  cleaning  of 
the  fire,  it  being  very  easy  to  operate  generator  furnaces  so 
that  all  the  cleaning  can  be  done  through  the  lower  clinkering 
door. 

In  giving  the  rules  for  letting  down  settings  nothing  is 
said  as  to  the  necessity  of  opening  up  the  bridge  pipe  covers 
and  plugging  the  standpipes  as  soon  as  all  the  gas  has  been 
driven  off"  the  last  charge  of  coal.  It  is  necessary  to  do  this 
in  order  to  avoid  any  leakage  of  gas  through  the  dip  pipes 
and  the  standpipes  into  the  retort.  If  such  leakage  occurs 
there  is  danger  of  an  explosion  which  may  do  damage. 

In  speaking  of  the  care  of  the  ascension,  bridge  pipes  and 
hydraulic  main,  Mr.  Baehr  states  that  these  should  be  kept 
thoroughly  and  regularly  cleaned.  It  would  be  well,  with  refer- 
ence to  the  ascension  pipes  especially,  to  state  what  thoroughly 
cleaned  means,  since  different  people  have  very  different  ideas 
as  to  thoroughness.  Thoroughly  cleaned  means  that  a  test 
ring  only  one-quarter  inch  smaller  in  diameter  than  the  in- 
terior of  the  pipe  should  pass  freely  down  the  pipe  without 
meeting  any  obstructions. 

Mr.  Edward  L.  Rieha  :  It  is  very  desirable  at  the  present 
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time  that  we  adopt  the  word  "recuperative"  for  gas  benches 
of  that  construction  and  not  ^'regenerative."  The  latter  term 
has  been  discussed  before  and  should  be  abandoned. 

From  all  examinations  made  into  various  literature  dealing 
with  the  subject,  it  resolves  itself  conclusively  that  only  the 
word  "recuperative"  implies  the  correct  interpretation. 

Gas  benches  should  be  determined  as  half,  three-quarter 
and  full  depth  by  the  effective  depth  of  the  fuel  in  the  furnace. 
It  is  in  all  instances  understood  that  the  depth  of  the  recupera« 
tor  be  calculated  and  built  to  suit  the  amount  of  available 
gases  coming  from  the  setting,  respectively  the  furnace.  Their 
thermal  capacities  should  be  utilized  to  the  fullest  extent  for 
preheating  both  the  secondary  and  primary  air,  further  also- 
for  evaporating  the  necessary  steam.  For  such  detailed  fig- 
ures I  would  refer  to  a  paper  by  Geipert  which  appeared  in  the 
"Journal  fiir  Gasbeleuchtung"  for  the  year  1906,  page  459. 
Waste  gases  passing  into  the  last  outlet  flue  should  not  exceed 
a  temperature  of  600"  Fahrenheit.  As  stated  before,  primary 
air  should  be  preheated  with  the  water-vapor.  The  idea  that 
too  high  a  temperature  may  result  is  entirely  incorrect.  This 
is  regulated  and  in  practice  no  case  is  on  record  where  the  air 
introduced  under  the  grates  caused  fusion  of  the  pyrites  or 
silicates  in  the  fuel.  The  formation  of  clinkers  calls  for  a 
higher  heat  usually  not  attained  at  this  point  in  a  furnace 
of  correct  construction. 

All  reactions  of  furnace  gases  must  be  determined  by  proper 
control  and  should  be  as  close  to  theoretical  consideration  as 
possible.  The  formations  of  CO  and  COj  in  a  producer  are 
governed  by  temperature  as  well  as  distinct  equilibrium  which 
allows  the  chemical  reactions  to  take  place. 

As  regards  the  return  flue  gas  method  there  is  no  doubt  that 
the  results  obtained  with  this  method  are  better  than  experi- 
enced in  the  majority  of  ordinary  retort  benches.  The  fuel  con- 
sumption has  been  decreased  to  a  large  extent  by  its  applica- 
tion and  difficulties  in  clinkering  being  overcome. 

However,  we  must  bear  in  mind  that  in  no  instance  has 
there  been  made  comparison  with  the  benches  usine:  water- 
vapor  in  the  correct  manner. 
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In  Germany  ordinary  recuperative  benches  are  operating  on 
ten  pounds  of  fuel  per  hundred  pounds  of  coal  carbonized. 
Such  results  have  been  accomplished  nearly  ten  years  ago, 
and  evidently  are  much  better  at  the  present  time.  The  new 
^Tintsch-Hermansen"  benches  with  "Rationelle"  recuperators 
are  using  on  an  average  nine  pounds  to  one  hundred  of  coal 
carbonized.  Authoritative  reports  can  be  obtained  from  vari- 
ous gas  works  to  verify  the  statements.  I  refer  herewith  to 
ordinary  horizontal  recuperative  benches.  It  mainly  depends 
upon  the  efficiency  of  secondary  air  recuperation,  the  proper 
homogeneous  mixing  of  the  water-vapor  with  the  primary  air 
which  are  preheated  to  a  certain  degree  and  then  introduced. 

The  higher  the  furnace  temperature,  the  more  water-vapor 
can  be  introduced  and  correspondingly  higher  will  be  the  flame 
temperature  of  the  resulting  gases  for  combustion. 

There  is  a  slight  advantage  to  the  introduction  of  COj  over 
that  of  steam.  If,  however,  the  vaporization  of  the  steam  is 
effected  in  the  bench  itself  at  the  expense  of  its  sensible  heat 
(rather  that  of  the  waste  gases)  the  efficiency  of  water- vapor 
is  equal  to  that  of  carbon  dioxide.  Besides  this  the  flue  gas 
method  requires  exact  control,  and  a  large  percentage  of  the 
waste  gases  must  be  returned  for  any  furnace  of  ample  di- 
mensions. The  latter  usually  carry  only  18  per  cent,  of  CO,, 
and  of  this  at  least  50  per  cent,  must  be  brought  under  the 
grates  to  do  good  work.  For  large  units  it  remains  to  be  seen 
if  this  method  will  prove  satisfactory  at  all,  when  adopted. 

Purchasers  of  gas  benches  should  lay  down  more  specific 
and  precise  rules  when  making  inquiries  on  their  requirements. 
They  should  examine  the  value  of  the  different  constructions 
by  inquiring  into  the  efficiencies  of  the  thermochemical  proc- 
esses involved. 

The  President:  The  next  business  in  order  is  the  consid- 
eration of  the  report  of  the  Committee  on  Meters.  This  report 
was  made  last  year  and  comes  up  for  consideration  now. 

Mr.  Walton  Forstall:  Mr.  President,  if  discussion  is 
in  order  on  that  report,  I  would  like  to  read  the  discussion  of 
this  report  which  has  been  written  by  Mr.  William  J.  Serrill, 
of  the  Philadelphia  Gas  Works. 
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DISCUSSION    OF    REPORT    OF    COMMITTEE  .  ON 

METERS. 


By  William  J.  Serrill,  Philadelphia,  Pa. 

Referring  to  the  report  of  the  Committee  on  Meters,  which 
was  presented  at  the  last  meeting  of  the  Institute,  and  was  by 
motion  deferred  for  consideration  until  the  present  meeting, 
the  writer  believes  that  it  would  be  a  mistake  for  the  Institute 
to  adopt  the  standard  recommended  in  the  report  for  the  fol- 
lowing reasons: 

First:  ,The  statement  of  the  capacity  of  meters  in  terms 
of  a  differential  pressure  of  0.5  inches  water  colimin,  is  prefer- 
able to  the  use  of  0.3  inches  differential  pressure.  All  meters 
can  safely  and  satisfactorily  be  used  at  a  differential  pressure 
of  0.5  inches.  Consequently,  the  capacity  should  be  stated  in 
terms  of  this  unit,  because  the  ordinary  conception  of  the 
word  capacity  is  the  maximiun  safe  working  capacity  of  the 
machine.  In  all  meters  of  modern  construction,  a  differential 
pressure  of  0.5  inches  is  the  maximum  safe  working  capacity. 

Second:  The  capacities  proposed  in  the  five  sizes  recom- 
mended by  the  Committee  are  too  close  together.  Gas  com- 
panies are  not  in  position  to  determine,  with  any  degree  of 
accuracy,  the  maximum  rates  of  consumption  of  the  consumers. 
Consequently,  the  determination  of  the  sizes  of  meters  to  set 
in  specific  cases  is  not  an  exact  science.  Under  these  conditions 
there  is  no  advantage  in  having  any  two  sizes,  the  capacities  of 
which  are  close  together.  Another  objection  to  the  narrow 
ranges  between  these  capacities  is  that  it  will  require  too  many 
sizes  to  cover  the  total  range  of  capacities  demanded  by  the 
business.  Consistent  with  meeting  the  requirements,  the  fewer 
the  sizes  in  a  standard  of  meters,  the  better. 

Third:  The  smallest  capacity  recommended  by  the  Com- 
mittee is  too  great.  Experience  has  shown  that  the  pre.<5ent 
5-light  met^r,  which  has  a  capacity  of  70  cubic  feet  per  hour 
under  0.3  inches  differential  pressure,  is  large  enough  to  sup- 
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ply  from  80  per  cent,  to  90  per  cent,  of  the  consumers  in  most 
cities.  Any  meter  having  a  capacity  of  100  cubic  feet  under 
0.3  inches  differential  pressure,  will  cost  more  than  the  pres- 
ent 5-light  meter.  Consequently,  the  present  5-light  meter 
should  be  a  part  of  any  standard. 

Fourth:  The  largest  capacity  recommended  by  the  Com- 
mittee is  very  much  too  small.  The  Committee  apparently 
recognize  the  need  for  larger  sizes,  but  believe  there  is  not 
sufficient  experience  to  admit  of  a  proper  design.  It  would  be  a 
mistake  for  the  Institute  to  adopt  any  standard  until  it  could 
adopt  a  complete  one. 

Fifth:  Any  standard  of  meters  should  contain  not  only  a 
list  of  capacities,  but  also  a  list  of  the  two  important  physical 
dimensions  of  the  meters.  These  are  the  height  of  the  meter^ 
measured  from  the  bottom  of  meter  to  top  of  screws,  and  the 
distance  between  the  screws,  centre  to  centre.  In  ordering^ 
handling  and  setting  meters,  this  information  regarding  physi- 
cal dimensions,  is  almost  as  important  to  a  gas  company  as  is 
a  knowledge  of  capacities.  A  standard  of  meters  which  does 
not  contain  a  list  of  names  or  designations  for  the  different 
sizes,  is  incomplete.  Some  briefer  name  than  the  figure  show- 
ing the  capacity  is  required. 

Sixth :  An  important  reason  why  the  Institute  should  not 
adopt  the  standard  recommended  by  the  Committee  is  the  fact 
that  the  "A"  meters,  which  have  now  been  on  trial  for  over 
two  years,  have  proved  successful  and  have  already  practically 
been  accepted  as  a  standard  by  many  gas  companies.  "A'*^ 
meters  of  different  sizes  have  been  made  and  put  in  use,  prob- 
ably to  the  extent  of  over  50,000.  The  mere  fact  of  the  exist- 
ence and  use  of  these  meters  constitutes  an  important. claim  for 
the  adoption  of  the  "A"  series  of  meters  as  the  standard  of  the 
Institute. 

The  writer  has  presented  to  this  meeting  a  report  on  the 
experience  with  "A"  meters  to  date,  and  he  believes  that  these 
meters  with  the  5-lt  meter  should  constitute  the  standard.  Such: 
a  standard  would  be  as  follows : 
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STANDARD  GAS   METERS. 


Name 

CapMity* 

Height* 

Width* 

Size  Screw 

5-lt 

100 

16 

ii'A 

5-lt 

5-A 

175 

16 

ii>i 

5-lt 

lO-A 

375 

17}^ 

13H 

lO-lt 

30-A 

875 

25 

isH 

30-lt 

60-A 

1800 

33^ 

25 

60-lt 

15O-A 

3400 

42  J< 

32 

150-lt 

•  With  0.6"  differential  pressure  and  a  gas  with  specific  gravity  of  .66. 

•  In  Inches  from  bottom  of  meter  to  top  of  meter  screw. 
§    In  inches  from  centre  to  centre  of  meter  screws. 

The  Institute,  in  adopting  a  standard,  should  not  attempt 
to  go  into  greater  detail  regarding  the  construction  and  design 
of  meters  than  is  contained  in  the  table  here  given.  In  the  na- 
ture of  things,  all  meter  manufacturers  cannot  be  expected  to 
construct  meters,  the  details  of  which  are  exactly  the  isame.  So 
long  as  the  capacity  and  leading. dimensions  are  attained  and 
adhered  to,  each  manufacturer  should  be  free  to  follow  his  own 
designs,  and,  in  the  long  run,  the  best  make,  or  makes,  of 
meters  will  win  out. 

The  writer  takes  this  occasion,  however,  to  urge  upon  the 
manufacturers,  in  the  interest  of  simplicity,  not  to  call  any 
meter  an  '*A''  meter  unless  it  has  the  capacity  and  the  dimen- 
sions given  in  the  above  table.  If  any  manufacturer  places  a 
meter  on  the  market,  which  differs  from  these,  it  would  be  ad- 
visable for  him  to  adopt  a  different  name,  preferably  some 
other  letter  of  the  alphabet. 

The  Institute  should  either  adopt  the  standard  of  meters 
here  described,  or  postpone  the  adoption  of  a  standard  until 
a  further  trial  is  made  of  "A"  meters. 

• 

The  President  :  Is  there  any  further  discussion  of  the  re- 
port of  the  Committee  on  Meters  ? 

Mr.  John  Gribbel:  Mr.  President,  in  view  of  the  fact  that 
there  has  been  so  much  preliminary  work  already  done  in 
testing  larger  capacity  meters,  and  inasmuch  as  no  definite 
results  in  the  way  of  formulating  a  standard  have  yet  been 
attained,  it  seems  to  me  that  it  would  be  wise  for  this  Institute 
not  to  commit  itself  to  any  standard  until  further  light  has  been 
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gotten  on  the  subject.  I  would  move,  therefore,  that  the 
report  of  this  committee  be  received  and  laid  upon  the  table 
for  future  action,  and  that  the  committee  be  discharged  with 
thanks. 

A  Member:  I  would  second  the  motion  of  Mr.  Gribbel. 
While,  undoubtedly,  good  has  been  accomplished,  the  results 
so  far  have  been  very  much  under  my  idea  of  what  ought  to 
be,  and  what,  as  has  seemed  to  me,  were  the  ideas  of  others, 
I  think  that  the  recommendation  named  by  the  committee  in 
the  statement  just  read  is  not  exactly  correct,  and  therefore  I 
am  very  strongly  in  favor  of  letting  this  matter  rest  over  for 
a  time,  and  I  would  therefore  second  Mr.  Gribbers  motion. 

Mr.  H.  C.  Adams  :  Mr.  President,  I  would  move  to  amend 
that  motion  by  instead  of  moving  to  put  it  on  the  table  have  it 
referred,  as  has  been  our  custom  in  such  cases,  to  the  Tech- 
nical Committee. 

Mr.  Gribbel:  I  think  that  is  a  better  proposition.  I  \viU 
accept  that  amendment. 

The  President:  That  the  whole  matter  be  referred  to  the 
Technical  Committee  as  provided  by  the  Constitution,  and  ihat 
the  present  committee  be  discharged  with  the  thanks  of  the 
Institute.  That  is  the  motion  which  is  now  before  the  hou^ 
as  I  understand.  Those  in  favor  will  please  say  "Aye."  Ci^n- 
trary  minds,  "No."    Carried. 

The  next  business  in  order  is  the  report  of  the  Xominatiii? 
Committee  on  the  Secretary-Treasurer.  Is  that  committee 
ready  to  make  any  further  report? 

Nominating   Committee   on    the   Office    of  Skcretarv- 

Treasurer. 

^^R.  A.  P.  Lathrop:  Mr.  Chairman,  the  Nominating:  G  -> 
mittee  at  their  meeting  decided  to  accept  the  recommendaii^n 
of  the  special  committee  which  was  appointed  to  select  a  <e:- 
retarv.     I  understand  that  that  committee  has  no  rep^n  t*-* 
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make,  but  that  the  Directors  at  a  meeting  yesterday  made  a 
recommendation  which  I  have  no  doubt  will  be  acceptable, 
although  I  have  been  unable  to  see  the  other  members  of  the 
Nominating  Committee  to  consult  with  them  about  it.  I  as-' 
sume,  however,  that  in  voting  to  accept  that  report  of  the 
special  committee  they  will  accept  the  recommendation  of  the 
Board  of  Directors.  I  understand  from  Mr.  Dunbar  that  the 
Directors  recommended  that  no  person  be  nominated  to  serve 
as  the  active  Secretary-Treasurer. 

The  President:  I  suppose  that  we  may  accept  as  the  re- 
port of  the  Nominating  Committee  the  recommendation  of  the 
Directors  for  the  ensuing  year. 

Mr.  Lathrop:  I  cannot  say  as  to  that,  Mr.  President,  ex- 
cept for  myself,  but  I  do  not  think  that  the  members  of  the 
committee  would  have  any  objection  to  that  recommendation 
of  the  Directors. 

The  President  :  I  would  like  to  have  this  very  regular. 

Mr.  Lathrop:  I  have  tried  to  find  out,  but  have  been  un- 
able to  see  the  other  members  of  the  committee. 

The 'President:  The  Constitution  provides  the  way  for  a 
nomination  to  come  before  this  body.  I  think  we  should  make 
every  effort  to  keep  within  the  Constitution.  I  would  like  to 
ask  if  Mr.  Lathrop  and  the  members  of  the  Nominating  Com- 
mittee agreed  not  to  make  a  nomination  for  Secretary-Treas- 
urer until  they  had  the  recommendation. of  the  Board? 

Mr.  Lathrop:  Yes,  sir. 

The  President:  Following  that  suggestion,  then,  I  will 
read  the  action  as  taken  by  the  Board,  and  then  perhaps  the 
chairman  of  the  Nominating  Committee  will  be  willing  to  make 
no  further  report  for  the  Nominating  Committee. 

President  Clark  read  as  follows :  "A  special  meeting  of  the 
Board  of  Directors  was  held  at  the  New  Willard  Hotel  after 
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the  acljournir.ent  of  the  Institute,  Thursday  afternoon,  October 
17th.  1907,  President  Clark  presiding. 

"On  motion  of  Mr.  Lynn,  duly  seconded  and  passed,  it 
was  voted  that  the  Board  of  Directors  recommend  to  the  Nom- 
inating Committee  that  they  select  as  a  Secretary  some  person 
who  is  a  member  of  the  Institute,  who  will  regard  the  position 
as  honorary  and  serve  without  compensation  for  the  ensuing 
year,  a^id  that  the  incoming  President  be  empowered  to  en- 
gage an  assistant  to  the  Secretary  and  Treasurer,  or  clerk,  to 
look  after  the  headquarters  in  New  York,  at  a  salary  of  not 
exceeding  $3,000  per  annum,  and  expenses."  That  is  the 
action  which  was  passed  by  the  Board. 

Mr.  Lathrop:  I  had  not  seen  that,  and  I  did  not  know 
what  the  terms  of  the  vote  were.  I  speak  only  for  myself,  in- 
dividually, as  a  member  of  the  committee,  but  for  myself,  I 
should  be  very  glad  to  accept  that. 

The  President:  Under  that  vote,  the  Nominating  Com- 
mittee should  agree  upon  some  person  to  act  as  Honorary  Sec- 
retary. Would  you  kindly  make  an  effort  to  see  the  others 
so  that  we  may  get  this  disposed  of  this  morning? 

Mr.  Lathrop  :  I  do  not  know  whether  I  can  find  the  other 
members  of  the  committee,  Mr.  President. 

The  President:  We  can  cover  this  by  a  nomination  by 
petition,  I  presimie. 

Mr.  Lathrop  :  That  will  be  acceptable  to  the  committee,  I 
think. 

The  President  :  While  I  have  this  matter  of  the  report  in 
hand,  I  will  read  the  balance  of  it.  The  Board  further  reports 
that 

"On  motion,  duly  seconded  and  passed,  the  Board  voted 
to  pay  Mr.  T.  C.  Jones  for  his  services  as  Treasurer  during 
the  past  year  the  sum  of  $600  and  his  expenses." 
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Mr,  William  McDonald  :  Mr.  Chairman,  I  move  that  that 
action  be  approved. 

Motion  seconded. 

The  President:  Gentlemen,  you  have  heard  the  motion. 
Any  remarks?  Those  in  favor  please  say  "Aye."  Contrary 
minds,  '*Xo."    Carried. 

The  next  business  in  order  is  the  "Report  of  Progress  of 
^A'  Meters."    Mr.  Forstall,  will  you  read  that? 

Mr.  Walton  Forstall:  This  is  a  report  which  has  been 
made  by  Mr.  Serrill,  of  the  Philadelphia  Gas  Works,  in  ful- 
fillment of  a  promise  made  at  Washington  •three  years  ago, 
that  the  Philadelphia  Gas  Works  would  keep  the  gas  fra- 
ternity in  touch  with  the  results  obtained  from  the  use  of  "A" 
meters.  I  do  not  believe  it  is  necessary  to  read  the  report.  It 
will,  however,  repay  careful  study.  It  may  be  summarized  by 
saying  that  "A"  meters  have  proven  very  satisfactory,  but  that 
certain  weaknesses  pf  design  have  developed  which  are  now 
T)eing  corrected. 

REPORT  OF  PROGRESS  ON  "A"  METERS. 
By  William  J.  Serrill,  Philadelphia,  Pa. 


At  the  meeting  of  the  American  Gas  Light  Association, 
held  in  Washington,  in  October,  1904,  the  "A"  meter  was  pro- 
posed in  a  paper  read  by  Mr.  B.  H.  Spangenberg,  of  fhila- 
•delphia.  During  the  discussion  of  the  paper,  the  writer  prom- 
ised that  The  United  Gas  Improvement  Company  would  con- 
struct (say)  1500  of  the  proposed  meters,  put  them  iii  use, 
and  report  on  their  action  at  a  future  meeting  of  the  Associa- 
tion. It  required  nearly  twelve  months  after  the  date  of  that 
meeting  to  complete  the  designs,  and  construct  the  meters. 
Consequently,  this  report  of  progress  covers  the  experience 
gained  with  "A"  n^eters,  a  few  of  which  have  been  in  use  for 
a  period  of  two  years,  but  the  greater  number  of  which  have 
Ibeen  in  use  for  a  shorter  period. 
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"A"  meters  of  different  sizes  have  been  purchased,  and 
are  now  used  by.  a  number  of  the  plants  that  are  operated  by 
The  United  Gas  Improvement  Company,  but  at  only  three  of 
the  plants  is  a  sufficient  number  in  use  to  make  the  experience 
with  them  of  value.  These  are  Kansas  City,  Mo. ;  Kansas  City, 
Kan.,  and  Philadelphia,  Pa.  In  these  cities  there  are  now  in 
use  about  the  following  number  of  "A"  meters. 

Kansas  City,  Mo 13,500 

Kansas  City,  Kan 7,500 

Philadelphia    2,000 

These  meters  are  of  the  type  built  by  Helme  &  Mcllhenny  and 
The  John  J.  Griffin  Company,  of  Philadelphia.  The  details 
have  been  perfected  by  these  companies,  in  constant  communi- 
cation with  the  engineering  staff  of  The  United  Gas  Improve- 
ment Company.  Consequently,  the  results  given  below  refer 
entirely  to  this  particular  type  of  "A''  meter.  This  explana- 
tion is  made  because  it  is  well  known  that  a  number  of  meter 
manufacturers  throughout  the  country  have  put  "A"  meters  on 
the  market.  The  United  Gas  Improvement  Company  has  not 
tried  these  meters  and  has  little  knowledge  regarding  them. 
The  only  exception  to  this  statement  consists  of  the  purchase 
of  about  1200  "A"  meters  from  the  ^Maryland  Meter  Company. 
These  were  of  the  same  pattern  as  those  made  in  Philadelphia, 
and  are,  consequently,  really  the  same  type  of  meter. 

The  "A"  meters  in  Kansas  City,  Mo.,  have  been  principally 
started  passing  artificial  illuminating  gas,  and  have  since  been 
used  with  natural  gas.  In  Kansas  City,  Kan.,  the  "A"  meters 
have  been  used  mostly  on  natural  gas  from  the  start.  The  re- 
sults obtained  in  these  cities  have  been  satisfactory;  the  tests 
of  the  meters  are  as  good  as  those  obtained  with  ordinary 
meters.  For  instance,  in  Kansas  City,  Mo.,  1339  "A"  meters 
of  all  sizes  have  been  removed  for  one  cause  or  another,  and 
tested  during  the  last  two  years.  These  tests  show  as  follows: 
Average  error  of  all  "A"  meters  tested,  2.2  % 
Net  error  of  all  "A"  meters  tested,  0.48%  slow 

In  Kansas  City,  Kan.,  during  the  past  two  years,  the  num- 
ber of  "A''  meters  removed  and  tested  is  1042.  These  tests 
show  as  follows : 
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Avei-age  error  of  all  "A**  meters  tested,      0.950% 

Net  error  of  all  "A"  meters  tested,  0.032%  slow 

These  figures  are  very  satisfactory. 

In  Philadelphia  the  number  of  "A"  meters  removed  and 
tested  is  475.    These  tests  show  as  follows: 
V    Average  error  of  all  "A"  meters  tested,    2.54% 

Net  error  of  all  "A*'  meters  tested,  2.34%  slow 

These  Philadelphia  figures  are  not  what  they  should  be.  A 
thorough  investigation  has  been  made  in  order  to  determine 
the  cause  for  the  slowness  of  "A"  meters  in  Philadelphia.  In 
making  this  investigation,  25  "A"  meters  were  selected  which 
were  known  to  be  used  at  or  near  their  rated  capacity,  and 
which  have  passed  since  they  were  set,  a  large  quantity  of  gas. 
These  meters  were  ten  5-A,  ten  10-A  and  five  30- A.  They 
were  removed,  dismantled,  and  subjected  to  a  careful  examina- 
tion of  the  working  parts.  This  examination  quickly  revealed 
the  causes  of  the  meters  going  slow.  These  were  the  weak- 
ness of  two  of  the  bearings,  viz., — the  hole  in  the  short  flag 
arm  where  it  goes  on  the  tangent  post,  and  the  hole  in  the 
bridge,  or  king  post,  where  the  crank  passes  through  same. 
In  meters  examined,  these  bearings  show  sufficient  wear  to  ac- 
count for  the  slowness  disclosed  by  the  tests.  Arrangements 
are  being  made  with  the  manufacturers  to  strengthen  these 
bearings,  and  the  writer  has  little  doubt  that  when  this  is  prop- 
erly done,  the  "A"  meter  can  be  depended  upon  to  hold  its 
proof  at  least  as  well  as  the  old  type  of  meter. 

It  is  interesting  to  recall  that  the  weakness  thus  developed 
in  the  "A**  meters  is  the  very  weakness  that  was  to  a  certain 
extent  predicted  in  the  original  discussion  at  the  Washington 
meeting.  It  was  claimed  that  the  bearings  in  the  meter  were 
not  strong  enough  to  stand  the  increased  strains  brought  about 
by  the  larger  moving  parts.  The  answer  was  that  the  bearings 
should  be  designed  to  meet  the  strains.  Evidently,  in  the  first 
attempt,  the  bearings  were  not  designed  strong  enough,  but  it 
is  interesting  to  note  that  in  the  larger  sizes  of  meters,  such  as 
30-A  and  60-A,  where  it  was  necessary  to  re-design  these  bear- 
ings, no  such  weakness  has  developed.  An  examination  of  the 
details  of  the  figures  of  tests  above  given,  shows  that,  in  Phila- 
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delphia,  the  30-A  and  60-A  meters  hold  their  test  and  do  not 
show  this  tendency  to  run  slow  with  use.  The  weakness  is 
shown  in  the  S-A  and  10-A  sizes,  the  bearings  of  which  were 
not  re-designed,  but  were  somewhat  enlarged  over  the  original 
type.  There  is  no  difficulty  in  making  the  bearings  of  these 
smaller  sizes  of  meters  sufficiently  strong  to  sustain  the  wear. 

At  the  present  writing,  the  exact  construction  of  the  strength- 
ened bearings  has  not  been  determined.  In  the  30-A,  60-A  and 
150- A  meters,  the  king  post,  or  bridge,  is  made  of  brass ;  in  the 
smaller  sizes,  it  is  of  soft  metal,  and  it  is  probable  that  a  mere 
change  of  material  will  effect  the  desired  result.  The  bearing 
at  the  end  of  the  short  flag  arm  it  is  proposed  to  strengthen  by 
the  use  of  a  loose  case-hardened  sleeve,  fitting  over  the  tangent 
post,  the  hole  in  the  end  of  the  flag  arm  being  enlarged  to  fit 
over  the  sleeve.  The  investigations  have  further  shown  that 
the  valves,  or  valve  covers,  of  the  5-A  and  10-A  sizes  can  to 
advantage  be  made  somewhat  lighter. 

On  the  whole,  the  writer  believes  that  the  "A"  meter,  with 
its  largely  increased  capacity  per  unit  of  cost,  marks  a  great 
step  in  advance  in  the  measurement  of  gas.  There  is  every 
reason  to  be  gratified  with  the  large  measure  of  success  that 
has  attended  the  inauguration  of  these  meters,  and  to  believe 
that  the  modifications  in  construction  now  under  way  will  ren- 
der the  success  complete.  There  is  no  indication  that  any  harm 
is  done  to  the  meter  diaphragm  by  the  increased  work  that  it 
is  given  to  do,  nor  is  there  any  indication  that  the  large  valves 
and  seats  wear  more  rapidly,  or  are  more  apt  to  leak,  than  are 
the  smaller  ones. 

In  view  of  the  experience  with  "A"  meters  to  date,  it  is 
difficult  to  see  how  any  gas  company  could  justify  to  itself  the 
purchase  of  4S-light  meters  when  it  can  obtain  10-A  meters 
which  will  do  the  same  work  for  less  than  half  the  cost.  Again, 
how  can  a  gas  company  afford  to  purchase  100-light  meters 
when  30-A's  of  equal  capacity  cost  about  one-third  as  much.  In 
a  similar  manner  the  300-light  and  500-light  meters  can  be  re- 
placed by  the  ISO- A,  at  a  greatly  decreased  cost.  The  economy 
in  all  of  these  substitutions  is  not  confined  to  the  first  cost  of  a 
meter,  as  the  decrease  in  weight  and  the  decreased  cost  of 
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connections,  are  material  factors.     The  abolition  of  flanged 
connections  is  in  itself  an  important  item  of  saving. 

When  the  "A"  meters  were  first  proposed,  it  was  thought 
that  if  successful  tliey  would  completely  replace  the  old  style 
of  meters.  Further  experience  has  somewhat  modified  that 
view.  It  is  evident  that  the  5-light  meter  is  large  enough  to 
take  care  of  the  consumption  of  a  large  percentage  of  the  gSLS 
consumers  in  every  city,  and,  as  the  5-A  meter,  although  of 
the  same  external  dimensions,  is  somewhat  more  expensive  to 
construct,  it  is  evident  that  the  5-light  meter  will,  and  should, 
continue  to  be  used  in  places  where  it  is  of  sufficient  capacity. 
Consequently,  the  modified  standard  schedule  of  meters,  in  the 
writer's  opinion  should  be  as  follows:  5-lt,  5-A,  10- A,  30-A, 
60- A,  150- A.  These  six  sizes  will  answer  all  requirements  of 
any  gas  company.  Further  details  regarding  this  proposed 
standard  schedule  will  be  found  in  the  writer's  discussion  of 
the  report  of  the  Committee  on  Meters,  which  will  form  a 
part  of  the  proceedings  of  this  meeting.     (See  p.  899.) 

The  President:  The  next  business  in  order  is  the  report 
on  "Experience  with  Dipping  Diaphragms  in  Philadelphia/' 
by  Mr.  W.  A.  Castor. 


■^ 


EXPERIENCE  WITH  DIPPING  DIAPHRAGMS  IN 
PHILADELPHIA. 


By  W.  a.  Castor^  Philadelphia,  Pa. 


.\r; 


On  September  1,  1907,  there  were  127,000  meters  contain- 
ing neutral  machine  oil — about  45  per  cent,  of  the  total  meters 
in  service. 

The  system  of  introducing  oil  into  the  meters  was  started 
July  1,  1905,  at  our  Meter  Repair  Shop,  and  in  the  six  district 
meter  shops  a  year  later. 

All  meters  are  now  oiled  before  same  are  put  in  service. 

Meters,  150-light  or  over,  are  sent  to  the  Repair  Shop  for 
testing  and  oiling. 
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200-lt 
300-lt 


98 
124 


The  following  quantities  of  oil  are  to  be  poured  into  each 
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diaphragm  chamber  of  Class  No.  3  meters,  or  when  making 
meter  a  Class  No.  3: 


Size  of  Meter 
3-lt 

(^nantity  of  Oil 
(Donees; 

ID 

5-lt 

lO-lt 

10 
16 

20-lt 

22 

30-lt  . 

45-lt 

6o-lt 

lOO-lt 

32 
38 

47 
6b 

150-lt 
200-lt 
300-lt 

98 

98 

124 

Samples  of  tlie  oil  are  taken  from  the  shipments  received, 
and  submitted  to  our  Chief  Chemist  to  be  tested  for  acidity, 
viscosity,  and  congealing  point.  There  has  been  no  trace  of 
acid  found  in-any  of  the  samples  submitted  to  date.  The  spe- 
cific gravity  of  this  oil  is  .87,  congealing  point  of  35  degrees  to 
38  agrees  Fahrenheit,  viscosity  1.9  at  100  degrees  Fahrenheit. 

Oil  drained  from  meters,  brought  in  from  service,  is  not 
used  again  in  the  meters,  as  it  contains  more  or  less  condensa- 
tion. 

The  practice  of  introducing  oil  into  the  meters  has  resulted 
in  a  great  reduction  of  the  nimiber  of  meters  sent  to  the  Repair 
Shop  by  the  district  shops.  During  the  period  covered  by  this 
report,  the  tests  of  all  meters  made  in  the  district  shops,  re- 
sulted in  the  sending  to  the  Repair  Shop  of  about  3  per  cent, 
of  the  dipping,  and  1 1  per  cent,  of  the  non-dipping  meters.  As 
all  meters  will  be  changed  to  the  dipping  classes  within  a  few 
years,  it  is  plain  that  a  considerable  saving  will  be  effected. 

The  non-dipping,  or  Class  No.  1,  meters  removed  from  ser- 
vice, and  proving  within  the  adjustment  limits,  are  not  sub- 
jected to  the  slow  motion  test  until  after  the  oil  has  been  put  in 
the  meter.  A  careful  investigation  has  shown  that  more  than 
50  per  cent,  of  the  slow  motion  leaks  on  Class  No.  1  meters  will 
be  remedied, simply  by  the  absorption  of  oil  by  the  diaphragms. 
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I'he  diaphragms  are  undoubtedly  preserved  by  the  oil  which 
keeps  the  leather  soft  and.  pliable  at  all  times  and  protects  it 
against  the  action  of  the  gas  vapors. 

A  recent  examination  of  a  number'  of  diaphragms,  which 
had  been  in  the  meters  from  two  to  ten  years  previous  to  oiling, 
and  from  one-half  to  one  and  one-half  years  after  being  made 
"dipping'*  diaphragms,  showed  the  leather  in  each  diaphragm 
thoroughly  saturated  with  oil  and  no  evidence  of  any  injurious 
action  due  to  the  neutral  machine  oil.  Diaphragms  originally 
oiled  with  neutral  machine  oil,  and  which  have  been  in  service 
for  two  years  or  more,  show  no  depreciation  on  examination. 

An  investigation,  covering  a  period  of  several  months, 
showed  that  the  oil.  when  introduced  into  non-dipping,  or  Class 
No.  1,  meters,  removed  from  service,  caused  a  marked  change 
in  proof  after  standing  from  10  to  20  days  after  the  oil  was 
put  in.  Slow  meters  proved  faster,  and  fast  meters  generally 
proved  slower. 

This  information  enabled  us  to  make  a  change  in  the  0.  K. 
limit  of  error  previous  to  taking  off  the  top  for  adjusting  pur- 
poses, thus  taking  advantage  of  the  effects  of  the  oil,  thereby 
saving  the  expense  of  unnecessarily  taking  off  the  tops  of  a 
large  number  of  Class  No.  1  meters  for  adjusting. 

A  considerable  saving  is  effected  at  the  Repair  Shop,  due  to 
the  fact  that  it  is  not  thought  necessary-  to  expose  and  examine 
the  diaphragms  of  dipping  meters  received  from  the  district 
shops,  unless  the  tests  warrant  such  procedure,  while,  on  the 
other  hand,  diaphragms  in  non-dipping  meters,  which  had  been 
in  service  six  months  or  more,  were  exposed,  and  in  many  in- 
stances, renewed.  We  are  thus  enabled  to  save  the  expense  of 
removing  and  replacing  the  cases  and  the  frequent  renewal  of 
diaphragms,  feeling  safe  in  allowing  the  dipping  diaphragm  to 
remain  in  the  meter  until  a  test  shows  that  it  actually  demands 
attention. 

It  is  important  that  enough  time  should  be  allowed  for  the 
oil  to  saturate  the  diaphragms  of  Class  No.  1  meters  changed 
to  Class  No.  2,  before  making  the  check  test  after  putting  in 
the  oil.  Ten  days  is  sufficient  time  for  meters  10-light  or 
smaller,  and  twenty  days  for  meters  20-light  to  100-light,  in- 
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elusive.  If  longer  time  can  be  conveniently  allowed  for  60- 
light  and  100-light  meters,  it  is  advisable  to  do  so.  It  is  doubt- 
ful if  the  oil  will  reach  the  top  of  diaphrag^ms  of  150-light 
meters  or  larger  when  the  leather  has  been  bleached  and  the 
pores  of  the  leather  are  more  or  less  choked  up.  Experiments 
are  now  being  made  to  lift  the  oil  to  the  top  of  the  diaphragm 
of  large  meters  by  mechanical  means. 

The  following  comparison  of  proof  of  dipping  meters  as 
compared  with  proofs  of  non-dipping  meters  after  removal 
from  service,  shows  the  decided  superiority  of  the  dipping 
meters. 

Comparison  of  Tests  of  Dipping  and  Non-Dipping  Meters. 
(9-1-06  to  9-1-07) 

DIPPING  NON-DIPPING- 

Number  tested,  12,876  5I1O41 

Average  error,  1.6^  2.g% 

Net  error,  0.77^  slow  1.5$^  slow 

The  net  error  of  dipping  and  non-dipping  meters  from 
July  1,  1905,  to  September  1,  1906,  is  as  follows: 

DIPPING  NON-DIPPING 

Net  error,         .74$^  slow        Net  error,         i.o^  slow 

The  net  error  of  dipping  and  non-dipping  meters  from  July 
1,  1905,  to  September  1,  1907,  covering  the  entire  dipping 
period,  is  as  follows : 

DIPPING  NON-DIPPING 

Net  error,         .76}^  slow        Net  error,         i.^i  slow 

The  following  shows  the  percentages,  by  class,  of  the  total 
meters  removed  from  January  1,  1907,  to  September  1,  1907, 
which  tested  within  correct  limits,  i.  e.,  1  per  cent,  fast  or  1  ^/^ 
per  cent,  slow: 

No.  I  (Non-Dipping)  33.4^ 

No.  2  (Dipping)  66.55^ 

No.  3  **  68.6^ 

The  Qass  No.  2  meters  may  be  safely  said  to  compare  with 
Qass  No.  1  meters,  as  to  age  of  diaphragm  and  of  meter.  We 
may  therefore  expect  that  the  results  of  the  tests  of  Class  No.  2 
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meters,  as  shown  above,  are  what  we  may  expect  from  all 
meters  in  the  long^  run  after  reaching  the  oiling  or  dipping 
basis. 

The  following  table  shows  the  percentage  of  each  class  of 
meters  removed  and  tested  from  January  1,  1907,  to  September 
1,  1907,  that  was  sent  to  the  Repair  Shop  from  the  district 
shops. 

67J^  of  Class  No.  i 
26j^  of  Class  No.  2 
2oj^  of  Class  No.  3 

A  like  summary  for  the  month  of  August  shows : 

67. oj^  of  Class  No.  I 

15-5^  of  Class  No.  2 

S.ojf  of  Class  No.  3 

Our  experience  has  proven  that  dipping  meters  record 
within  smaller  limits  of  error,  that  diaphragms  are  preserved, 
that  the  proof  of  the  meter  remains  fairly  constant  under  all 
conditions,  and  that  cost  of  repairs,  which  were  formerly  due 
to  diaphragm  troubles,  has  been  greatly  diminished.  All  the 
advantages  claimed  for  the  dipping  of  diaphragms  in  oil  by  Mr. 
John  Rusby  in  his  paper  read  before  this  body  last  year,  have 
been  fairly  realized  in  actual  practice. 


The  President  :  Another  paper  on  this  same  subject  is  by 
Mr.  George  Beadenkopf,  of  Baltimore.  I  think  Mr.  Miller 
will  read  that  paper. 

Mr.  a.  S.  Miller  :  Mr.  President,  Mr.  Beadenkopf  was  de- 
tained by  illness  in.  his  family.  This  report  is  merely  a  report 
of  progress.  Mr.  Beadenkopf  did  not  feel  that  he  had  any- 
thing new  to  add,  but  he  felt  confident  that  something  would 
be  said  in  the  way  of  discussion  which  would  contribute  to  our 
knowledge  on  this  subject. 
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STATEMENT  CONCERNING  THE  EXPERIENCE  OF 

THE  CONSOLIDATED  GAS,  ELECTRIC  LIGHT 

&  POWER  COMPANY,  OF  BALTIMORE, 

WITH  "DIPPING  METERS." 


By  Geo.  Beadenkopf,  Baltimore,  Md. 


On  January  3rd,  1907,  this  Company  began  using  in  its 
consumers'  meters  "Dipping  Oil/'  This  oil  being  known  com- 
mercially as  No.  4  Neutral  Machine  Oil:  an  oil  free  of  acid. 

The  oil  is  introduced  through  two  holes  near  the  bottom 
of  the  meter,  and  an  amount  sufficient  to  allow  the  diaphrag^ms 
to  dip  into  it  aboqt  ^/w  of  an  inch  is  placed  in  each  meter. 
The  quantity  for  a  5-light  meter  being  about  20  ounces,  or  5 
gills,  where  the  diaphragms  do  not  drag  on  the  bottom  of  the 
^  meter. 

After  the  oil  has  been  placed  in  the  meters,  and  the  holes 
closed  with  rivets  (the  rivet  heads  being  covered  with  solder 
to  make  them  tight),  and  before  the  meters  are  placed  in  ser- 
vice, they  are  set  aside  for  about  three  days  to  see  that  no  oil 
leaks  out  of  them. 

From  January  3rd,  1907,  to  August  15th,  1907,  16,766 
meters  have  been  oiled  and  placed  in  service ;  and  of  this  num- 
ber 304  have  been  removed  for  various  causes.  The  average 
test  for  these  304  meters  (some  of  them  having  been  O.  K. 
Meters),  when  they  were  set,  was  100.69;  and  when  removed, 
the  average  test  showed  100.72: — 275  of  the  meters  removed 
ranging  between  98  and  102. 

Of  the  oiled  meters  examined,  which  have  been  brought 
in  from  service,  there  have  been  no  signs  of  bleaching  of  the 
diaphragfms ;  whereas  meters  which  have  not  been  treated  with 
oil,  frequently  show  signs  of  bleaching  after  several  months' 
service. 

Of  oiled  meters  which  have  been  brought  in  from  service 
and  opened,  and  have  been  exposed  to  the  air  from  two  to 
five  days,  the  diaphragms  showed  no  signs  of  drying  out  or 
bleaching,  but  remained  soft  and  pliable. 
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The  amount  of  oil  and  condensation  found  in  meters  after 
from  three  to  six  months'  service,  varying  as  to  the  location  of 
the  meter,  has  been  found  to  be  about  25  ounces,  an  increase 
over  the  amount  of  "Dipping  Oil"  originally  put  in  of  about 
25  per  cent.  This  mixture  will  sometimes  flash,  when  passing 
a  light  over  it.  It  has  been  the  practice  with  meters  brought 
in  from  service,  to  replace  this  mixture  with  fresh  neutral  oil, 
in  all  meters  which  have  been  in  service  three  months  or  over. 
One  himdred  and  seventeen  meters,  unoiled,  which  have 
been  brought  in  from  service  and  tested,  and  found  to  test 
between  99  and  102,  were  treated  with  oil  and  set  aside  in  the 
shop  for  ten  days,  and  again  tested  with  the  following  result : 

No  change  from  original  test,  33  meters. 

Went  faster  than  original  test,  37  meters. 

Went  slower  than  original  test,  47  meters. 

Average  of  tests  before  oiling,  100.15. 

Average  of  tests  after  oiling,  100.31. 


f^?L-!«8B;a y^i^m  hUB^^      \i-^' 


In  all  of  the  meters  referred  to  as  having  been  treated  with 
neutral  oil,  the  diaphragms  were  originally  oiled  with  the  usual 
diaphragm  mixture,  viz :  2  parts  Sperm  Oil,  1  part  Rape  Seed 
Oil  and  1  part  Neatsfoot  Oil ;  but  a  test  is  now  being  made  of 
a  lot  of  new  meters,  the  diaphragms  of  which  were  treated 
with  no  other  oil  than  the  neutral  oil ;  these  meters  having  been 
in  service  such  a  short  time,  that  an  examination  has  not  been 
made  of  them. 

Meters  which  have  been  oiled  must  be  kept  right  side  up^ 
and  must  not  be  handled  in  any  other  than  an  upright  position, 
or  nearly  so.  To  avoid  up-ending  the  meter  when  removing 
the  condensation  from  the  inlet  and  outlet  pipes  of  the  meter^ 
a  syringe  or  suction  pump  is  used — a  sketch  of  which  accom- 
panies this  statement. 

We  find  that  the  average  cost  of  oiling  meters  of  all  sizes 
is  about  5^c.  per  meter,  including  all  labor,  supervision  and 
material.  The  oil  itself  costs  an  average  of  about  2j4c.  per 
meter. 


Mr.  a.  S.  Miller:  I  would  say  further,  Mr.  Chairman, 
that  there;  is  one  point  that  Mr.  Beadenkopf  did  not  put  in 
here.  He  found  it  necessary  to  put  some  form  of  seal  on  the 
rivet  heads,  as  in  some  cases  the  rivets  had  been  taken  out  and 
the  diaphragms  punctured. 

Discussion. 

The  President:  Gentlemen,  those  two  important  papers 
are  before  you  for  discussion. 

Mr.  J.  D.  McIlhenny  :  Mr.  President,  I  think  both  of  these 
papers  will  merit  consideration  by  gas  men.  I  think  that  the 
conclusions  are  correct,  and  I  am  going  to  adopt  the  same 
plans  in  one  of  the  plants  with  which  I  am  connected.  I  am 
very  much  pleased  that  so  much  work  has  been  done  in  endeav- 
oring to  preserve  gas  meters,  and  as  I  look  upon  it  I  am 
confident  that  more  attention  will  be  paid  to  meters  in  the 
future  than  has  been  paid  in  the  past.  Many  repairs  which 
have  been  given  to  meters  might  have  been  avoided,  or 
<lone  with  much  less  expense  to  gas  men  if  our  knowledge 
of  this  subject  had  been  as  great  as  it  now  is.  It  is  going 
to  be  a  matter  of  considerable  importance  to  gas  men  to  real- 
ize that  meters  should  be  handled  carefully,  and  thoughtfully, 
and  the  sooner  that  time  comes  the  better  it  will  be  for  correct 
registration  and  for  a  reduction  in  expense. 

I  think  those  who  have  been  engaged  in  the  formulation  of 
the  plans  detailed  in  these  papers  are  entitled  to  very  great 
thanks. 

Mr.  W.  H.  Gartley:  I  think  possibly,  Mr.  Chairman,  it 
might  be  well  to  restate  a  little  of  the  history  which  led  up  to 
the  idea  of  dipping  meters.  There  was  a  conviction  in  Phila- 
delpUia  several  years  ago  that  the  gas  as  manufactured  was 
having  a  disastrous  effect  upon  the  meters,  and  it  led  to  an  in- 
vestigation to  find  out  what  was  happening.  There  was  a  clue, 
and  we  took  the  oiled  leather  of  a  diaphragm  and  suspended  it 
in  an  ordinary  glass  Wolff's  bottle,  and  we  then  passed  gas 
through  the  bottle,  first  chilling  it:  that  is  to  say,  the  gas  was 
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subject,  we  will  proceed  to  the  next  paper,  "A  New  Carbonic 
Acid  Gas  Indicator,"  by  Mr.  Oiarles  D.  Robison. 


919 


A  NEW  CARBONIC  ACID  GAS  INDICATOR. 


By  Charles  D.  Robison,  Nyack,  N.  Y. 


Since  the  earliest  investigation  aiming  to  develop  the  most 
economical  method  of  operation  of  water  gas  apparatus,  it  has 
been  conceded  that  the  production  of  carbonic  acid  g^  must 
be  kept  down  to  a  minimum  and  that  any  tmusual  increase  of 
this  gas  is  the  surest  indication  that  something  is  wrong  in  the 
method  of  operation  However,  constant  determination  of  this 
gas  has  not  been  an  easy  matter,  particularly  with  the  smaller 
works  that  caimot  afford  the  constant  services  of  a  chemist. 
There  have  been  several  indicators  and  recorders  put  upon 
the  market,  but  they  have  been  high  in  price,  rather 
bulky,  and  require  a  considerable  lapse  of  time  from  the  mo- 
ment the  gas  is  produced  in  the  furnace  until  the  indication  is 
given.  Some  months  ago,  the  writer's  attention  was  called  to  a 
carbonic  acid  indicator  that  had  just  been  invented  by  Pro- 
fessor Jones,  Chemist  for  the  Metropolitan  Street  Railway  of 
New  York,  to  be  used  in  connection  with  steam  boiler  opera- 
tion. This  was  a.  comparatively  small  and  simple  affair,  appar- 
ently easy  to  operate,  and  as  its  adaptability  to  the  gas  busi- 
ness immediately  impressed  me,  one  was  at  once  purchased  and 
set  up  at  the  works  of  the  Company  with  which  the  writer  is 
connected.  It  has  met  my  expectations  in  every  way.  Indi- 
cations were  given  in  40  seconds  after  the  gas  had  entered  the 
machine  and  in  less  than  a  minute  after  it  had  left  the  generator. 

The  following  cut  is  a  top  view  showing  the  interior,  and  the 
principle  of  operation  can  best  be  explained  by  quoting  from 
the  Instructions  for  using  the  apparatus :  "Two  streams  of  gas 
to  be  analyzed  are  made  to  pass  through  solutions  in  two  cham- 
bers at  the  same  tension.  The  carbonic  acid  gas  to  be  estimated 
is  removed  by  absorption  in  one  chamber  and  not  in  the  other. 
This  changes  the  tension  in  the  chamber  in  which  the  absorp- 
tion takes  place.  The  tensions  of  these  two  chambers  are 
made  to  oppose  each  other  by  connecting  each  with  one  end  of 
a  manometer,  and  the  difference  of  tension  of  the  gas  in  the  two 
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chambers  is  shown  on  the  manometer  scale,  which  is  arranged 
to  indicate  the  percentage  of  carbonic  acid  in  the  gas." 

The  method  of  charging  the  apparatus  and  putting  it  in 
action  is  a  simple  one.  Pour  carefully  into  the  bottle  "E"  kero- 
sene or  coal  oil  of  150  degrees  fire  test,  until  it  shows  on  the 
indicating  tube  on  the  front  of  the  box  and  stands  exactly  at 
the  **0"  mark. 

Dissolve  the  contents  of  the  package  of  sulphate  of  zinc  in 
34  ounces  of  water  (this  gives  a  solution  of  about  38  degrees 
Reaume  gravity)  ;  fill  bottles  "A"  and  "B"  with  this  solution 
up  to  the  top  of  the  mark.  Remove  the  stopper  from  bottle  "C" 
and  fill  to  the  mark  with  the  oil  furnished.  Dissolve  two 
pounds  of  stick  caustic  potash  in  62  ounces  of  water,  remove 
the  stopper  "Dl"  and  fill  this  bottle  to  the  top  of  the  mark  with 
the  potash  solution.  Then  put  one  ounce  of  glycerine  into  the 
small  bottle  in  the  left-hand  corner  into  which  the  tubes  "G" 
and  "H"  are  inserted. 

The  instrument  is  now  charged,  and,  after  standing  to  al- 
low the  temperatures  to  equalize,  is  ready  to  be  adjusted  as 
follows :  The  small  aspirator  which  is  furnished  with  the  indi- 
cator is  connected  to  a  water  supply  of  at  least  30  pounds  pres- 
sure, giving  a  fairly  constant  flow  of  clean  water  to  insure  no 
stoppage  in  the  aspirator  and  fairly  constant  suction  on  the  in- 
dicator. This  having  been  done,  connect  the  suction  tube  with 
the  outlet  of  the  indicator.  Now  open  the  cock  inside  the  box 
slowly  until  the  air  bubbles  through  "A"  and  "B"  in  a  quiet, 
steady  stream.  After  this  has  been  running  a  few  moments,  the 
glycerine  standing  in  this  column  will  be  seen  rising  in  tube 
"G/*  The  height  of  the  glycerine  standing  in  this  column  can 
be  regulated  by  increasing  or  decreasing  the  seal  on  tubes  "A2" 
or  *'B2"  by  raising  or  depressing  them.  Next  notice  if  the 
glycerine  in  tube  "H"  stands  at  the  mark.  If  it  is  too  high  or 
too  low,  it  can  be  adjusted  by  using  tube  "D2"  in  the  same 
manner  as  "B2."  When  these  two  adjustments  have  been  made, 
remove  the  clip  from  the  rubber  "F,"  letting  it  rest  on  the  brass 
tube.  The  oil  in  the  indicating  tube  is  now  released  and  will 
probably  stand  too  high  or  to(^  low ;  this  is  aq^ain  brought  to  the 
*'0'*  mark  by  using  the  tube  '*CZ\  but  in  the  reverse  manner. 
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Depressing  the  tube  lowers  the  oil  and  raising  it  brings  it  up. 
The  apparatus  is  now  ready  for  use  and  the  box  may  be  closed. 
It  is  important  to  note  that  the  indicator  should  be  situated  so 
that  no  sudden  change  of  temperature  takes  place  within  the 
box  while  this  adjustment  is  being  made.  The  box  should 
therefore  be  protected  from  sudden  drafts  of  cold  air. 

Connect  a  j4-inch  iron  pipe  to  the  gas  inlet  of  the  carbu- 
rettor, carry  it  close  to  the  indicator,  and  from  there  allow  it  to 
open  out  of  the  building.  A  tap  is  made  in  this  pipe  where  it 
passes  the  indicator,  and  a  small  stream  of  gas  through  a  rub- 
ber tube  is  taken  into  the  bottom  of  a  bottle  which  is  open  at 
the  top.  Into  this  bottle  insert  the  tube  leading  from  the  inlet 
of  the  indicator ;  the  purpose  of  this  connection  is  that  the  in- 
dicator may  not  be  subjected  to  the  violent  changes  in  pres- 
sure which  take  place  in  the  generator  when  a  change  is  made 
from  a  "blow"  to  a  "run,"  and  to  allow  the  water  which  con- 
denses from  the  gas  to  be  collected  in  the  bottle  and  not  drawn 
into  the  apparatus.  As  soon  as  the  gas  from  this  bottle  reaches 
the  absorption  bottle,  any  carbonic  acid  it  may  contain  will  at 
once  be  indicated  on  the  manometer.  The  operation  is  now 
continuous,  indication  being  given  constantly. 

In  putting  our  indicator  into  operation,  the  following  pre- 
cautions to  be  observed  were  developed:  The  indicator  should 
not  be  subjected  to  excessive  temperatures,  as  it  would  be  if  set 
too  close  to  the  generator  or  carburettor;  neither  should  the 
gas  taken  into  it  be  of  markedly  different  temperature  than  that 
of  the  solutions  in  the  absorption  bottles,  and  great  care  should 
be  taken  to  remove  all  particles  of  scale  and  grease  from  the 
water  supply  pipe,  as  they  are  sure  to  block  the  aspirator  and 
give  endless  trouble.  If  any  trouble  develops  in  starting  the 
apparatus,  the  action  of  the  aspirator  is  the  most  fruitful  source 
of  trouble. 

The  financial  loss  caused  by  an  excess  of  carbonic  acid  in 
gas  is  considerable.  It  is  very  possible  to  operate  with  3  per 
cent,  of  CO2  in  the  carburetted  gas ;  yet  the  output  from  many 
plants  contains  3  per  cent,  or  over.  The  difference  in  the  cost 
of  oil  between  the  3^  per  cent,  and  5  per  cent,  on  an  output  of 
100,000,000  cubic  feet,  would  be  at  least  $1,000,  and  this 
amount  is  surclv  worth  looking:  after.    The  writer  believes  that 
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the  amount  of  carbonic  acid  prodticed  at  any  time  is  the  best 
standard  by  which  to  judge  what  is  taking  place  in  the  gen- 
erator, both  while  "blowing  up"  the  "heats,"  or  makmg  "blue 
gas,"  and  that  an  indicator  making  this  knowledge  constantly 
available  will  be  of  great  value  to  the  industry. 

Discussion. 

The  President  :  Gentlemen,  this  paper  on  a  new  carbonic 
acid  gas  indicator  is  now  before  you  for  discussion.  Are  there 
any  remarks  on  this  paper? 

Mr.  a.  E.  Forstall:  Mr.  President,  it  does  not  seem  to 
me  that  Mr.  Robison  has  made  it  quite  clear  as  to  whether 
the  quarter-inch  iron  pipe  he  mentions  in  connection  with  the 
inlet  of  the  carburetter  is  allow  to  remain  open  all  the  time,  so 
that  there  is  gas  passing  through  it,  both  during  the  blow 
and  during  the  run. 

I  would  like  to  ask  also  if  he  has  applied  the  indicator  to 
the  determination  of  the  amount  of  carbonic  acid  in  the  flue 
gases  from  coal  gas  benches. 

Mr.  C.  C.  Tutwiler:  While  I  do  not  quite  understand 
from  Mr.  Robison's  description  of  the  indicator  what  may  be 
the  functions  of  several  of  the  solutions  employed,  the  prin- 
ciple underlying  its  operation  is  perfectly  clear,  and  I  see  no 
reason  why  it  should  not  be  a  very  valuable  instrument  when 
placed  in  capable  hands. 

The  fault  with  most  of  the  COj  indicators  which  have 
come  under  my  observation  is  their  extreme  liability  to  get  out 
of  order  and  thus  furnish  unreliable  information.  They  re- 
quire more  or  less  constant  attention  by  one  who  possesses  not 
only  facility  for  handling  delicate  apparatus,  but  also  the  abil- 
ity and  means  to  frequently  check  them  up  against  the  ordi- 
nary absorption  method. 

Instruments  working  on  the  "balance"  principle,  such  as 
the  "Amdt,"  while  reliable  when  in  good  working  order,  are 
very  susceptible  to  disturbing  influences  such  as  dust,  etc. 
The    Simmance-Abadv    Recorder    and    the    "Ados"    machine 
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work  on  an  entirely  different  principle,  and  while  they  are 
not  so  likely  to  get  out*  of  order,  their  first  cost  is  high  and  the 
apparatus  is  complicated.  What  is  needed  is  an  apparatus  as 
simple  and  reliable  as  a  recording  pressure  gauge;  one  which 
will  not  be  affected  by  rapid  changes  of  temperature  and  which 
will  stand  a  certain  amount  of  rough  handling.  Mr.  Robi- 
son  has  tried  Prof.  Jones'  instrument  in  actual  working  pl^c- 
tice,  and  his  experience  seems  to  indicate  that  a  cheap  and  re- 
liable instrument  has  been  found. 

Streche  and  Jahoda,  of  Vienna,  have  devised  an  apparatus 
working  on  the  same  principle  which  appears  to  be  even  sim- 
pler than  Prof.  Jones'  apparatus ;  a  description  of  this  will  be 
found  in  the  Chemiker  Zeitung,  Volume  30,  pages  1128  to  30. 

I  have  no  doubt  that  a  final  solution  of  the  problem  will  be 
found  in  the  adoption  of  this  principle,  the  unequal  tensions 
being  registered  on  a  Bristol  or  other  recording  gauge,*  thus 
getting  a  continuous  record.  I  thoroughly  agree  with  Mr. 
Robison  as  to  the  value  of  such  an  instrument,  and  it  should 
go  a  long  way  towards  insuring  uniformity  of  results  in  water 
gas  making,  and  by  its  aid  carbonic  acid  could  be  kept  down 
to  a  minimum. 

It  should  also  prove  very  useful  in  increasing  boiler  effi- 
ciency and  in  other  situations  where  it  is  desirable  to  know 
the  amount  of  COg  being  made  at  any  time. 

The  President:  Is  there  any  further  discussion  of  this 
subject? 

Mr.  G.  W.  McKee:  Mr.  President,  I  would  like  to  ask 
whether  anyone  has  any  information  whether  any  attempt  has 
been  made  to  make  this  indicator  work  in  connection  with  a 
chart  of  any  kind? 

The  President  :  Perhaps  Mr.  Robison  can  answer  that  as 
well  as  the  other  question. 

Mr.  Charles  D.  Robison  :  In  answer  to  the  first  question 
about  allowing  the  pipe  to  be  open  at  all  times,  I  would  say 
yes.     I  see  no  objection  to  that. 
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While  I  have  not  had  an  opportunity  to  use  the  indicator  on 
a  coal  gas  setting,  I  have  used  it  on  water  gas,  and  I  find  it 
very  serviceable  there.  I  see  no  reason  why  it  should  not  be 
used  on  a  coal  gas  bench. 

A  Member:  Mr.  President,  I  think  at  the  Atlantic  City 
meeting  of  1896,  Mr.  Holbrook  read  a  paper  on  a  COj  indi- 
cator, which  I  believe  had  a  chart  attached. 

Mr.  McKee:  I  think,  Mr.  President,  there  was  an  appa- 
ratus of  that  kind  which  was  used  on  the  subway  contract  in 
New  York.  It  is  put  up  in  a  small  room,  about  6  f t.  x  4  ft.  x 
8  ft.,  but  it  has  much  complicated  glassware.  It  is  not  an  ap- 
paratus which  I  think  would  be  applicable  for  general  adop- 
tion. 

Mr.  George  H.  Waring:  Mr.  President,  there  is  a  state- 
ment in  this  paper  which,  to  anyone  not  having  experience  in 
the  manufacture  of  gas,  is  liable  to  be  misleading.  I  refer  to 
the  last  statement  in  the  last  paragraph  of  the  paper  in  which 
it  says  that  the  difference  in  the  cost  of  oil  between  the  3  per 
cent,  and  5  per  cent,  carbonic  acid,  on  an  output  of  one  hun- 
dred million  cubic  feet  would  be  at  least  a  thousand  dollars. 
The  inference  would»be  that  by  reducing  your  carbonic  acid 
from  5  per  cent,  to  3  per  cent,  you  would  save  one  cent  per 
thousand  cubic  feet.  There  are  a  great  many  other  conditions 
that  might  arise  by  trying  to  reduce  your  carbonic  acid  which 
would  be  more  detrimental  than  to  attempt  to  counteract  the 
influence  of  carbonic  acid.  I  wish  to  go  on  record  as  stating 
that  in  trying  to  reduce  your  carbonic  acid  too  low.  you  are 
apt  to  get  into  other  troubles  that  will  be  worse  than  having 
5  per  cent,  of  carbonic  acid. 

Mr.  Rolun  Norris:  Of  course,  Mr.  President,  the  pro- 
portion of  carbonic  acid  in  both  blue  gas  and  blast  gas  in  wa- 
ter gas  manufacture  varies  very  rapidly  from  moment  to 
moment,  and  while  an  apparatus  might  be  all  right  for  indi- 
cating the  percentage  of  acid  when  this  percentage  is  fairly 
constant,  it  might  not  be  practicable  where,  as  in  water  gas 
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manufacture,  the  variation  is  rapid.  I  would  like  to  ask  Mr. 
Robinson  whether  in  applying  this  carbonic  gas  indicator  to 
water  gas  sets  the  lag  in  the  indication  of  the  instrument  has 
caused  any  trouble. 

Mr.  a.  G.  Glasgow  :  I  think  Mr.  Waring  and  Mr.  Norris 
have  indicated  the  crux  of  this  matter.     For  simplicity,  let 
us   consider  blue  water-gas   manufacture.     The  consumma- 
tions desired  in  the  blast  period  and  in  the  gas-making  period 
are  diametrically  different.     In  the  blast  period,  we  want  the 
products  to  escape  without  any  CO  present,  whereas  in  the 
gas-making  period  we  want  the  gas  to  issue  without  any  CO, 
present.    But  it  is  impracticable  to  attain  these  opposite  alter- 
nating conditions  with  the  same  fuel-bed,  and  it  is  found  in 
practice  that  the  best  final  result  is  attained  when  a  consider- 
able percentage  of  unreduced  COj  is  left  in  the  crude  gas. 
With  gas-coke,  the  most  economical  proportion  of  CO,  in  the 
crude  gas  is  seldom  below  an  average  of  four  per  cent. ;  and 
this  percentage  usually  varies  from  nil,  in  the  beg^ning  of 
each  run,  to  over  ten  per  cent,  at  the  end  of  the  run.    Likewise, 
in  the  first  instant  of  the  blast  period  there  is  no  CO  present 
in  the  escaping  blast  products,  whereas  by  the  end  of  the  blast 
period  the  proportion  of  CO  has  usually  risen  to  over  15  per 
cent. ;  and  the  usual  length  of  the  blue  water-gas  blast  period 
for  gas-coke  does  not  exceed  one  minute.    Now,  we  have  no 
reliable  instruments  that  can  concurrently    indicate    varying 
cycles  like  these,  and  any  instantaneous  indication  which  does 
not  reveal  the  whole  working  cycle  must  be  used  with  caution 
or  its  influence  will  be  mischievous.    On  the  other  hand,  an  in- 
strument giving  reliable  indication  of  the  percentage  of  CO, 
present  at  the  last  instant  of  each  run  and  blow  will  be  service- 
able, provided  the  influencing  practical  conditions  are  suffi- 
ciently considered  to  prevent  a  wrong  diagnosis.    Chief  among 
these  influences  is  the  condition  of  the  fuel-bed.    For  instance, 
blast-gas  analyses  may  indicate  high  efficiency   of  working, 
when  in  reality  the  fuel-bed  is  so  bad  in  parts  that  free  oxygen 
is  passing  directly  through  the  fire  and  producing  secondary 
combustion  on  top  of  the  fuel-bed.    Also,  the  different  condi- 
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tions  of  the  fire  before  and  after  clinkering  must  be  kept  in 
mind.  In  general,  it  is  my  experience  that  one  must  be  ex- 
ceedingly cautious  in  regulating  operating  conditions  by  in- 
stantaneous instead  of  average  analyses. 

The  President:  Mr.  Robison,  will  you  close  the  discus- 
sion? 

Mr.  Charles  D.  Robison  :  In  regard  to  the  sensitiveness 
with  which  the  indicator  works,  I  would  say  that  it  seemed  to 
indicate  very  closely  what  would  be  expected  in  the  operation 
of  a  water  gas  set.  It  lags  a  little  at  times  behind  what  actually 
takes  place,  or  what  you  would  expect  to  take  place,  but  we 
checked  up  the  indications  a  great  many  times  and  found  that 
the  average  was  very  close  to  what  we  got  with  the  Orsat  set, 
the  difference  being  probably  due  to  the  difference  in  the  sam- 
ples taken,  we  being  unable  to  get  the  samples  simultaneously. 
As  a  general  thing,  the  indications  followed  exceedingly  close 
to  what  you  would  expect. 

The  President:  The  next  and  last  thing  on  the  program 
is  the  report  of  the  Committee  on  Pipe  Standards. 

Mr.  Walton  Forstall  then  presented  the 

REPORT  OF  COMMITTEE  ON  PIPE  STANDARDS. 

Purpose  of  Committee, 

Your  committee  was  appointed  to  consider  the  set  of  34 
plates,  representing  proposed  standards  for  pipe  and  specials, 
which  were  presented  at  the  1906  meeting.  These  plates  were 
practically  identical  with  the  standard  adopted  by  the  American 
Gas  Light  Association  in  1905. 

History  of  Work, 

Letters  inviting  criticisms  on  these  plates  were  sent  to 
many  foundries.  Comparatively  few  replies  were  received. 
Neither  did  the  members  of  the  Institute  avail  themselves  of 
the  invitation  given  at  the  1906  meeting,  viz.,  that  they  should 
write  for  a  set  of  the  plates  and  forward  any  criticisms  to  the 
committee. 
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A  committee  meeting  was  held  in  New  York  City,  June  24, 
there  being  present  Messrs.  Strecker,  Guldlin  and  Forstall.  h 
soon  became  apparent  that  there  was  a  decided  difference  of 
opinion  regarding  the  plates  under  consideration.  The  chief 
objection  advanced,  against  them  was  that  they  required  many 
separate  patterns,  whereas  a  standard  could  readily  be  designed 
along  nearly  the  same  lines,  but  which  would  allow  of  many 
interchangeable  patterns.  The  committee  decided  to  ask  the 
foundries  just  how  important  to  them  was  this  question  of  in- 
terchangeability.  It  also  delegated  to  one  of  the  members  the 
work  of  preparing  amendments  to  the  plates. 

Only  four  replies  were  received  to  twenty  letters  sent  to 
various  foundries,  and  though  their  tenor  favored  inter- 
changeable patterns,  the  few  answers  could  not  be  regarded  as 
a  representative  expression  of  opinion  from  manufactiu-ers  of 
pipe  and  specials.  For  this  lack  of  interest,  however,  the 
committee  is  not  to  blame,  and  it  has  proceeded  to  make  such 
changes  in  the  plates  as  it  thought  were  demanded  by  the  in- 
terests of  manufacturer  and  user  alike. 

A  second  meeting  was  held  in  Chicago  on  September  14th, 
there  being  present  Messrs.  Guldlin,  Brown  and  Forstall.  A 
third  meeting  was  held  in  Washington,  October  16th,  there 
being  present  Messrs.  Guldlin,  Brown,  Miller  and  Forstall. 
As  a  result  of  the  three  meetings  and  of  correspondence  be- 
tween the  various  members  of  the  committee,  a  set  of  33  plates 
is  herewith  submitted. 

In  making  any  changes  to  the  standard  of  the  American 
Gas  Light  Association,  it  was  recognized  that,  as  such  stand- 
ard, it  had  been  adopted  by  the  largest  pipe  manufacturer  in 
this  country,  and  that  patterns  based  on  these  plates  were  be- 
ing made  from  day  to  day  by  many  other  foundries.  In  other 
words,  the  committee  realized  that  no  changes  should  be  made 
except  for  very  good  reasons.  On  the  other  hand,  in  the 
belief  that  their  work  might  find  universal  acceptance  in  due 
course  of  time,  and  therefore  determine  the  design  of  gas  pipe 
and  specials  in  this  country  for  a  long  time,  the  committee  felt 
that  there  were  certain  changes  that  were  urgently  called  lor. 
notwithstanding  these  changes  might  involve  some  hardship 
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in  the  loss  of  patterns  and  open  the  door  to  a  charge  of  insta- 
bility of  purpose  in  the  gas  associations,  on  the  part  of  those 
manufacturers  who,  after  1905,  adopted  the  American  Gas 
Light  Association  standard. 

Explanation  of  Changes, 

Having  thus  explained  their  attitude,  the  Committee  now 
desire  to  describe  in  more  or  less  detail  the  changes  between 
the  plates  as  now  submitted  to  the  Institute  and  as  received 
by  the  Committee.  These  represented,  as  has  been  said  before, 
the  1905  standard  of  the  American  Gas  Light  Association.  For 
convenience  of  reference,  they  will  be  referred  to  as  the  "A" 
(Association)  standard. 

In  the  "A"  standard,  decimals  were  used  throughout.  So 
much  objection  has  been  made  to  this  feature  that  all  dimen- 
sions are  now  shown  as  fractions  to  the  nearest  thirty-second,^ 
except  thickness  of  straight  pipe,  where  decimals  have  been 
retained  as  necessary  to  express  exactly  the  thickness  corre- 
sponding to  the  weight. 

The  "A"  standard  was  based  on  the  idea  that  the  same 
lineal  dimensions  of  bell  and  spigot  pipe  were  equally  useful 
for  street  mains  as  for  works  (apparatus)  connections.  After 
considerable  discussion,  the  committee  has  reached  the  con- 
clusion that  the  needs  for  street  work  are  rather  different  than 
for  works  connections.  Therefore,  the  term  "street"  has  been 
applied  to  those  plates  designed  with  reference  to  street  main 
requirements,  while  the  specials  adapted  for  works  use  are 
indicated  on  separate  plates,  flanged  and  bell  and  spigot  spe- 
cials being  shown  on  the  same  plate,  and  being  of  such  di- 
mensions as  to  be  interchangeable. 

Considering  now  each  plate  in  turn  (numbers  are  those  of 

present  plates) : 

Plate  1.  Standard  Bell  and  Spigot  Pipe:  No  change- 
Plate  2.  Street  Quarter  Bends,  Class  "A*' :  No  change. 
Plate  3.  Street  Quarter  Bends,  Class  "C":  No  change. 
Plate  4.  Street  Eighth    Bends,   Class   "A":   Extended   to 

48  in. 
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Plate  5.  Street  Eighth  Bends,  Class  "B":  Dimension  "I" 
increased  about  2  in.  to  make  certain  dimensions  correspond  to 
similar  ones  on  Plate  8. 

Plate  6.  Street  Eighth  Bends,  Class  "C" :  No  change. 

Plate  7.  Street  Sixteenth  Bends,  Class  "A":  Extended  to 
48  in.  Dimensions  'T*  changed  a  fraction  of  an  inch  to  make 
certain  dimensions  correspond  to  similar  ones  on  Plate  4. 

Plate  8.  Street  Sixteenth  Bends,  Class  "B'*:  No  change. 

Plate  9.  Street  Sixteenth  Bends,  Class  "C":  No  change. 

Plate  10.  Bushings :  No  change. 

Plate  11.  Caps:  Centre  lugs  omitted.  Extension  of  use  of 
side  lugs. 

Plates  12  and  13.  Street  Crosses  and  Tees:  No  change. 

Plate  14.  Line  drips:  No  change. 

Plate  15.  Yard  and  Holder  Drips:  No  change. 

Plate  16.  Hat  Flanges :  20  in.  sizes  added.  Dimension  "N" 
changed  to  even  inches. 

Plate  17.  Plugs:  No  change. 

Plate  18.  Drip  Plugs:  No  change. 

Plate  19.  Reducers,  Class  "A":  Dimensions  "H"  and  "I" 
changed  where  necessary  to  make  slope  constant  for  all  sizes 
of  reducers.  Dimension  "J'  changed  where  necessary-  to 
make  it  constant  for  the  same  sizes. 

Plate  20.  Reducers,  Class  "B":  Dimensions  "H,"  "I,"  "J" 
and  "K"  changed  to  agree  with  corresponding  dimensions  in 
Plate  19. 

Plate  21.  Reducers,  Class  ''C'*:  Same  changes  as  to  Plate 
20. 

Plate  22.  Concentric  Reducers:  16  in.  and  20  in.  sizes 
added.  Dimensions  "H",  "I",  "J"  and  "K"  changed  to  agree 
with  corresponding  dimensions  in  Plate  19. 

Plate  23.  Split  Sleeves:  No  change,  except  "D"  made 
about  }i  inch  smaller. 

Plate  24.    Hub  Sleeves :  Same  change  as  Plate  23. 

Plate  25.    Service  Sleeves :  Same  change  as  Plate  23. 

Plate  26.    Solid  Sleeves :  No  change. 

Plate  27.  Y-Branches:  Dimension  "J"  (now  "H") 
changed  to  agree  with  corresponding  dimension  on  Plate  5  and 
(old)  Dimension  "H"  changed  to  equal  "I". 
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Plate  28.  Flanged  Straight  Pipe:  Outside  diameter  of 
8  inch  flange  changed  to  13  in.  and  of  12  in.  flange  to  18  in. 
to  agree  with  1898  standard  of  American  Gas  Light  Associa- 
tion. 

Plate  29.  Flanged  Quarter  Bends  (with  or  without  base 
or  handhole)  :  Dimension  "H"  changed  to  be  more  consistent 
as  between  various  sizes,  and  decreased  2  in.  for  36  in.  and 
1  in.  for  42  in.  specials.  Design  of  handhole  hiodified  and  di- 
mension of  base  decreased. 

Plate  30.  Flanged  Eighth  Bends:  No  change  except  "R" 
extended  to  show  radius  of  centre  line. 

Plate  31.  Flanged  Crosses:  Changes  similar  to  those 
made  on  Plate  29. 

Plate  32.  Flanged  Tees:  Changes  similar  to  those  made 
to  Plate  29. 

Plate  33.  Flanged  Reducers :  Changed  to  make  taper  uni- 
form, and  "J"  and  "K''  similar  to  plate  19. 

On  several  of  the  plates  of  flanged  specials,  no  weights  are 
shown  because  there  has  not  been  time  enough  to  calculate 
these  weights  accurately  since  the  last  changes  were  made. 
Careful  calculation  will,  however,  be  made,  and  the  proper 
weights  inserted  in  the  tables  before  they  are  printed  in  the 
Proceedings. 

Recommendaiion. 

The  Committee  recommends  that  these  plates  be  adopted  as 
the  standard  of  the  Institute,  and  that,  either  by  means  of  a 
separate  committee  or  through  the  agency  of  any  permanent 
committee  that  may  be  appointed  to  advance  technical  work, 
active  measures  be  taken  to  procure  the  rapid  adoption  of  this 
standard,  by  urging  the  members  to  specify  it  in  their  orders, 
and  by  persuading  the  manufacturers  to  change  their  patterns 
as  fast  as  possible.  In  past  years,  standards  have  been  adopted 
at  meetings  of  gas  associations,  and  then,  with  few  exceptions, 
the  members  promptly  forgot  the  standard  and  specified  or 
took  other  patterns.  This  failure  to  put  into  practice  the  de- 
signs voted  for  without  dissent,  undoubtedly  explains  the  in- 
difference of  the  manufacturers  to  any  proposed   standard. 
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They  believe,  judging  the  future  by  the  past,  that  any  stand- 
ard that  we  may  adopt  will  not  affect  their  practice  to  any 
appreciable  extent.  Your  Committee  hopes  the  Institute  will 
redeem  the  reputation  of  the  gas  profession  in  this  regard,  and 
it  earnestly  desires  a  full  discussion  on  the  plates.  Every 
member  who  votes  for  the  proposed  standard,  and  yet  does  not 
intend  to  use  it  in  his  work,  because  of  his  preference  for  what 
he  is  now  using,  owes  it  to  the  Institute  to  explain  his  posi- 
tion now  and  fully. 

R.  B.  Brown, 
o.  n.  guldlin, 
Thos.  D.  Miller, 
Walton  Forstall. 

INoTK.—Owlng  to  the  fact  tbat  the  matter  of  Pipe  Standards  was  referred  to 
the  Technioal  Committee  for  further  conslderatioB  (see  later  In  the  ProceedlngsV 
It  was  not  deemed  advisable  to  publish  at  this  time  the  thirty- three  plates  referred 
to  in  the  above  report.] 

Mr.  Walton  Forstall  :  I  will  also  read  a  letter  from  Mr. 
Strecker,  in  which  he  disagrees  with  the  report  just  read,  and 
his  letter  is  to  be  considered  as  a  minority  report. 

Public  Service  Corporation  of  New  Jersey. 

gas  department. 

Newark,  N.  J.,  Oct.  12,   1907. 
Mr.  Walton   Forstall,, 

Chairman,  Committee  on  Pipe  Standards, 
U.  G.  I.  Building,  Philadelphia,  Pa. 

Dear  Sir:  Your  favor  of  the  5th  inst.  has  come.  I  am 
also  in  receipt  of  draft  of  minutes  of  meeting  of  this  Commit- 
tee in  Chicago  and  of  proposed  report  to  the  American  Gas 
Institute. 

I  am  afraid  that  I  shall  not  be  able  to  attend  the  meeting 
of  the  Committee  called  for  Tuesday  evening  next,  at  Wash- 
ington. I  have,  however,  carefully  read  the  proposed  report 
and  gone  over  the  amended  set  of  plates. 

I  very  much  regret  that,  as  the  matter  now  stands,  I  cannot 
join  in  signing  the  report  and  in  recommending  the  acceptance 
of  the  plates  as  the  standard  of  the  Gas  Institute. 
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I  have  always  been  strongly  of  the  opinion  that  any  standard 
like  the  proposed  one,  worthy  of  the  name,  should  be  based 
upon  certain  fundamental  principles.  Foremost  among  these, 
according  to  my  views,  is  the  constancy,  for  each  size  of  pipe, 
of  the  dimension  H  (as  used  in  the  plates),  denoting  the  dis- 
tance between  centre  line  of  special  casting  and  face  of  flange 
or  back  of  bell,  as  the  case  may  be.  Having  this  dimension  a 
fixed  one,  castings  will  be  interchangeable,  pattern  work  will  be 
reduced  to  a  minimum  and  the  laying  out  of  work  will  be  made 
easy. 

When  we  met  in  New  York  in  June  last,  I  found  Mr. 
Guldlin  very  strongly  of  the  same  opinion.  I  also  gathered 
from  letters  read,  that  Mr.  Brown  had  a  decided  leaning  that 
way.  However,  the  result  of  the  Chicago  conference  appears 
to  have  been  a  compromise,  which  practically  sets  up  two  dis- 
tinct standards  within  the  frame  of  your  proposition,  one  of 
so-called  Street  Specials,  the  other  for  Castings  to  be  used  at 
the  Works.  The  Street  Specials  section  of  the  Standard  splits 
again  into  two,  as  far  as  the  value  H  is  concerned,  orie  for 
tees  and  crosses,  another  for  90  degree  bends.  We  have  thus 
for  each  size  of  pipe  three  different  values  of  dimension 
H.  to  wit,  one  for  Works  Specials  (both  bends,  crosses  and 
tees,  bell  and  flange  ends)  another  for  Street  crosses  and  tees, 
and  a  third  one  for  90  degree  bell  bends. 

I  fail  to  see  why  a  distinction  should  be  made  as  between 
**Works"  and  "Street"  Specials.  These  castings  should  be  all 
of  the  same  pattern  and  could  be  used  and  are  used  indiscrimi- 
nately in  the  Works  or  in  the  Street  Department.  Whichever 
value  of  dimension  H  would  suit  the  views  of  the  majority  of 
the  members,  should  have  been  adopted  for  all  classes  of  cast- 
ings. 

Taking  up  the  plates  seriatim  would  make  the  following 
remarks : 

Plate    1.    Bells  and  Spigots.    Agreeable  to  me. 

Plates  2  and  3.  90  degree  Bends.  Come  under  general 
criticism  as  to  value  of  "H." 

Plate  4.     45  degree  Bends.  Would  advocate  making  dis- 
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table  exception  of  the  4  inch  drip,  which  is  entirely  too  shallow, 
measures  only  13  inches  below  outlets  and  holds  only  about 
six  gallons  of  water. 

Plate  IS.    Yard  and  Holder  drips.    No  objections  beyond 
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what  is  stated  as  to  Plate  14.  Local  considerations  will  often 
call  for  variations  from  this  standard. 

Plate  16.    Hat  flanges.    No  objections. 

Plate  17.  Plugs.  I  consider  this  pattern  a  poor  one. 
There  is  no  call  for  the  curvature  in  the  cover.  Cover  should 
join  the  sides  at  the  upper  edge,  so  that  plug  is  particularly 
strong  at  this  juncture  and  not  unsupported  and  weak  as  in 
pattern  shown.  The  taper  given,  only  }i  inch,  is  so  small  as 
not  to  be  of  practical  value  and  the  plug  cannot  be  backed  out. 
The  lugs  shown  are  of  little  help  in  this  work.  Length  and 
taper  of  plugs  should  be  like  that  of  bushings. 

Plate  18.  Drip  plugs.  Should  be  of  same  patterns  as  regu- 
lar plugs  and  not  varying  from  same  as  to  length  as  shown  on 
plate.  Even  the  street  and  the  yard  drip  plugs  are  made  to 
vary  in  this  respect. 

Plates  19  to  22.  Reducers.  Am  glad  to  note  that  reducer 
patterns  now  show  an  even  rise  fpr  all  sizes. 

Plates  23,  24,  25.  .  Split,  hub  and  tapped  sleeves.  Would 
advocate  ribs  on  lower  flanges,  to  hold  heads  of  bolts  in  posi- 
tion, when  bolting  up,  same  as  on  wrought  iron  pipe  flanges. 
Object  to  provision  calling  for  "machining"  faces  of  flanges, 
since  it  adds  largely  to  the  cost  and  is  unnecessary,  since  sleeves 
are  usually  put  on  with  cement,  which  material  will  also  make 
a  satisfactory  joint  between  the  two  halves  of  sleeves,  without 
their  being  faced. 

Plate  26.     Sleeves.    No  objections. 

Plate  27.    Y  branches.    No  objections. 

Plates  29  to  32.  Flange  and  bell  fittings  for  use  at  Works. 
Open  to  general  objection  as  to  the  value  of  dimension  "H". 

Plate  33.     Flange  reducers.    No  objections. 

In  conclusion  would  say,  that  while  I  appreciate  that  some 
patterns  have  been  made  based  upon  the  standard  adopted  two 
years  ago,  of  which  the  proposed  one  is  largely  a  reproduction, 
and  rtiat  any  change  from  this  standard  would  be  somewhat 
of  a  hardship  on  foundries  having  done  so,  yet  they  would  not 
be  hit  any  harder  than  others  that  have  proceeded  along  the 
lines  of  the  '98  or  any  other  standard. 

As  you  have  stated,  this  question  should  be  settled  for  a 
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lono^  time  to  come  and  therefore  we  should  settle  it  in  a  proper 
manner  and  wortliy  of  the  talent  represented  by  the  Gas  In- 
stitute. It  will  appear  to  any  Engineer  who  will  carefully  study 
the  matter  that  the  proposition  before  us  is  not  the  best  that 
could  be  gotten  up,  but  rather  a  compromise  of  existing  pat- 
terns, of  differences  in  opinion  and  of  interests. 

And  while  much  time  has  already  been  spent  over  this 
vexed  question,  I  would  prefer  to  have  its  final  disposition  laid 
over  for  another  year  to  having  something  adopted  which  falls 
short  of  the  work  and  will  thus  never  become  popular  and 
lasting. 

Yours  truly, 

A.  H.  Strecker. 
Discussion. 

Mr.  E.  E.  Witherby:  I  think  the  Committee  shows  very 
plainly  here  that  the  representatives  of  the  manufacturers  took 
a  very  great  interest  in  this  matter.  As  I  remember  it,  there 
was  a  report  adopted  by  the  American  Association  in  1898, 
another  in  1901,  and  another  report  was  adopted  in  1905.  It 
was  adopted  and  passed,  probably  unanimously,  by  the  Asso- 
ciation, at  that  time,  like  a  great  many  other  reports.  Like 
many  other  reports,  it  was  probably  read  by  the  committee,  and 
the  members  thought  if  the  committee  approved  it  unanimously 
it  must  be  a  good  thing  and  it  was  adopted.  We  know  that  is 
the  way  with  a  good  many  reports,  and  then  they  are  forgotten 
just  that  quick.  Now  the  constant  change  of  the  standard 
is  something  for  which  the  Gas  Association  has  been  in  a  meas- 
ure responsible,  and  is  opposed  to  that  idea  of  unity  of  pur- 
pose that  we  would  all  like  to  see.  The  1901  standard  was  in 
use  for  quite  a  long  time.  It  has  been  considered  good  and 
very  few  have  had  any  trouble  with  it.  It  apparently  satisfied 
everybody,  and  I  rather  object  to  this  constant  bringing  of 
the  matter  up  for  every  little  change  here  or  little  change  there. 
Xo  rule  that  anyone  will  accept  will  probably  fit  all  conditions. 

Mr.  Walton  Forstall:  Mr.  President,  before  this  dis- 
cussion goes  any  further,  I  might  say  to  Mr.  Witherby  that 
there  was  no  standard  adopted  in  1901,  but  the  American  Gas 
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Light  Association  was  tryinp^  to  establish  the  '98  standard,  and 
1  sent  in  an  extended  criticism  upon  it.  Now  as  to  the  1905 
standard,  personally  I  would  like  to  see  it  adopted  by  the  Insti- 
tute in  the  form  it  took  after  revision.  The  1905  standard  was 
designed  by  a  pipe  manufacturer  along  the  lines  wanted  by  cer- 
tain large  users  of  pipe,  but  unfortunately  in  working  out  the 
details  there  were  so  many  errors  made  that  all  the  plates  had 
to  be  gone  over  and  revised.  That  work  of  revision  was  done 
by  The  United  Gas  Improvement  Company,  and  it  was  done 
in  time  to  have  the  manufacturer  get  the  revised  standards  into 
his  catalogue.  Because  the  1905  standard,  as  adopted  by  the 
American  Gas  Light  Association  did  not  exactly  agree  with 
the  standard  desired,  we,  who  were  interested  in  the  task,  could 
not  come  before  the  Institute  in  1^)06,  and  say,  "Please  take  the 
standard  of  1905,  the  standard  of  the  American  Gas  Light 
Association,  because  it  is  a  good  standard,"  but  we  had  to  say 
that  the  plates  we  had  prepared  represented  practically  the 
same  standard  as  that  adopted  in  1905.  As  stated  in  our  re- 
port, the  plates  that  are  now  up  for  consideration  represent  a 
compromise. 

^Ir.  a.  S.  Miller:  Mr.  President,  in  the  first  place,  I 
would  like  to  say  something  about  the  adoption  of  the  standard 
in  1905.  Unfortunately,  I  was  not  at  that  meeting  as  I  should 
have  been.  In  98,  or  previous  to  '98,  the  question  was  put  to 
the  Research  Committee  of  the  American  Gas  Light  Associa- 
tion whether  or  not  the  standard  of  the  Society  of  Gas  Light- 
ing which  had  been  in  use  for  a  great  many  years  should  be 
adopted.  A  great  many  foundries  and  companies  had  patterns 
based  on  the  standard  of  the  Society  of  Gas  Lighting.  After 
going  through  the  subject  very  carefully,  and  after  having  the 
Society  of  Gas  Lighting  correct  some  small  dimensions  which 
did  not  change  the  general  dimensions  of  the  casting,  the 
American  Gas  Light  Association  adopted  that  standard.  The 
point  was  made  that  the  standard  was  incomplete,  and  it  was 
referred  to  a  committee,  as  1  understood  at  the  time,  to  elab- 
orate it.  The  question  was  taken  up  with  the  lar;:^est  pi])e 
manufacturers  in  the  conntrv,  and  after  an  interview  with  their 
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representatives,  the  understanding  was  reached  that  with  the 
exception  of  certain  flange  castings  which  were  to  be  shortened, 
the  general  dunensions  of  the  street  castings  were  to  remain  as 
the  dimensions  of  the  American  Gas  Light  Association  stand- 
ard. The  next  I  heard  of  it,  this  question  came  up  at  the  last 
minute  of  the  meeting  of  the  American  Gas  Light  Association 
in  Milwaukee.  The  President  of  the  Association  said  the  re- 
port of  the  Committee  was  all  right,  and  the  report  was 
adopted,  practically  without  consideration.  Now  there  have 
been  a  great  many  changes  in  the  dimensions  which  will  prac- 
tically destroy  the  value  of  the  patterns  made  by  those  parties 
who  have  followed  the  standard  of  the  American  Gas  Light 
Association,  which  was  adopted  after  a  great  deal  of  thought, 
and  which  could  be  elaborated.  What  is  going  to  be  the  eflFect 
of  this  aside  from  the  effect  on  the  mind  of  the  people  whom 
we  ask  to  make  patterns?  Take  the  Vie  bends  for  instance; 
the  4  inch  weighs,  under  the  proposed  standard,  58  pounds, 
and  under  the  '98  standard,  44  pounds ;  the  6  inch,  under  the 
'98  standard,  weighs  64  pounds,  and  under  the  proposed  stand- 
ard, 91  pounds;  the  8  inch,  under  the  '98  standard,  weighs  100 
pounds  and  under  the  proposed  standard  130  pounds. 

Coming  down  to  crosses,  the  4  inch  cross  under  the  pro- 
posed standard,  143  pounds ;  under  the  '98  standard,  97  pounds. 
6x4,  proposed  standard,  173;  actual  weight,  old  standard. 
122.  8x4  crosses,  under  the  proposed  standard,  230;  actual 
weight,  old  standard,  179.  8x6  crosses,  proposed  standard, 
262 ;  actual  weight,  old  standard,  186. 

Four  inch  tee,  proposed  standard,  108;  old  standard,  71 
pounds.  6x4  tee,  143  pounds;  old  standard,  110  pounds. 
8x4,  new  standard,  195;  old  standard,  159. 

I  would,  therefore,  suggest  that  if  changes  are  to  be  made  it 
should  be  done  with  a  view  to  saving  money.  The  principal  di- 
mensions of  the  old  American  Gas  Light  Association  standard 
should  be  retained  as  far  as  possible  and  such  minor  changes 
should  be  made  as  experience  has  proved  to  be  necessary. 

I  do  not  know  whether  any  of  the  members  of  the  Associa- 
tion have  had  much  difficulty  with  the  breaking  of  hubs.  In 
five  vears  but  three  hubs  have  been  found  broken  in  the  citv 
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of  Baltimore  and  all  of  these  were  defective.  In  at  least  one 
city,  I  understand,  there  has  been  considerable  breakage 
of  the  old  American,  Gas  Light  Association  hubs,  and  in  con- 
nection with  any  revision  of  the  standard  this  should  be  con- 
sidered. On  the  whole,  the  standard  should  specify  castings 
as  light  as  is  consistent  with  safety  and  durability. 

Mr.  E.  E.  Witherby  :  Mr.  President,  I  would  move  that 
this  matter  be  referred  to  the  proper  committee  under  the  new 
constitution. 

Mr.  Walter  Wood:  Mr.  President,  may  I  suggest  an 
amendment  to  the  motion ;  that  the  Technical  Committee  be  re- 
quested to  meet  with  the  Cast  Iron  Pipe  Manufacturers  before 
coming  to  any  definite  conclusions. 

After  the  receipt  of  the  letter  of  your  Committee  last  sum- 
mer, the  Cast  Iron  Pipe  Manufacturers  had  a  meeting,  at  which 
from  80  to  85  per  cent,  of  the  tonnage  madfe  was  represented. 

They  asked  your  Committee  for  a  joint  session  so  that  all 
these  questions  of  detail  could  be  discussed,  and  some  satis- 
factory standard  to  all  concerned  settled  upon.  I  think  my 
amendment  has  some  appropriateness,  and  I  hope  it  will  be 
duly  seconded. 

There  is  another  reason  why  it  is  very  desirable  to  have  the 
thing  carefully  worked  out  now,  and  especially  for  the  future, 
it  is  this :  the  manufacture  of  pipe,  in  the  past,  has  been  largely 
hand  work.  It  is  now  becoming  very  rapidly  automatic  ma- 
chine work,  therefore  in  preparing  the  tools  for  flanges  and 
moulding  machines  for  special  sizes  it  is  exceedingly  desirable 
for  the  manufacturers  and  the  customers  to  come  to  a  common 
understanding. 

Speaking  for  the  manufacturers,  I  think  that  their  feeling 
is  this:  that  no  one  set  of  ideas  should  undertake  to  domi- 
nate the  situation.  The  manufacturers  wish  to  progress,  and 
they  wish  to  prepare  a  line  of  tools  which  shall  be  satisfactory 
to  their  customers.  No  manufacturer  that  I  know  of  desires 
to  throw  anything  in  the  way  of  progress,  or  is  inclined  to  in- 
sist upon  progress  along  their  own  lines.    They  do  not  regret 
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Jtny  money  that  may  have  been  spent  in  old  patterns.  In  other 
words,  the  way  to  progress  is  to  adopt  the  proper  course  based 
upon  a  thorough  and  careful  study  of  the  conditions,  therefore, 
I  hope  before  anything  final  is  concluded  that  my  suggestion 
will  be  accepted.  I  should  therefore  suggest  as  an  amendment, 
Mr.  President,  that  the  Technical  Committee  be  authorized 
and  instructed  to  ask  for  a  joint  session  with  the  Cast  Iron  Pipe 
Manufacturers'  representatives. 

Mr.  E.  E.  Witherby:  Mr.  President,  I  hope  that  Mr. 
Wood  will  withdraw  that  amendment.  I  think  when  he  comes 
to  look  at  the  personnel  of  the  Technical  Committee  of  this  In- 
stitute as  it  now  stands,  he  will  realize  that  there  is  no  necessity 
of  such  an  amendment,  and  that  when  this  committee  comes  to 
a  mature  determination  of  what  is  best  to  be  done,  I  think  he 
will  be  satisfied  with  the  result. 

Mr.  Walter  Wood  :  I  should  be  very  glad,  Mr.  President, 
to  simplify  the  discussion  by  withdrawing  my  suggestion.  I 
think  the  importance  of  it,  however,  is  this :  There  has  been  a 
great  deal  of  discussion  about  standards,  and  to  simplify  and 
shorten  our  time  here,  I  want  to  illustrate  what  is  in  my  mind 
by  this  one  fact.  The  American  Society  for  Testing  Mate- 
rials has  adopted  a  series  of  weights  and  thicknesses  for 
straight  pipe.  Except  in  a  very  few  instances  they  meet  almost 
exactly  the  classification  that  has  been  adopted  by  the  Gas  In- 
stitute, where  the  table  that  this  Institute  has  prepared  varies 
from  Vioo  to  ^/loo  of  an  inch.  It  seems  to  me  hardly  worth 
while  for  such  small  diflFerences  to  be  made  permanent.  It 
seems  to  me  we  ought  to  try  to  find  a  common  ground  and  clear 
away  these  minute  differences.  It  is  very  desirable  to  be  done. 
That  is  the  reason  of  the  request  that  the  pipe  manufacturers 
made  of  your  committee,  viz.,  that  we  should  have  a  meeting 
and  eliminate  these  small  diflFerences. 

The  President:  Then  I  understand,  Mr.  Wood,  you  do 
not  withdraw  your  amendment.  The  amendment  is  in  order  if 
you  insist  upon  it,  but  I  think  that  Mr.  Witherby's  idea  is  the 
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correct  one,  that  the  committee  certainly  will  not  decide  this 
question  without  consulting  with  the  pipe  men,  and  therefore 
the  amendment  is  hardly  necessary. 

Mr.  E.  E.  Witherby:  That  is  it  exactly,  Mr.  President.  I 
do  not  think  it  is  necessary  to  even  consider  such  an  amend- 
ment, for  with  a  committee  made  up  as  the  Technical  Commit- 
tee of  this  Institute  is  now  made  up,  all  of  those  matters  will 
be  sufficiently  safeguarded. 

Mr.  Walter  Wood:  Mr.  President,  if  it  is  the  under- 
standing that  such  a  course  will  be  taken,  it  is  as  good  as  a  mo- 
tion to  that  effect.  The  only  thing  that  I  want  is  that  united 
action  be  taken  and  a  free  discussion  had  so  that  these  diflFer- 
ences  can  be  cleared  away.     I  take  it  then  that  the  letter 
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Mr.  E.  E.  Witherby  :  Mr.  President,  I  think  the  original 
motion  covers  it  fully ;  that  this  matter,  instead  of  being  cleared 
up  now,  as  some  people  would  like,  that  the  matter  be  referred 
to  the  Technical  Committee  of  the  Institute  for  their  consider- 
ation. I  think  that  is  proper  enough  and  covers  it  all — all  that 
is  necessary  to  include  in  it.  I  am  perfectly  willing,  if  I  have 
any  personal  interest  in  the  matter,  to  leave  it  to  the  Commit- 
tee.   I  will  abide  by  their  judgment. 

A  Member:  Mr.  President,  I  rise  to  a  point  of  informa- 
tion.   Was  Mr.  Wood's  amendment  seconded. 

The  President:    Mr.  Wood's  amendment  was  seconded. 

Mr.  Wood's  amendment  to  Mr.  Witherby's  motion  is  to  the 
effect  that  the  Technical  Committee  be  requested  in  the  course 
of  the  preparation  of  their  report  to  this  Institute  on  pipe  stand- 
ards to  consult  or  confer  with  the  manufacturers  of  pipe. 

Mr.  Walter  Wood:  It  seems  to  me,  Mr.  President,  that 
there  is  a  little  misunderstanding,  and  I  think  it  would  be  well 
for  the  Committee  to  understand  exactly  who  those  were  who 
made  that  request.  That  request  came  from  some  of  the  larg- 
est pipe  manufacturers  in  the  United  States,  and,  as  I  said  be- 
fore, representing  from  80  to  85  per  cent,  of  the  tonnage  of 
cast  iron  pipe  iVianUfactured. 

Mr.  Paul  Thompson:  Mr.  President,  let  me  suggest  to 
Mr.  Wood  that  if  he  would  change  the  wording  of  his  amend- 
ment by  putting  it  in  the  form  of  a  suggestion,  or  request,  that 
the  Committee  take  such  action,  it  would  be  in  better  form  to 
pass  it. 

Mr.  Walter  Wood:    I  am  perfectly  willing  to  do  that. 

The  President:  Mr.  Wood  changes  his  amendment  then 
by  substituting  the  word  "suggest"  for  the  word  "request"  or 
"instruct."  Will  that  be  acceptable  to  the  seconder  of  Mr. 
Wood's  amendment? 

Mr.  Donald  McDonald  (Louisville) :  It  is  satisfactory 
to  me,  Mr.  President. 
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The  President:  The  seconder  also  accepts  the  amend- 
ment. 

Mr.  Walton  Forstall:  Naturally  I  am  quite  familiar 
with  the  work  of  the  Pipe  Standards  Committee.  As  the  re- 
port states,  we  tried  to  get  the  opinion  of  the  pipe  manufac- 
turers. We  did  not  reply  to  the  specific  invitation  extended  by 
Mr.  Wood.  This  invitation  came  as  from  Mr.  Wood  and  two 
other  pipe  manufacturers.  One  of  them  was  the  United  States 
Cast  Iron  Pipe  &  Foundr}-  Co.,  and  it  represented  certainly 
two-thirds  of  the  85  per  cent,  spoken  of  by  Mr.  Wood.  On  the 
receipt  of  Mr.  Wood's  invitation,  I  communicated  with  a  Vice- 
President  of  the  United  States  Cast  Iron  Pipe  &  Foundry 
Co.,  and  received  by  wire  and  letter  a  statement  to  the  effect 
that  his  company  disavowed  any  authority  on  Mr.  Wood's  part 
to  speak  for  them,  and  that  his  company  was  in  accord  with 
the  plates  embodied  in  our  report.  These  facts  I  in  turn  com- 
municated to  Mr.  Wood. 

I  think  the  Institute  is  very  wise  if  the  members  are  not  sure 
they  desire  to  accept  our  report,  to  refer  the  whole  matter  to 
the  Technical  Committee.  The  Sub-Committee  that  will  be 
appointed  to  look  after  this  question  of  pipe  standards  will  soon 
discover  how  difficult  a  task  it  is.  They  will  discover  that  tlie 
1898  standard,  as  talked  of  by  some  of  its  advocates,  is  not  tlie 
1898  standard  as  shown  in  the  Proceedings  of  the  American 
Gas  Light  Association,  but  a  modified  standard,  which  has 
never  been  communicated  to  the  records  of  any  association. 
We  will  await  the  result  of  their  labor  with  much  interest. 

Mr,  E.  E.  Witherby  :  Mr.  President,  it  seems  to  me  that 
the  history  of  these  diflFerent  standards  during  the  past  few 
years  is  a  very  good  criterion  to  judge  by  in  this  case.  It  is  a 
matter  which  needs  further  study  and  investigation.  I  would 
like  to  see  something  done,  and  I  would  like  to  get  to  the  end 
as  soon  as  possible.  All  that  any  of  us  Want  to  see,  I  think,  is 
that  no  direct  or  positive  instructions  should  be  given  to  this 
Committee  at  this  time.  As  the  gentleman  has  just  said,  it  is 
a  Committee  which  ought  to  command  the  entire  confidence  of 
the  Institute.    I  wish  you  would  all  read  the  names. 
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The  President:  There  are  no  instructions  involved  in  Mr. 
Wood's  amendment  as  it  now  stands. 

Mr.  Donald  McDonald:  Mr.  President,  in  seconding 
that  amendment  again,  I  feel  just  as  I  did  when  I  first  sec- 
onded it,  that  we  do  not  want  to  make  any  arbitrary  changes 
and  force  a  change  in  the  patterns  unnecessarily.  I  think  it  is 
a  matter  that  can  be  decided  by  letting  both  sides  express  their 
views  fully.  I  think  that  we  appreciate  the  situation  of  the 
manufacturers,  and  that  the  members  of  this  body  want  to  meet 
them  in  a  reasonable  way,  and  to  agree  on  a  standard  that  we 
recommend,  it  will  be  that  much  more  desirable,  and  will  have  a 
much  more  binding  effect  upon  everybody,  and  therefore  much 
more  liable  to  be  adopted. 

The  President:  The  question  is  on  Mr.  Wood's  amend- 
ment as  seconded  by  Mr.  McDonald.  Those  in  favor  will 
please  say  "Aye."    Contrary  minds,  "No."    It  is  carried. 

The  question  is  now  on  Mr.  Witherby's  motion  as  amended, 
that  the  whole  matter  be  referred  to  the  Technical  Committee, 
with  the  suggestion  that  in  coming  to  their  conclusions  and  be- 
fore reporting  to  the  Institute  that  they  confer  with  the  pipe 
manufacturers.  Are  you  ready  for  the  question  ?  Those  in  fa- 
vor please  say  "Aye."    Contrary  minds,  **No."     It  is  carried. 

The  President:  Are  there  any  nominations  for  Secre- 
tary-Treasurer ? 

The  following  nomination  was  presented : 
"We,  the  undersigned  members  of  the  American  Gas  Insti- 
tute, nominate  James  W.  Dunbar  as  Secretary-Treasurer,  in 
accordance  with  the  recommendations  of  the  Board  of  Direc- 
tors: 

A.  C.  Humplirevs, 
A.  S.  Miller, 
Donald  McDonald, 
F.  N.  Morton, 
Carroll  Miller, 
W.  O.  Lamson,  Jr., 
(jeo.  Waring, 
A.  G.  Glasgow, 
E.  H.  Earnshaw, 
A.  D.  Whittaker, 


L.  D.  Spragle. 
W.  C.  Morris, 
G.  W^  Clabaugh, 
E.  G.  Pratt, 
Paul  Thompson, 
J.  J.  Humphreys, 
W.  Forstall, 
A.  E.  Forstall. 
W.  H.  Gartley, 
Geo.  Old, 
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The  President:  Gentlemen,  you  have  heard  the  nomina- 
tion of  Mr.  Dunbar  for  Secretary-Treasurer  by  this  Commit- 
tee. I  presume  that  is  in  accordance  with  the  previous  under- 
standing. All  in  favor  of  the  election  of  Mr.  Dunbar,  please 
say  '*Aye."    Contrary  minds,  "No."    It  is  unanimous. 

Mr.  E.  E.  Witherby  :  Mr.  President,  while  there  is  a  fair 
representation  present,  I  would  like  to  make  a  motion.  I  do 
not  believe  in  deferring  the  matter  too  long.  There  has  been 
a  lot  of  hard  work  done  here  by  the  Committee  having  charge 
of  the  local  arrangements,  and  I  move  that  a  vote  of  thanks  be 
extended  to  the  Committee  for  the  very  able  manner  in  which 
they  have  handled  the  arrangements. 

Motion  seconded. 

The  President:  Gentlemen,  you  have  heard  the  motion. 
It  is  a  motion  of  thanks  to  the  Committee  on  Arrangements. 
Those  in  favor  please  say  "Aye."  Contrary  minds,  "No."  It 
is  unanimously  passed. 

Mr.  Paul  Thompson  :  Mr.  President,  it  occurred  to  me 
that  there  are  perhaps  some  committees  which  have  not  re- 
ported, and  as  under  the  change  in  the  Constitution  which  has 
been  made  all  of  these  matters  will  have  to  be  referred  to  the 
Publication  Committee,  it  seems  to  me  it  would  be  a  good  idea 
to  pass  a  vote  referring  anything  that  may  be  in  existence  in 
the  committees  to  that  Committee.  I  therefore  move,  Mr. 
President,  that  any  committee  not  reporting  be  discharged 
from  any  further  consideration  of  the  subject  referred  to  them. 

Motion  seconded. 

The  President:  Those  in  favor  please  say  "Aye."  Con- 
trary minds,  "No."    It  is  passed. 

Is  there  any  further  business  to  come  before  the  Institute  ? 
Gentleman,  before  we  adjourn,  let  me  say  that  there  are  many 
things  that  it  seems  to  me  we  have  reason  to  congratulate  our- 
selves upon,  but  especially  it  seems  to  me  that  we  come  to  the 
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end  of  a  rather  strenuous  meeting  with  mutual  respect  and  loy- 
alty, and  that  we  should  go  from  here  with  a  mutual  detennixia- 
tion  to  make  this  Institute  a  success,  or,  as  I  said  in  my  address^ 
the  leading  light  among  scientific  men  devoted  to  the  advance- 
ment of  the  Gas  Institute. 

If  there  is  no  further  business  I  will  declare  the  Institute 
adjourned  sine  die. 
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ARTHUR  C.  PEASE 

Lcwellf  Mass, 
Died  January  3d,  1907 

JAMES  B.  CAHOON 

New  York,  N,  Y, 
Died  February  i6th,  1907 

JAMES  R.  BOWEN 

Schuylkill  Haven,  Pa. 
Died  March  19th,  1907 

JOHN  O.  JOHNSTON 

Columbus,  Ohio. 
Died  April  21st,  1907 

THOMAS  B.  RITER 

Pittsburg,  Pa, 
Died  April  23d,  1907 

JOHN  S.  WILBRAHAM 

Philadelphia,  Pa, 
Died  July  2d,  1907 

AUGUSTINE  S.  MALLORY 

New  York,  N  Y, 
Died  August  9th,  1907 
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ARTHUI^  CHAPIN  PEASE. 
Born  February  21,  1865.  Died  January  3 ,  1907. 

Arthur  Chapin  Pease  was  born  February  21,  1865,  at  Ful- 
ton, 111.  He  graduated  from  the  Civil  Engineering  course  at 
Yale  in  1891,  returning  for  a  Post  Graduate  course  which  he 
completed  in  1893.  During  1892  he  was  employed  as  Assistant 
Division  Engineer  of  the  Chicago  &  Alton  Railroad. 

He  started  in  the  gas  business  with  the  New  York  &  East 
River  Gas  Company  in  1895,  being  actively  engaged  in  the 
construction  work  of  that  Company,  including  the  notable 
achievement  of  driving  the  tunnel  under  the  East  River  from 
Sixty-third  Street,  New  York  City,  to  Ravenswood,  L.  I.  Gas 
has  been  conveyed  to  Manhattan  through  this  tunnel  for  a 
number  of  years.  Subsequently  Mr.  Pease  became  connected 
with  the  American  Gas  Company  of  Philadelphia,  having 
charge  of  the  Mt.  Vernon  plant,  and  remaining  with  the 
United  Gas  Improvement  Company  after  that  Company's  pur- 
chase of  this  property.  In  1902  he  was  appointed  to  the  re- 
sponsible position  of  Superintendent  of  the  United  Gas  Im- 
provement Company's  plant  at  Yonkers,  N.  Y.,  where  he 
remained  until  1904,  when  he  accepted  the  call  of  the  Lowell 
(Mass.)  Gas  Light  Coinpany.  Under  his  direction  as  Super- 
intendent, the  modem  plant  at  Lowell  was  developed  and  he 
here  established  new  records  of  cost  of  operation  of  a  coal  gas 
plant. 

He  was  elected  an  active  member  of  the  American  Gas  Light 
Association  in  1903,  of  the  Western  Gas  Association  in  1905, 
and  became  a  charter  active  member  of  the  American  Gas  In- 
stitute. 

He  was  also  a  member  of  the  Guild  of  Gas  Managers  and  of 
the  New  England  Association  of  Gas  Engineers. 

Mr.  Pease  was  of  a  quiet,  retiring  nature,  but  very  forceful 
and  persevering  in  his  work  and  he  accomplished  much.  As 
to  his  Company's  estimate  of  his  worth  and  a  personal  tribute, 
the  following  is  quoted  from  a  letter  of  the  President:  **  I  never 
could  wish  to  be  associated  in  business  with  a  finer  man  than 
Mr.  Pease.  He  was  entirely  satisfactory  in  every  way,  and,  if 
he  had  lived,  I  think  he  would  have  gone  far  as  a  gas  engi- 
neer. ' ' 
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JAMES  BLAKE  CAHOON. 
Born  December  22,  1856.  Died  February  16,  1907. 

James  Blake  Gaboon  was  bom  December  22,  1856.  At  the 
age  of  22  be  graduated  from  the  United  States  Naval  Academy 
at  Annapolis  and  entered  service  on  the  U.  S.  S.  **  Vandalia." 
He  took  part  in  the  Transit-of- Venus  expedition  in  Patagonia 
in  1882,  having  been  transferred  from  the  '*  Vandalia  *'  to  the 
U.  S.  S.  **  Brooklyn,**  with  which  ship  he  served  until  1884. 

Lieutenant  Gaboon  graduated  from  the  United  States 
Torpedo  School  in  1885  and  was  one  of  the  few  selected  to  take 
the  post  graduate  course  in  electricity.  While  experimenting 
with  searchlights,  he  was  so  unfortunate  as  to  seriously  impair 
the  sight  of  one  eye,  and  this  finally  led  to  his  retirement  from 
the  service  in  1889. 

The  five  following  years  he  was  connected  with  the  Thomp- 
son-Houston Electric  Gompany  and  the  General  Electric  Com- 
pany in  various  responsible  positions,  leaving  the  latter  Com- 
pany in  1895  to  take  up  the  general  managership  of  the 
Electric,  Gas,  Water  and  Street  Railway  Companies  of  Elmira, 
N.  Y.  Several  years  later,  Mr.  Gaboon  established  himself  as 
a  consulting  engineer,  and,  at  the  time  of  his  death,  was  Vice- 
President  and  Chief  Engineer  of  the  Eldenbel  Construction 
Company  of  New  York  City. 

He  was  a  member  of  the  American  Society  of  Mechanical 
Engineers;  the  American  Institute  of  Electrical  Engineers;  the 
Military  Order  of  Foreign  Wars  and  the  Geographical  Society. 
He  was  a  Son  of  the  American  Revolution  and  a  veteran  of  the 
Spanish-American  war. 

Mr.  Gaboon  was  at  one  time  President  of  the  National  Elec- 
tric Light  Association.  His  life  work  was  more  closely  iden- 
tified with  the  electrical  than  with  the  gas  business. 

He  became  a  member  of  the  Ohio  Gas  Light  Association  in 
1905  and  a  charter  member  of  the  American  Gas  Institute  upon 
its  formation. 

It  is  with  much  regret  that  his  death  is  recorded  so  shortly 
after  his  connection  with  Gas  Association  work. 
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JAMES  ROGAN   BOWEN. 
Born  February  19,  1868.  Died  March  19,  1907. 

James Rogan  Bowen  was  bom  in  Pottsville,  Pa.,  February 
19,  1868.  He  received  his  early  education  in  the  public 
schools  and  supplemented  this  later  in  life  by  taking  a  course 
with  the  International  Correspondence  Schools  of  Lighting  and 
Mechanical  Drawing. 

He  became  a  member  of  the  Ohio  Gas  Light  Association  in 
1905  and  a  charter  active  member  of  the  American  Gas  In- 
stitute the  following  year. 

Mr.  Bowen  was  for  some  time  identified  with  the  Pottsville 
Gas  Company,  Pottsville,  Pa.,  and  at  the  time  of  his  death, 
which  occurred  on  March  19,  1907,  he  was  Superintendent  of 
the  Schuylkill  Haven  Gas  &  Water  Company,  Schuylkill,  Pa. 


JOHN  ORSON  JOHNSTON. 
Born  May  17,  1853.  Died  April  21,  1907. 

John  Orson  Johnston  was  born  in  Allegany  County,  N.  Y. 
After  receiving  a  common  school  education,  he  was  engaged 
in  mercantile  business  until  1877,  when  he  became  interested 
in  oil  operations  in  Pennsylvania  and  later  in  the  Lima,  Ohio, 
oil  field.  He  went  to  Columbus  and  was  one  of  the  organizers 
of  the  Central  Ohio  Natural  Gas  &  Fuel  Company  in  1889, 
continuing  with  that  Company  and  interests  with  which  it  was 
consolidated  until  the  time  of  his  death.  He  was  Superin- 
tendent of  the  Central  Ohio  Natural  Gas  &  Fuel  Company ; 
President  and  General  Manager  of  the  Columbus  Gas  Light  & 
Heating  Company;  President  and  General  Manager  of  the 
Columbus  Gas  &  Fuel  Company.  He  was  also  Vice-President 
and  General  Manager  of  the  Deschutes  Irrigation  &  Power 
Company,  and  one  of  its  organizers. 

He  was  an  active  member  of  the  Ohio  Gas  Light  Associa- 
tion, of  the  Western  Gas  Association,  and  a  charter  member 
of  the  American  Gas  Institute. 

Mr.  Johnston  died  in  the  prime  of  life  after  a  long  illness. 

The  following  is  quoted  from  the  letter  of  a  business  asso- 
ciate: **  He  was  of  revolutionary  stock,  a  man  of  sterling 
x:haracter,  able,  and  of  a  genial  disposition  that  endeared  him 
to  those  with  whom  he  came  in  contact.*' 
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THOMAS  B.  RITER. 
Born  December  22,  1840.  Dibd  April  23,  1907. 

Thomas  B.  Riter  was  born  on  December  22,  1840,  in  York, 
Pa.  After  receiving  bis  education  in  bis  native  city,  he  be- 
came identified  with  the  iron  trade,  and,  when  about  twenty 
years  of  age,  removed  to  Pittsburg,  where  he  shortly  entered 
the  employ  of  the  firm  of  Riter  &  Conley,  of  which  his  brother 
was  the  senior  member. 

Upon  the  death  of  his  brother  in  1873,  he  became  a  member 
of  the  firm.  Shortly  after  the  death  of  Mr.  Conley  in  1897, 
the  concern  was  incorporated  under  the  name  of  the  Riter- 
Conley  Manufacturing  Company,  with  Mr.  Riter  at  its  head, 
and  to  his  skilful  planning  and  guidance,  his  untiring  devotion 
and  his  splendid  personality,  this  well-known  Company  largely 
owes  its  wonderful  growth  and  success. 

He  was  elected  an  associate  member  of  the  American  Gas 
Light  Association  in  1904,  and  became  a  charter  associate 
member  of  the  American  Gas  Institute  upon  its  formation. 

About  three  years  ago,  Mr.  Riter's  health  failed  somewhat, 
and,  subsequently,  the  sudden  death  of  his  only  daughter  re- 
sulted in  a  shock  from  which  he  never  recovered. 

He  died  on  April  23,  1907. 

In  the  language  of  a  testimonial  to  his  memory:  "  Resolute, 
skilful,  untiring  and  lovable,  Mr.  Riter's  death  will  be  mourned 
by  many  with  whom  he  labored,  assisted  and  associated." 

JOHN  S.  WILBRAHAM. 
Born  January,  i860.  Died  July  2,  1907. 

John  S.  Wilbraham  was  bom  in  Philadelphia  and  received 
his  education  in  the  public  schools  of  that  city.  At  the  eariy 
age  of  fifteen  years,  he  entered  the  office  of  Wilbraham 
Brothers,  becoming  Secretary  and  Treasurer  in  1889,  ^^^  re- 
taining this  position  with  the  firm  and  their  successors,  the 
Wilbraham-Baker  Blower  Company  and  the  Wilbraham-Green 
Blower  Company  until  the  time  of  his  death. 

In  this  connection,  extending  over  a  period  of  thirty-two 
years,  he  was  well  known  in  the  gas  business. 
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Mr.  Wilbrabam  became  an  associate  member  of  tbe  American 
Gas  Ligbt  Association  at  tbe  1892  meeting  and  was  a  cbarter 
associate  member  of  tbe  American  Gas  Institute. 

He  was  also  a  member  of  tbe  Franklin  Institute,  tbe  Manu- 
facturers Club  of  Pbiladelpbia,  tbe  Trades  League  of  Pbila- 
delpbia,  and  tbe  Society  of  St.  George. 

Mr.  Wilbrabam  went  abroad  in  bopes  of  recovering  bis 
bealtb,  but  died  in  Edinburgb,  Scotland,  July  2,  1907. 


AUGUSTINE  SHEPPARD  MALLORY. 
Born  April  27,  1871.  Died  August  9,  1907. 

Augustine  Sbeppard  Mallory  was  born  in  Franklin  ton, 
N.  C,  April  27,  1871. 

He  obtained  an  education  at  tbe  Virginia  Polytechnic  In- 
stitute, but  acquired  most  of  bis  engineering  knowledge 
tbrougb  actual  experience  and  self-instruction,  being  in  the 
truest  sense  of  tbe  word  a  self-made  man. 

At  an  early  age  be  entered  tbe  employ  of  Messrs.  Leddell  & 
Co.,  of  Charlotte,  N.  C.  In  1891  be  removed  to  Philadelphia 
and  shortly  thereafter  entered  tbe  service  of  R.  D.  Wood  & 
Company  as  field  engineer,  later  becoming  connected  with  the 
engineering  staff  of  the  N.  Y.  Mutual  Gas  Light  Company. 
In  1903  be  became  Superintendent  of  Construction  and  Resi- 
dent Engineer  with  Bartlett,  Hayward  &  Company,  in  which 
capacity  he  was  serving  at  the  time  of  his  death. 

Mr.  Mallory  joined  tbe  American  Gas  Light  Association  in 
1904  and  was  a  charter  associate  member  of  the  American  Gas 
Institute.  He  was  also  a  member  of  the  Illuminating  Engi- 
neering Society  and  of  tbe  Royal  Arcanum. 

Mr.  Mallory  died  at  his  home  in  Brooklyn,  August  9,  1907. 
Taken  in  the  prime  of  life  when  beginning  to  reap  the  rewards 
of  bis  constant  devotion  to  his  profession,  he  leaves  many 
friends  throughout  the  gas  fraternity. 
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CURRENT  GAS  LITERATURE. 


Index  of  Interesting  Articxes  in  the  Current  Periodicals  of  the 
Industry,  from  October  i,  1906,  to  September  30,  1907. 


[Note:  The  Institute  is  under  obligation  to  the  United  Gas  Im- 
provement Company  of  Philadelphia,  for  furnishing  the  data  from 
'which  this  list  is  prepared.] 

Papers  referred  to : — 
American  Gas  Light  Journal,  New  York  (A.  G.  L.  J.) 
Progressive  Age,  New  York  (P.  A.) 
Journal  of  Gas  Lighting,  etc.,  London,  England  (J.  G.  L.) 
Gas  World,  London,  England  (G.  W.) 

ACETYLENE. 

Matters  Relating  to  Carbide  of  Calcium  and  Acetylene. 

Calcium  Carbide  Developments,  W.  P.  Martin,  P.  A.,  Oct  15,  1906-632 
The  Great  White  Light  and  the  Nourished  Plant,  by  "R." 

A.  G.  L.  J.,  April  i,  1907-538 
Acetylene  Lighting,  Nelson  Goodyear,  P.  A.,  Sept  2.  1907-486 

CHEMICAL. 

Including  Testing  and  Analysis  of  Materials  and  Products  and 
General  Chemical  Notes  Relating  to  Gas  Matfers. 

Detection  of  Water  Gas  Poisoning,  J.  G  L.,  Dec.  11,  1906-764 

Apparatus  for  Gas  Analysis,  J.  G  L.,  Dec.  25,  1906-884 

Explosion  Phenomena  of  Mixtures  of  Gas  and  Air. 

Dr.  F.  Houesser,  J.  G.  L.,  Feb.  12,  1907-409 
Composition  of  Natural  Gas,  Prof.  E.  H.  S.  Bailey, 

P.   A.,   Feb.    15,    1907-97 
Preparation  of  Test  Sulphuric  Acid,  H.  Leicester  Greville, 

J.  G.  L.,  May  7,    1907-378 
Testing  Gas  for  Carbon  Dioxide,  J.  G  L.,  May  28,  1907-593 

Automatic  Recorder  of  CO2,  G.  W.,  June  1,  1907-698 

L^se  of  Gas  from  a  Hygienic  Standpoint, 

Prof.  V.  B.  Lewes,  J.  G.  L..  June  25.  1907-902 :  918 
I'rof.  Smithells  on  the  Phenomenon  of  Flame, 

J.  G.  L.,  Aug.  6,  1907-375;  379 

Method  for  the  Estimation  of  Metallic  Iron  in  the  Presence  of  il> 

Oxides,  Henry  G  Martin,  A.  G.  L.  J.,  Aug.  26.  1907-356 
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DISTRIBUTION. 

Including  Everything  Pertaining  to  the  Handling  of  the  Qas 
FROM  THE  Holder  to  the  G)nsumer's  Outlet. 

*'B"  Gas  Meters,  P.  A.,  Oct.  i,  1906-600- 

Pole's  Formula,  A.  Grebel,  G.  W.,  Oct.  6,  1906-667 

What  is  a  Sufficient  Supply  Pressure,  G.  W.,  Oct  6,  1906-668 

The  Distribution  of  Gas,  Walter  Hole, 

G.  W.,  Oct.  6,  1906-677:  Oct.  13,  1906-735:  Oct.  20,  1906-790:  Oct 
27,  1906-842:  Nov.  3,  1906-895:  Nov.  10,  1906-950:  Nov.  17,  1906- 
990;  Nov.  24,  i9o6-i049;io6i:  Dec.  i,  i9o6-iii5:Dec.  8,  1906-1168^ 
Dec.  15,  1906- 1223:  Dec.  22,  1906-1296:  Dec.  29,  1906-1325:  Jan. 
5,  1907-15:  Jan.  12,  1907-45:  Jan.  17,  1907-77:  Jan.  26,'  1907-108: 
Feb.  2,  1907-135:  Feb.  9,  1907-171:  Feb.  16,  1907-195:  Feb.  23,  1907- 
236:  Mar.  2,  1907-278L 

High  Pressure  Gas  Distribution,  G.  I.  Vincent,    P.  A.,  Nov.  i,  1906-661 

Gas  Supply  Pressure:  Old  and  New,  Norton  H.  Humphrys, 

J.  G.  L.,  Nov.  13,  1906-444 

A    Prepayment   Gas-Meter   Attachment   to   Take   Various    Coins.    R 
lyEsterre,  J.  G.  L.,  Nov.  13,  1906-446 

Economics  in  High  Pressure  Gas  Distribution,  £.  A.  Rix, 

P.  A.,  Nov.  15,  1906-70© 

Story  of  the  Restoration  of  the  Gas  Supply  in  San  Francisco  after  the 
Fire,  E.  C.  Jones,  -  P.  A.,  Nov.  15,  1906-703 

Meter  Inspector's  Report,  P.  A.,  Nov.  15,  1906-707 

Gas  Supply  Pressures,  T.  Ebenezer  Pye,       J.  G.  L.,  Nov.  20,  1906-518 

Fxperience  with  High  Pressure  Gas  Mains,  Sherwood  Grover, 

A.  G.  L.  J.,  Nov.  26,  1906-935 

Electrolytic  Action  on  Pipes,  C.  F.  Jenkin,  J.  G.  L.,  Nov.  27,  1906-93S 
.New  Lighting  and  Extinguishing  Device,         J.  G.  L.,  Dec.  4,  1906-672 

The  Nestler  Gas  Finder,  J.  G.  L.,  Jan.  i,  1907-34 

I  Colt's  Combined  Main  and  Leakage  Finder,      G.  W.,  Jan.  12,  1907-50 

Prepa3rment  Protection — Effect  of  a  Strong  Box, 

J.  G.  L.,  Feb.  5,  1907-3^^ 

An  Ovoidal-Motion  Valve  for  Dry  Gas  Meters,  Henry  O'Connor  and 
W.  Alexander,  J.  G.  L.,  Feb.  5,  1907-35O' 

Some  Observations  on  EHstribution,  R.  H.  Garlick, 

J.  G.  L.,  Feb.  12,  1907-407 

Gas  Pipe  Trussing,  by  "R,"  A.  G.  L.  J.,  Feb.  18,  1907-277 

Rubber  Packing  for  Joints  in  Gas  Mains, 

J.  G.  L.,  Feb.  19,  1907-465:  Feb.  26,  1907-537 

Experiments  on  the  Loss  in  Illuminating  Power  of  Coal  Gas  When 
Compressed,  G.  W.,  Feb.  23,  1907-240 

Service  Pipe  Protection,  P.  A.,  Mar.  i,  1907-121 

Automatic  Street  Lighting,  S.  O.  Stephenson,   J.  G.  L.,  Mar.  5,  1907-604 
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Gas  Governors,  J.  W.  Lill, 

J.  G.  L.,  Mar.  12,  1907-683;  Mar.  19,  1907-753 
The  Operation  of  an  Ideal  Shop,  C.  B.  Strohn, 

A.  G.  L.  J.,  Apr.  29,  1907-708 
Flow  of  Gas,  P.  A.,  May  i,  1907-229 

Slot  Meters  at  Bridgeport,  P.  A.,  May  15,  1907*265 

Unbreakable  Mains  and  Unleakable  Joints,  by  K.  P., 

G.  W.  Mky  18,  1907-627 
Cleaning  Out  Gas  Pipes,  by  "R,"  A.  G.  L.  J.,  May  20,  1907-842 

Manchester  Meter  Testing  Station,  J.  G.  L.,  May  21,  1907-519 

Connecting  a  Gas  Main  While  in  Service,     J.  G.  L.,  May  28,  1907-573 
Gas  Supply  Under  Pressure,  J.  G.  L.,  June  4,  1907-668 

The  Unison  Telemetric  Pressure  Gauge, 

A.  G.  L.  J.,  June  24,  1907-1068 
Gas  Distribution  at  Increased  Pressure,  Chas.  Carpenter, 

J.  G.  L.,  June  25,  1907-996 
High  Pressure  Distribution  Development  in  the  U.  S.,  R.  M.  Searlc, 
G.  W.,  June  22,  1907-779;  J.  G.  L.,  June  25,  1907-900;  9J6 
The  Depth  at  which  Gas  Mains  Should  be  Laid, 

G.  W.,  June  29,  1907-902;  918 
Rigid  and  Other  Joints,  by  H.  W.  G.  W.,  June  29»i907-9o6 

Standard  Methods  in  Service,  Meter,  Appliance  and  House  Fittings. 
G.  I.  Vincent,  A.  G.  L.  J.,  July  i,  1907-2:  July  22,  1907-140 

Timbering  Holes  for  Gas  Pipes,  by  "R,"         A.  G.  L.  J.,  July  i,  1907-9 
Report  of  the  Electrolysis  Commission  of  the  German  Association, 

J.  G.  L,  July  2,  1907-23 
Report  of  Gas  Meter  Committee  of  the  German  Gas  Association. 

J.  G.  L.,  July  2,  1907-24 
High  Pressure  Distribution  in  America,  J.  G.  L.,  July  9, 1907-93 

Unaccounted  for  Gas  and  the  Consumers'  Meters,  N.  H.  Htimphrys, 

J.  G.  L.,  July  9,  1907-93 
Prepayment  Meters,  A.  G.  L.  J.,  July  22,   1907-139 

Rules  for  the  Guidance  of  Workmen  Employed  in  the  Chief  Inspec- 
tor's Dep't.  of  Gaslight  &  Coke  Co.,  F.  W.  Goodenough, 

J.  G.  L.,  July  23,  1907-249:  G.  W..  Aug.  31,  i907-a39 
Transmission  of  Gas  at  High  Pressure,  R.  H.  Lawlor, 

J,  G.  L..  July  30.  1907-316 
High-Pressure  Distribution,  G.  W.,  Aug.  3,  1907-118 

Leakage,  G.  W..  Aug.  17,  1907172 

Talks  on  Movable  Pipe  Joints,  by  Engineer, 

A.  G.  L.  J.,  Sept.  2,  1907-390 

Street  Main  Governors,  G.  W.,  Sept.  21.  1907-3^ 

Investigation  on  the  Long-Distance  Gas-Main  at  St  Gall,  Switxcr- 

land,  Prof.  A.  Fleigner,  J.  G.  L.,  Sept  24,  1907-^36 

A  Recent  High  Pressure  Installation,  E.  C.  Jones, 

A.  G.  L.  J.,  Sept.  30,  1907-578 
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ELECTRICAL. 

MATTERS  RELATING  TO  THE  GENERATION  AND  DISTRIBUTION  OF  ELECTRICITY. 

Electricity  in  Gas  Works,  Chas.  F.  Botlcy,  J.  G.  L.,  Oct.  9,  1906-94 
Problem  of  the  Country  Plant,  H.  V.  Forest,  P.  A.,  Feb.  15,  1907-95 
Explosions  in  Telephone,  etc.,  Street  Boxes,  G.  W.,  July  20,  1907-68 

FINANCE. 

INCLUDING  MATTERS  OF  CAPITAL,  PURCHASE,  SALES,  COLLECTIONS,  ACCOUNTS 

AND  RECORDS. 

Equitable  Basis  for  Gas  Prices,  J.  S.  Codman, 

P.  A.,  Oct  15,  1906-617 
Profit  Sharing  with  Employees,  P.  A.,  Oct.  15,  1906-620 

Ihe  Equity  of  Sliding  Gas  Rates,  F.  A.  Leach, 

A.  G.  L  J.,  Nov.  19,  1906-893 ;  P.  A.,  Dec.  i,  1906-735 
The  Gas  World  Analysis  of  Gas  Undertakings, 

G.  W.,  Nov.  24,  1906-1056:  Dec.  I,  1906-1104:  Dec  8,  1906-1173: 
Dec.  15,  1906-1212:  Dec  29,  1906-1320:  Jan.  5,  1907-8:  Jan.  la, 
1907-36:  Apr.  13,  1907-468:  May  18,  1907-624:  Sept.  14,  1907- 
288:  Sept.  21,  1907-316:  Sept.  28,  1907-384. 
Uniform  System  of  Records  and  Accounts,  A.  C.  Humphreys, 

P.  A.,  Mar.  i,  1907-127 
Replacement  of  Exhausted  and  Obsolescent  Plant, 

J.  G.  L.,  Apr.  16,  1907-144;  167 
An  Accountant  on  Depreciation,  L.  R,  Dicksee, 

J.  G.  L.,  Apr.  16,  1907-175 
Another  Accountant  on  Depreciation,  P.  D.  Leake, 

J.  G.  L.;  Apr.  23,  1907-212;  251 
Some   Notes  on   Capital   Charges,   Herbert  Lees, 

J.  G.  L.,  Apr.  30,  1907-309 
Accountancy  in  the  Gas  Business,  H.  L.  Millspaugh, 

A.  G.  L.  J.,  May  13,  1907-797;  P.  A.,  June  i,  1907-300 
Depreciation,  Robert  Hammond,  P.  A.,  June  i,  1907-305 

Sixty-Cent  Gas,  P.  A.,  June  I5»  1907-315 

Profitable  Monopoly,  .  P.  A.,  June  15,  1907-318:  July  i,  1907-341 
Notes  on  the  Prime  Cost  of  Gas,  E.  Koerting, 

J.  G.  L.,  June  18,  1907-807 
Depreciation  and  Income  Tax,  G.  W.,  July  6,  1907-3 

L'niform  Accounting,  C.  H.  Hart,  P.  A.,  July  15,  1907-393 

y\ccounts  of  Local  Authorities,  J.  G.  L.,  July  23,  1907-229 

Classification  of  Distribution  Work,  Walton  Forstall, 

A.  G.  L.  J.,  Sept  9,  1907-443 
Standard  and  Uniform  Records,  Harvey  S.  Chase, 

P.  A.,  Sept  16,  1907-521 
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Report  of  the  Philadelphia  Co.  of  Pittsburg, 

P.  A.,  Sept.  i6,  1907-530 
Gas- Works  Accident  Funds,  J.  G.  L.,  Sept.  17,  1907-755 

Comparative  Cost  of  Gas  and  Electricity,  J.  Duncan, 

J.  G.  L.,  Sept.  17,  1907-757 


HEATING  AND  COOKING. 

CONSUMPTION    OF    GAS    AND    APPLIANCES    THEREFOR. 

The  Busey  Babbitt  Melter,  A.  G.  L.  J.,  October  i,  1906-586 

The  Heating  of  Conservatories,  J.  G.  L.,  Oct.  2,  1906-2^ 

Modem  Gas  Fires  and  Other  Heaters,  J.  G.  L.,  Oct.  2,  1906-37 

The  Thermal  Efficiency  and  Hygienic  Value  of  Gas  Stoves.  Report 
by  the  Coal  Smoke  Abatement  Society, 

J.  G.  L.,  Nov.  20,  1906-539 
G.  W.,  Nov.  17,  1906-989:  Nov.  24,  1906-1050:  Dec  8,  1906-1159 
Twelve  or  Fifteen  Candle  Power  Gas?    R.  Nelson, 

G.  W.,  Nov.  24.  1906-1055 
Flueless  Gas  Stoves  and  Others,  Dr.  S.  Rideall. 

J.   G.  L.,   Dec.   18,   1906-799;  810 
Gas  Burner  for  Melting  Lead,  P.  A.,  Jan.  i,  J907-17 

The  Ventilating  Value  of  Gas  Heating, 

G.  W.,  Jan.  5,  1907-5:  Jan.  I9,  1907-61 :  Jan.  26,  1907-93;  96;  97 
Cooking  by  Gas,  G.  VV.,  Feb.  9,  1907-162 

1  he  Improved  Rapid  Water  Heater  and  Burner, 

A.  G.  L.  J.,  Feb.  11,   1907-230 
Water  Heaters  as  Gas  Consumers,  R.  C.  Frampton, 

P.  A.,  Mar.  i,  1907-135 
Should   a    Gas    Company    Engage   in    Selling    Merchandise,    Such    as 
Portable  Stoves,  etc.,  when  same  are  handled  by  other  dealers, 

P.  A.,  Apr.  I,  1907-186 
Why  the  Milwaukee  Company  Sells  Appliances, 

A.  G.  L.  J.,  Apr.  I,  1907-539 
The  Testing  and  Hygienic  Efficiency  of  Gas  Fires,  J.  H.  Brearley, 

G.  W.,  June  22,  1907-780:  June  29,  1907-904 
J.  G.   L.,  June  25,   1907-901 :  946 
Town  Gas  as  a  Heating  Agent,  W.  H.  Y.  Webber, 

J.  G.  L.,  June  25,  1907993 
Gas  and  Cooking  Boxes,  A.  Schafer,  G.  W.,  July  6,  1907-16 

I'he  English  Gas  Ranges,  A.  G.  L.  J.,  July  8,  1907-55 

The  Future  of  Gas  Cookers,  G.  W.,  July  20,  1907-59 

German  Rules  for  Gas  Stoves,  G.  W.,  Aug.  31,  1907-239 

Gas  Firing  of  Potters*  Kilns,  Arthur  WooUey,    J.  G.  L.,  Sept.  3,  1907-635 
Use  of  Gas  for  Heating  Purposes,  J.  G.  L.,  Sept.  24.  1907-821 
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LIGHTING. 

CONSUMPTION    OF    CAS    AND    APPLIANCES    THEREFOR. 

Mr.  Jacques  Abady  on  Public  Lightmg,    G.  W.,  Oct  6,  1906-665;  672 
Ihe  "Honec"  Shadowless  Inverted  Lamp, 

J.  G.  L.,  Oct.  23,  1906-237 
Position  of  Incandescent  Lighting,  Prof.  Drehschmidt, 

J.  G.  L.,  Nov.  6,  1906-383:  Nov.  13,  1906-465: 
Nov.  20,  1906-519. 

Inverted  Incandescent  Gas  Burners  from  a  Technical  Aspect,  H.  Suss- 

.  mann,  J  .G.  L.,  Dec  11,  1906-755 

Ihe  "Laddite"  Mantle,  J.  G.  L.,  Dec.  18,  1906-803 

Incandescent  Mantles  Made  from  Artificial  Silk,  Dr.  C.  Richard  Boehnv 

J.  G.  L.,  Dec.  25,  1906-877 
Lighting  and  Maintenance,  L.  F.  Tooth,  J.  G.  L.,  Dec.  25,  1906-894 

Tests  of  Various  Illuminants  in  Vienna,  J.  G.  L.,  Jan.  i,  1907-30- 

Filaments  for  Incandescent  Gas  Lighting,  G.  W.,  Jan.  5,  1907-6 

Notes  on  Distribution  and  Gas  Supply,  R.  J.  Rogers, 

G.  W.,  Jan.  12,  1907-31 ;  38 
A  Novel  Inverted  Burner,  J.  G.  L.,  Jan.  22,  1907-212 

Intensified  Gas  Arc,  P.  A.,  Feb.  i,  1907-84 

EflSciency  of  Gas  Burners,  J.  G.  L.,  Feb.  5,  1907-33^ 

Cost  of  Different  Methods  of  Lighting,         J.  G.  L.,  Mar.  19,  1907-741 
Public  Lighting,  E.  W.  Eldred,  J.  G.  L.,  Mar.  26,  1907-815 

Some  Results  of  Low  Pressure  Incandescent  Street  Lighting,  L.   L. 
Mosley,  J.  G.  L.,  Mar.  26,  1907-820;  G.  W.,  Mar.  30,  1907-415 

Lighting  of  School  Rooms,  Nathaniel  Gifford,       P.  A.,  Apr.  i,  1907-187 
Making  Incandescent  Mantles,  M.  C.  Whitaker, 

P.  A.,  Apr.  I,  1907-188:  Apr.  15,  1907-208 
Influence  of  Gas  Pressure  on  the  Efficiency  of  Burners,  L.  W.  Wild, 

J.  G.  L.,  Apr.  2,  1907-13;  24 
Illuminating  Truths  for  Householders, 

J.  G.  L.,  Apr.  23,  1907-216:  Apr.  30,  1907-291:  May- 7,   1907-367 
May  14,  1907-443;  May  21,  1907-508:  May  28,  1907-573 
What  is  the  Best  Type  of  Burner  for  Public  Lamps,  the  "C"  paitern  or 
the  Kern?    Do  the  Mantles  have  Chimneys? 

J.  G.  L.,  Apr.  23,  1907-236 
Mr.  James  Swinburne  on  Incandescent  Illuminants, 

J.  G.  L.,  Apr.  23,  1907-294 
Sensitiveness  of  Incandescent  Gas  Burners  to  Sound, 

J.  G.  L.,  Apr.  30,  1907-302 
Automatic  Street  Light,  Robert  Wood,  J.  G.  L.,  Apr.  30,  1907-313 
The  Welsbach  Gas  Lighter,  G.  W.,  May  4f  i907-554;  57 1 

Gilculation  of  Illumination,  Dr.  L.  Bloch.       J.  G.  L.,  May  7.  1907-377 
High  Pressure  Gas  Lighting  Worked  by  Steam  Injector,  C.  Scott-Snell, 

G.  W.,  May  ir,  T907-6oa 
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The  "Lied"  Automatic  Lamp  Controller,  G.  W.,  May  18,1907-638 

livolution  of  the  Inverted  Gas  Light,  F.  Ahrens, 

J.  G.  L.,  May  21,  1907-526:  May  28,  1907-586:  June  4,  1907- 
666:   June    11,    1907-729:   June    18,    1907-808. 
Indirect  Lighting  for  School  Rooms,  G.  Himmel 

G.  W.,  June  8,  1907-718 
Indirect  Lighting  for  School  Rooms,  A.  E.  Podmore, 

G.  W.,  June  22,  1907-874 
Gas  Light  Globe  Signs,  A.  G.  L.  J.,  June  10,  1907-973 

A  New  High  Power  Gas  Lamp,  Dr.  C.  Richard  Boehm, 

J.  G.  L.,  June  11,  1907-725 
The  "Uno"  Lamp,  G.  W.,  June  15,  1907-762 

The  *'S.  N."  Inverted  Burner,  M.  Dorigny, 

J.  G.  L.,  June  18,  1907-812 

Incandescent  Gas  Lighting,  with  Special  Reference  to  Inverted  burners, 

H,  E.  Copp,  G.  W.,  June  22,  1907-781 

J.  G.  L.,  June  25,  1907-902;  961 
Gas  Arc  Maintenance,  Methods  and  Results,  J.  C.  Grey, 

A.  G.  L.  J.,  June  24,  1907-1059:  July  15,  1907-98 
Domestic,  Commercial  and  Industrial  Lighting,  G.  S.  Barrows, 

P.  A.,  July  1,  1907-360 
The  Adjustment  of  the  Gas  Supply  to  Inverted  Burners, 

J.  G.  L.,  July  2,  1907-20 
Combustion  with  Inverted  Burners,  Dr.  Bunte,  J.  G.  L.,  July  2,  1907-27 
Pneumatic  Air  Pressure  and  Lights,  by  "Engineer," 

A.  G.  L.  J.,  July  15,  1907-96 
Thorium-Cerium  Mixtures,  R.  J.  Meyer  and  A.  Anschuetz, 

J.  G.  L.,  July  23,  1907-245 
Gas  Arc  Signs,  by  "Engineer,"  A.  G.  L.  J.,  July  29,  1907-178 

The  "Thermopile"  Gas  Lamp,  G.  W.,  Aug.  31,  1907-240 

The  Inverted  Gas  Light,  T.  J.  Litle,  Jr.,  P.  A.,  Sept  2,  1907-483 

Inverted  Lighting  with  Ignition  from  a  Distance,  G.  Kern, 

J.  G.  L.,  Sept  10,  1907-699 
Colored  Light  from  Mantles,  P.  A.,  Sept  16,  1907-51 1 

MANAGEMENT. 

BUSINESS    MANAGEMENT   AND  GENERAL   POLICY  OF   GAS    UNDERTAKINGS. 

French  Employers*  Liability,  P.  A.,  Oct.  i,   1906-593 

Gas  Arc  Lamps,  Bert  Mason,  P.  A.,  Oct.  i,  1906-601 

Comparisons  of  Gas  with  Electricity,  F.  W.  Goodenough, 

J.  G.  L.,  Oct.  9,  1906-92 
Profit  Sharing  in  Gasworks,  G.  W.,  Oct  13,  1906-729 

How  a  Gas  Man  May  Share  the  Success  of  His  Company,  Chas.  S. 
Ritter,  P.  A.,  Oct   15,  1906-630 

Art  of  Canvassing,  John  Cement,  A.  G.  L.  J.,  Nov.  fl6^  I9o6-{MO 

The  Work  of  the  Outdoor  Staff,  F.  W.  Goodenough, 

J.  G.  L.,  Nov.  27,  1906-614 
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Fcst  Methods  of  Promoting  Gas  Sales,  Sam.  P.  Hamilton, 

P.  A.,  Dec.  15,  1906-769 
\Vhat  Can  Be  Accomplished  by  a  Publicity  Bureau?   John  F.  Tremaine, 

P.  A.,  Dec.  I,  1906-733:  Dec.  15,  1906-770 
Stokers'  Hours  and  Wages,  G.  W.,  Dec.  29,  1906- 1322 

What  Small  Gas  Companies  Have  to  Meet,  R.  Bearup, 

J.  G.  L.,  Jan.  15,  1907-150 
Domestic    Gas  Lighting  from  the  Fixture  Manufacturer's  Standpoint, 
L.  R,  Hopton,  P.  A.,  Feb.  15,  1907-100 

Classification  of  Gas  Engineering  Topics,  W.  A.  Baehr, 

P.  A.,  Feb.   15,  1907-91;  94 
Salesmanship,  J.  D.  Kenyon,  P.  A.,  Feb.  15,  1907-104 

<5as  Advertising,  C  W.  Lee,  P.  A.,  Mar.  i,  1907-133 

Some  Commercial  Departments  in  the  West,  E.  M.  Wrightington, 

A.  G.  L.  J.,  Mar.  25,  1907-489 
New  Business  Methods,  Arthur  Mackie, 

A.  G.  L.  J.,  Apr  22,  1907-661;  669:  Apr  29,  1907-706 
Business  Policy  at  Rochester,  P.  A.,  May  15,  1907-275 

Gas  Consumers  Complaints,  N.  H.  Humphrys. 

J.  G.  L.,  May  21,  1907-519 
The  Sale  of  Gas,  F.  W.  Goodenough,         G.  W.,  June  22,  1907-779 

J.  G.  L.,  June  25,  1907-898;  925 
Increasing  Sales  of  Gas  for  Domestic  Purposes,  F.  W.  Stone, 

P.  A.,  July  I,  1907-362 
I>iscussion  of  the  Proper  Attitude  of  Gas  Companies  Toward  the 
Public,  Jansen  Haines,  A.  G.  L.  J.,  July  i,  1907-5:  July  8,  1907-49 
New  Business,  A.  W.  Zahm,  A.  G.  L.  J.,  July  i,  1907-6 :  July  22,  1907-136 
Report  on  Publicity  Work,  Curran  and  Mead,  P.  A.,  July  15,  1907-389 
Fire  and  Liability  Insurance  for  Gas  and  Electric  Companies,  R.  A. 
Davidson,  P.  A.,  July  15,  1907-396 

Introducing  Gas  to  a  New  District,  J.  Campbell, 

J.  G.  L.,  Aug.  6,  1907-390 
Classification  of  Distribution  Data  and  Correspondence, 

Walton  Forstall,  P.  A.,  Sept.  16,  1907-526 
Practical  Suggestions  from  a  Practical  Man,  Stephen  A.  Byrne, 

A.  G.  L.  J.,  Sept.  30,  1907-576 

MANUFACTURE. 

COVERING   ALL    OPERATION    OF   WORKS,   FROM    STARTING    PLANT    TO    SENDING 
OF  COMMERCIAL  GAS  TO  STORAGE  HOLDER. 

Maintenance  and  Efficiency  of  Gas  House  Equipment,  Geo.  Warnking, 

P.  A.,  Oct.  IS,  1906-624 

Statements   Showing  the  Manufacturing   Costs   at  the   Granton   Gas 

Works,  W.  R.  Herring,  J.  G.  L.,  Oct.  16,  1906-163 

Scrubbing,  Presidential  Address  by  J.  Bell,      J.  G.  L.,  Oct.  16,  1906-178 
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Stopped  Ascension  Pipes,  by  H.  K.,  G.  W.,  Oct.  20,  1906-777 

Asphyxiation  by  Coal  Gas:  Its  Prevention  and  Treatment,  Dr.  Piero 
Torrctta,  J.  G.  L.,  Oct  30,  1906-295 :  304 

Regulating  the  Temperature  of  Combustion  in  Retort  Furnaces, 

J.  G.  L.,  Oct  30,  1906-30^ 
Flushing  Apparatus  for  Hydraulic  Mains  of  Coal  Gas  Benches, 

A.  G.  L.  J.,  Nov.  5.  1906-80^ 
Mechanical  Retort  Stoking,  L.  Koerting,  J.  G.  L.,  Nov.  6,  1906-385 
Temperattires  in  the  Retort  Bench,  G.  W.,  Nov.  la  1906-936 

The  Dessau  Vertical  Retort  Settings.  Dr.  W.  Bueb, 

J.  G.  L.,  Nov.*  13,  1906-454 
Sioking.  Past  and  Present,  J.  Frazer,  J.  G.  L.,  Nov.  13,  1906-455 
Fxperimcnts  with  Vertical  and  Inclined  Retorts,  G.  R.  Love, 

J.  G.  L^  Nov.  20,  1906-530:  Mar.  12,  1907-676 

G.  W.,    Nov.    17,    1906-987 

Big  Makes  per  Ton,  James  Paterson,  J.  G.  L.,  Nov.  20,  1906-534 

G.  W.,  Nov.  17,  1906-9*^7 

The  Southern  District  Association's  Naphthalene  Inquiry,  Report  by 

Dr.  Harold  G.  Coleman,  J.  G.  L.,  Nov.  20,  1906-510:  522 

Separation  of  Tar  in  Gas  Works,  J,  G.  L.,  Nov.  ao,  1906-55^ 

A  New  Apparatus  for  Preparing  Lime  for  Purification,  S.  Glover. 

J.  G.  L.,  Nov.  27,  1906-603 
Testing  the  Joints  of  Luteless  Purifiers, 

G.  W.,  Dec  8,  1906-1175;  J.  G.  L.,  Dec.  11.   1906-744 
A  Report  on  Vertical  Retorts,  J.  G.  L.,  Dec.  11.   1906-747 

Mechanically  Cooling  and  Condensing  Gas,     J.  G.  L.,  Dec  18.  1906-806 
Increasing  the  Production  of  Gas,  J.  G.  L.,  Jan.  15.  1907-157 

Position  of  Gas  Manufacture  in  Relation  to  Coke  Ovens,  F.  SchreilKT^ 

J.  G.  L.,  Jan.  22,  1907-22^ 
Vertical  Retorts  and  the  Future  of  Gas  Making,  Herr  Eisele, 

G.  W.,  Jan.  26,  1007-96 
Carbonization  of  Coal  for  the  Manufacture  of  Gas,  P.  M'Dougall. 

J.  G.  L.,  Feb.  12.  1907-405 
Chevalet's  Gas-Purifying  Process,  J.  G.  L.,  Apr.  16^  1907-15^ 

Use  of  Refrigeration  Methods  in  Gasmaktng,  Sidney  F.  Walker. 

G.  W.,  Apr.  20,  1907-505:  Apr.  27,   1907-524 

Which  is  the  better  Method  of  Condensing  Gas,  under   Pressure  or 

Vacuum?  Give  reasons.  J.  G.  L.,  Apr.  23,  1Q07  236 

What  is  the  best  Standard  to  Work  to — Make  per  Ton  or  Make  p*^ 

Mouthpiece?  J.   G.   L.,   Apr.    23,    1907-^37 

A  Method  of  Using  Air  to  Revivify  Oxide  in  Situ,  G.  Mayne, 

G.  W.,  May  4»  1907-554;  563:  May  11,  1907-590 
Best  Methods  of  Operating  Water  Gas  Machines,  Wm.  I.  Battin. 

P.  A.,  May  15,  1907-266 
Bench  Fuel  Economies,  F.  M.  Richards,    A.  G.  L.  J.,  May  27,  1907-^^ 
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Puritkation  and  Tar  Fog,  G.  H.  Niven,  J.  G.  L.,  June  4,  1907-634;  658 

Estimation  of  Tar  Fog  and  Its  Separation  from  Gases,  R.  H.  Clayton 

and  F.  W.  Skirrow,  J.  G.  L.,  June  4,  1907-634;  660 

Scuffing  Retorts  with  Lime-Stone,  G.  W.,  June  15,  1907-744 

Supplying  Warm  Water   to  the  Ammonia  Washer,  Wrinkle    Dep't, 

Iowa  Gas  Ass'n,  A.  G.  L.  J.,  July  22,  1907-142 

The  Carbonization  of  Coal,  with  Special  Reference  to  the  By-Product 

Coking  Process,  E.  Bury, 

G.  W.,  June  22,  1907-781:  June  2ft  1907-903: 
J.  G.  L.,  June  25,  1907-905:  982 
Removal  of  Naphthalene  by  Washing,   Herr  Pannertz, 

J.  G.  L.,  July  16,  1907-106 
A  French  Engineer's  Instructions  for  the  Management  of  Regenerative 
Furnaces,  J.  G.  L.,  July  30,  1907-310:  Aug.  6,  1907-382 

Kotes  on  Naphthalene  Extraction,  J.  D.  Smith, 

J.  G.  L.,  July  30,  1907-323 
The  Practical  Management  of  Gas  Works,  A.  Yuill, 

J.  G.  L.,  Aug.  6,  1907-386 
Operating  Carburetted  Water  Gas  Plants, 

J.  G.  L.,  Aug.  20,  1907-500 
Advisability  of  Installing  a  Water-Gas  Plant  in  Small  Gas  Works,  W. 
H.  Roberts,  J.  G.  L.,  Aug.  20,  1907-507 

5iilphuric  Acid  in  the  Air  of  Towns,  Prof.  A.  H.  Church, 

J.  G.  L.,  Sept.  3,   1907-629 
System  of  Working  Purifying  Boxes,  J.  G.  L.,  Sept.  10,  1907-692 

Naphthalene  Removal,  J.  G.  L.,  Sept.  10,  1907-692 

A  New  Method  of  Condensing  and  Scrubbing,  Wm.  Se3rmour, 

A.  G.  L.  J.,  Sept.  23,  1907-531 

MATERIAL. 

INCLUDING  ^PRODUCTION,    COMPARISON,    HANDLING,    STORAGE,     ETC. 

Coal  Analysis  and  the  Coals  of  Colorado,  Chas.  Cochran, 

A.  G.  L.  J.,  Nov.  12,  1906-853 
Results  of  Carbonizing  Different  Coals,  E.  J.  Constam  and  P.  Schlaep- 

fer,  J.  G.  L.,  Nov.  13,  1906-460 

Fatal  Explosion  of  Coal  Dust,  A.  G.  L.  J.,  Dec.  3,  1906-987 

Wrought  Pipe,  F.  N.  Speller,  P.  A.,  Jan.  15,  1907-34 

Red  Brass  Castings,  M.  Nisbet  Latta,  P.  A.,  Feb.  i,  1907-76 

The  Year  1906  in  Oil,  A.  G.  L.  J.,  Feb.  18,  1907-277 

Distant  Pressure  Gauge,  P.  A.,  Mar.  15,  1907-163 

Valuation  of  Gas  Oils,  Dr.  A.  Spiegel,      J.  G.  L.,  Mar.  26,  1907-822 
Have  the  Users  of  the  Gas  Coals,  known  as  Standard  Coals,  found  that 

they  contain  more  sulphur  than  formerly?    Do  they  produce  less 

gas  per  pound  and  lower  candle  power  gas? 

P.  A.,  Apr.  I,   1907-186 
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lu  Case  the  Oil  Tanks  arc  Closely  Adjacent  to  a  River,  should  some 
precaution  be  taken  to  prevent  the  oil  from  a  disrupted  tank  flowing 
into  it?  P.  A.,  Apr.  15,  1907-211 

What  is  the  most  economical  way  of  enriching  Coal  Gas? 

P.    A.,   Apr.    15,    1907-21^ 
Cost  of  Producing  and  Distributing  Oil,  P.  A.,  Apr.  15,  1907-217 

I'esting  Coals  and  Briquettes,  G.  W.,  Apr.  2^,  1907-534 

Valuation  of  Gas  Oils,  Raymond  Ross  and  J.  P.  Leather, 

J.  G.'L.,  May  7,  1907-368 
Influence  of  Lengthy  Storage  of  Coal  on  Coking  Qualities  of  Same,  F. 
Hannack,  A.  G.  L.  J.,  May  20,  1907-843 

A  Proposed  Classification  of  Gas  Coals,  H.  L  Lea, 

A.  G.  L.  J.,  May  27,  1907-885 
The  Washington  Coal  Situation,  R.   P.  Tarr, 

A.  G.  L.  J.,  June  3»  1907-934 
Determining  Volumes  of  Coal  in  Bins  ^nd  Piles,  Charles  Enzian, 

A.  G.  L.  J.,  Aug.  S,  1907-230 
Some  E>etails  of  Concrete  Construction,  L.  J.  Hotchkiss, 

A.  G.  L.  J.,  Aug.  5,  1907-232 
Oil  Conditions  in  California,  A.  G.  L.  J.,  Aug.  26,  1907-358 

Selecting  Bituminous  Coal,  R.  H.  Kuss,  P.  A.,  Sept.  16,  1907-520 

Moving  a  30,000-Barrel  Oil-Tank  by  Water, 

A.  G.  L.  J.,  Sept  30,  1907-575 
Explosion  During  Unloading  of  Tank  Car, 

A.  G.  L.  J.,  Sept.  30,  1907-587 

MISCELLANEOUS. 

Mechanical  Draughting  in  the  Gas  Plant,  by  "A," 

A.  G.  L.  J.,  Nov.  26,  1906-941 
History  of  Gas  Lighting,  Emile  Comuault, 

J.   G.  L.,  Jan.  22,   1907-207:  Jan.   29.   1907-272 
Rehabilitation  of  Customers  Piping,  John  C.  D.  Clarke, 

P.  A.,  Feb.  15,  1907-102 
Production  of  Fire   Bars,  G.   W.,  Mar.  9,   1907-302 

Measuring  and  Testing  Producer  Gas,  R.  Threlfall, 

J.  G.   L.,  Mar.   12,   1907-682 

Coalite,      G.  W.,  March  16,  1907-339:  Apr.  20,  1907-SIS:  May  ii> 

1907-589:  June  8,  1907-713;  715:  J.  G.  L.,  Mar.  19.  1907-735;  740 : 

Mar.  26,  1907-795;  803:  Apr.  2,  1907-18:  Apr.  i6v  1907-142;  147: 

Apr.  30,  1907-288;  293. 

Illinois   Gas   Association,  P.   A.,   Apr.   i,    1907-182 

Technical  Education  and  Gas  Employees,    J.  G.  L.,  Apr.  2,  1907-21 

Utilization  of  Labor,  Henry  L.  Gantt,  P.  A.,  Apr.  15,  1907-215 

Philadelphia  Gas  Discussion,  P.  A.,  June  i,  1907-301 

P.  A.,  June  15.  1907-319 
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The  New  Coke,  H.  L.  Greville,  J.  G.  L.,  June  25,   1907-999 

Natural  Gas  Development,  P.  A.,  July  i,   1907-359 

The  Centenary  of  Gas  Lighting,  J.  G.  L.,  July  9,  1907-87 

July  16,  1907-156:  Aug.  6,  1907-384:  Aug.  13,  1907-445 
Changing  a  Plant  from  Artificial  to  Natural  Gas,  G.  W.  Barnes, 

P.  A.,  July  15,  1907-388 
Gas  Engineering  at  the  Leeds  University,  J.  G.  L,  July  16,  1907-152 

Combustion  of  Natural  Gas,  Prof.  E.  H.  S.  Bailey, 

P.  A.,   Aug.    15,    1907-449 
Best  Methods 'for  Using  Natural  Gas,  C  W.  Sears, 

P.  A.,  Aug.  15,  1907-453 
Gas  in  New  York,  A.  G.  L.  J.,  Sept.  30,  1907-581 

ORGANIZATION  AND  LEGISLATION. 

INCLUDING  THE  RELATIONS  OF  GAS  UNDERTAKINGS  TO  MUNICIPALITIES  AND 
THE  PUBLIC  AS  A  COMMUNITY. 

Hamilton's  Municipal  Gas  Plant,  H.  McC.  Egbert, 

P.  A.,  Oct.  15,  1906-627 
Decision  in  Regard  to  Price  of  Gas  in  Brooklyn, 

P.  A.,  Oct.  15,  1906-640 
Hearing  as  to  Price  of  Gas  in  New  York  City, 

P.  A.,  Oct.  15,  1906-641 
Value  of  Franchises,  A.  S.  Cooke,  P.  A.,  Dec  i,  1906-729 

Corporation  Legislation,  P.  A.,  Feb.  15,  1907-107 

Municipal  Ownership  Report,  P.  A.,  Apr.  15,  1907-217 

Municipal  Ownership  in  Wheeling,  W.  Va., 

A.  G.  L.  J.,  Apr.  22,  1907-674 
Lincoln  Gas  Undertaking — ^20  Years  of  Municipal  Control, 

J.  G.  L.,  Apr.  23,  1907-234:  Apr.  30,  1907-303 
Public  Service  Corporation  and  the  Public,  Hon.  Wm.  A.  Bancroft, 

P.  A.,  May  i,   1907-230 
A  New  Method  of  Co-operative  Industry,  T.  A.  Watson, 

P.  A.,  May  i,  1907-228;  231 
New  York  Poblic  Utilities  Law,  P.  A.,  May  15,  1907-362 

A.  G.  L.  J.,  June  24,  1907- 1066 
Detroit  Gas  Pressure  Report,  J.  T.  Lynn  and  A.  B.  Beadle, 

P.  A.,  May  15,  1907-276 
The  Control  of  Corporations,  Ed.  L.  Andrews, 

P.  A,  May  15,  1907-278 
Municipal  Electric  Plant  at  Wheeling,  W.  Va., 

P.  A.,  May  15,   1907-281 
Municipal  Ownership  in  Massachusetts,  P.  A.,  May  15,  1907-284 

Report  of  the  Le^slative  Committee  of  the  Wisconsin  Gas  Association, 

A.  G.  L.  J.,  May  27,  1907-883 
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The  Quality  of  Gas  in  New  York,  J.  G.  L.,  May  28,  1907-569;  578 
New  York  Gas,  Report  of  A.  H.  Masten,  Master, 

P.  A.,  June  I,  1907-287;  294 
Taxation  of  Mains  and  Pipes  in  Baltimore, 

A.  G.  L.  J.,  June  3»  1907-939 

N.  Y.  Public  Utilities  Law,  A.  G.  L.  J.,  July  i,  1907-10 

The  Organization  of  Gas  G>mpanies  in  Towns  of  less  than   10,000 

Inhabitants,  Geo.  H.  Waring,  P.  A.,  July  15,  1907-584 

N.  Y.  Public  Service  Commission,  E.  W.  Burdett, 

P.  A.,  July  15,  1907-398 
Equitable  Basis  for  Taxation,  L.  T.  Palmer,  P.  A.,  July  15,  1907-399 
Education  of  Legislators,  H.  W.  Moore,  P.  A.,  Aug.  15,  1907-444 
Jamurri  vs.  Saginaw  City  Gas  Company,  P.  A.,  Aug.  15,  1907-470 
Wisconsin's  Utilities  Commission,  P.  A.,  Sept.  2,  1907-471 ;  501 

Sept.  16,  1907-533 

Reports  Required  by  the  Public  Service  Commission  for  New  York 

City,  P.  A.,  Sept  2,  1907-498 

PHOTOMETRY. 

Matters  Relating  to  Determination  of  Illuminating  Power. 

Variations  in  the  Harcourt  Ten-candle  Standard  Lamp,  J.  S.  Dow, 

J.  G.  L.,  Oct.  2,  1906-20 
Modern  Testing  Appliances  and  Methods,  J.  G.  L.,  Oct  9,  1906-97 
Report  of  the  National  Physical  Laboratory  on  the  Elliott  Kerosene 

Standard,  Dr.  T.  R.  Glazebrook,  J.  G.  L.,  Oct  9,  1906-98 

Relative  Value  of  Standards  of  Light,  J.  G.  L.,  Jan.  i,  1907-23 

Value  of  Photometry,  Haydn  Harrison,  J.  G.  L.,  Jan.  8,  1907-81 ;  91 ;  100 
Candle  Power  by  Argand  and  Flat  Flame,  J.  G.  L.,  Mar.  5,  1907-592 
The  Returns  of  Gas  Testing  in  London,  J.  G.  L.,  Mar.  2^,  1907-800 
Gas  Testing  in  London,  G.  W.,  Apr.  ao,  1907-515 

Edge's  Tapeline  Photometer,  G.  W.,  July  6,  1907-7 

Determining  Approximate  C.  P.  without  a  Photometer  on  the  Ground, 

Wrinkle  Dep't.,  Iowa  Gas  Ass'n„      A.  G.  L.  J.,  July  22,  1907-142 
Methods  for  Measuring  the  Light  of  Incandescent  Burners  in  Holland, 

Herr  Van  Rossum  Du  Chattel,  J.  G.  L.,  July  23,  1907-235 

Stanidard  Test  Burner  for  London  Gas,  Chas.  Carpenter  and  J.  W. 

Helps,  J.  G.  L.,  July  23,  1907-235 

Photometry  of  Different  Colored  Lights,  M.  Lauriol, 

J.  G.  L.,  July  23,  1907-243 
The  International  Committee  on  Photometry, 

G.  W..  July  27,  1907-100 
A  Portable  Photometer,  J.  A.  Evans,  A.  G.  L.  J.,  July  29,  1907-179 

Photometric  Tests  of  Inverted  Burners,  Thomas  Glover, 

J.  G.  L.,  Aug.  20,  1907-500 
The  "Wild"  Flicker  Photometer,  J.  G.  L.,  Aug.  27,  1907-571 
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The  Illuminating  Power,  in  Ordinary  and  Incandescent  Burners,  of 
Coal  Gas,  Water  Gas,  and  Mixtures  of  the  Two  Gases,  M.  Emile 
St.  Qair  Deville,  J.  G.  L.,  Aug.  27,  1907-574  1 

Sept  3,  1907-625:  Sept.  10,  1907-684:  Sept  24,  i907-83a 

ITie  Concepts  and  Terminology  of  Illuminating  Engineering,  Qayton 
H.  Sharp,  P.  A.,  Sept  2,  1907-477 

Primary,  Secondary  and  Working  Standards  of  Light,  Dr.  Edward 
P.  Hyde,  P.  A.,  Sept  2,  1907-479 

Present  Status  of  Candle-Power  Standards  for  Gas,  C.  H.  Stone, 

P.  A.,  Sept.  2,  1907-481 

Illumination  Photometers  and  Their  Use,  Preston  S.  Millar, 

P.  A.,  Sept  16,  1907-512 

PHYSICAL. 

AND  GENERAL  TECHNICAL  MATTERS  RELATING  TO  LABORATORY  PRACTICE  AND 
RESEARCH    BEARING  UPON    THE   GAS    INDUSTRY. 

Design  of  a  Recording  Calorimeter  with  Results,  F.  L.  Cross, 

P.  A.,  Oct.  15,  1906-628 
The  Efficiency  of  Heating  Appliances,  Dr.  R.  Geipert, 

J.  G.  L,  Nov.  13,  1906-458 :  Dec.  18,  1906-823 
Indoor  Illumination,  James  Swinburne,  G.  W.,  Nov.  17,  1906-987 

J.  G.  L.,  Nov.  20,  1906-541 
Some  Notes  on  High  versus  Low  Grade  Gas,  Edward  Allen, 

J.  G.  L,  Nov.  27,  1906-585;  601 
Orifice  Discharge,  R.  J.  Durley,  P.  A.,  Dec  15,  1906-749 

Illuminating  Power  and  Calorific  Value,  R.  Nelson, 

G.  W.,  Jan.  12,  1907-31;  ^ 
Flame  Temperature  in  Its  Practical  Aspects,  W.  H.  Y.  Webber, 

G.  W.,  Jan.  19,  1907-59 
J.  G.  L.,  Jan.  22,  1907-217 
Calorific  Power  and  Candlc-Powcr,  J.  G.  L.,  Mar.  5,  1907-592 

The  Boys  Gas  Calorimeter,  C.  V.  Boys,    J.  G.  L.,  Mar.  12,  1907-681 
Prof.  Gray  on  Flame  Temperature,  J.  G.  L.,  Mar.  26,  1907-809 

■Calorimctry  of  Dusty  Gas,  P.  A.,  Apr.  15,  1907-206 

Determining  of  the  Heat  Units  in  a  Gas,         P.  A.,  May  i,  1907-235 
Some  Notes  on  Atmospheric  Gas  Burners,  Ed.  Scott-Sncll, 

G.  W.,  May  25,  1907-653;  660 
Direct  Reading  Pyrometer,  M.  Verdier, 

G.  W.,  June  15,  1907-759;  J.  G.  L.,  July  2,  1907-36 
The  Fcry  Continuous  Calorimeter,  M.  Foiret, 

J.  G.  L.,  June  18,  1907-817 
Junker's  Automatic  Calorimeter,  Prof.  Junkers,  G.  W.,  July  6,  1907-10 
A  New  Recording  Gas  Calorimeter,  J.  G.  L.,  July  30,  1907-308 
Something  New  About  Determining  Heat  Units,  Frederick  C.  Jones, 

A.  G.  L.  J.,  Sept.  30,  1907-578 
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PLANT. 

INCLUDING    MATTEKS    OF    LOCATION,    DESIGN,    CONSTRUCTION,    REPAIRS    AND 
MINOK    MACHINERY. 

The  Unison  Telemetric  Pressure  Gauge,  P.  A.,  Oct.  i,  1906-606 

Trial  Experiences  with  the  Settle-Padfield  System,  Inaugural  Address 
by  E.  J.  Brockway,  J.  G.  L.,  Oct.  2,  1906-31 

A    Novel  Method  of  Pumping  Siphons,  J.  G.  L.,  Oct.  2,  1906-28 

Simmance-Abady  Pressure  Registers,         J.  G.  L.,  Oct.  9,  1906-98 
The  New  Works  of  the  Edinburgh  and  Leith  Commissioners, 

J.  G.  L.,  Oct.  16,  1906-155 
Coal  and  Coke  Handling  Plants,  W.  Angus, 

J.  G.  L.,  Oct  16,  1906-173;  Oct.  23,  1906-254 
Extensions  at  the  Hollinswood  Gas  Works  of  the  Oldham  Corporation. 

'    J.  G.  L..  Oct.  23,  1906-235 
"Standard"  Purifier-Grids,  J.  G.  L.,  Oct.  23,  1906-238 

The  Bristol  Mechanical  Time  Recorders, 

A.  G.  L.  J.,  Nov.  12,  1906-852 
The  Salford  Gas  Works,  J.  G.  L.,  Nov.  27.  1906-595 

Modernization  at  Tamworth,  J.  G.  L.,  Dec  4,  1906-673 

Tar  Precipitator.    Wrinkle  Department  of  Pacific  Coast  Gas  Associa- 
tion, ;  P.  A.,  Jan.   i,  1907-16 
Lampblack  Separator.    Wrinkle  Department  of  Pacific  Coast  Gas  .\s- 
sociation,                                                         P.  A^  JaA.  i,  1907-16 
Regenerative  Retort  Settings,  Herr  Hermansen, 

J.  G.  L.,  Jan.  8,  1907-89 
Discharging  Coke  from  Vertical  Retorts, 

J.  G.  L.,  Jan.  8,  1907-90:  Apr.  16,  1907-164 
Vertical  Retorts  and  the  Future  of  Gas  Manufacture,  by  Director  Eisele, 

J.  G.  L.,  Jan.  15.  1907-147 
Combined  Condenser  and  Hydraulic  Main,  J.  G.  L.,  Jan.  15.  1907-157 
Gas   Turbines,  John  Wilson,  J.   G.   L.,  Jan.   15,    1907-158 

Fire  Bricks  and  Retorts,  E.  M.  Stewart,  J.  G.  L.,  Jan.  29,  1907-285 

Refractory  Materials  Used  in  Gas- Works,  A.  N.  Comely, 

J.  G.  L.,  Feb.  5,  1907-345 
Experiments  with  Coke  Handling  Plant,  E.   Koerting, 

J.  G.  L.,  Feb.  12,  1907-400 
Laying  Out  Gas  Works,  R.  A.  Campbell,  J.  G.  L.,  Feb.  12,  1907-40S 
Keat  Insulation  of  Retort  Settings,  Herr  Braikowich  and  J.  Arnold, 

J.  G.  L.,  Feb.  26.  1907-543 
Mr.  Herrings  New  Push  Plate  Conveyor,  J.  G.  L.,  Mar.  T2,  1907-68? 
Portable  Pressure  Gauge,  G.  W.,  Mar.  16,  1907-335 

Continuous  Carbonization  in  Vertical  Retorts  at  Bournemouth,  Presi- 
dential Address  of  H.  W.  Woodall,  J.  G.  L.,  Mar.  26,  1907-808 
Elevators  and  Conveyors,  H.  J.  Toogood,    J.  G.  L.,  Mar.  26,  1907-814 
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Vcnturi  Tube  for  Measuring  Gas  Flow,  Chas.  E.  Lucke, 

P.  A.,  Apr.  I,  1907-178 
Self-Supporting  Retort  Settings,  J.  G.  L.,  Apr.  2,  1907-25 

The  Last  Word  in  Horizontal  Retort  Carbonization-Tottenham,  W.  H. 
Y.  Webber,  G.  W.,  Apr.  6,  1907-444 

The  Gas  Supply  of  Hull,  G.  W.,  Apr.  6,  1907-449 

Inclined  Retort  Equipment  at  Stockport,        J.  G.  L.,  Apr.  9,  1907-87 ; 
Apr.  16,  1907-150:  G.  W.,  Aug.  24,  1907-20P 
I.oading  and  Conveying  Plants  for  use  in  Gas  Works, 

J.  G.  L.,  Apr.  16,  1907-155 
Something  for  Small  Gas  ^yorks,  J.  G.  L,,  Apr.  16,  1907-156 

Loading  and  Conveying  Plants,  by  Dieterick, 

J.  G.  L.,  Apr.  23,  1907-220:  Apr.  30,  1907-296:  May  7,  1907-369: 
May  14,  1907-448:  May  21,  1907-503 
The  Fiddes-Aldridge  Machine-Stoker  at  the  Eccles  Street  Gas  Works, 
Liverpool,  J.  G.  L.,  May  14,  1907-446.  G.  W.,  May  18,  1907-631 

A  Few  Notes  on   the  Manufacture  of  Carburetted  Water  Gas,  J. 
Davis,       G.  W.,  April  20,  1907-496;  499.  J.  G.  L.,  Apr.  23,  1907-210 
The  DeBrouwer  Retort  Installation  at  the  Nice  Gas- Works, 

J.  G.  L.,  Apr.  30,   1907-308 
Browne's  Vertical  Retorts,  J.  G.  L.,  May  7,   1907-375 

ITie  Liverpool  Gas  Works,  J.  G.  L.,  May  14,  1907-457 

ITie  Temperley  Coal- Handling  Plant  at  the  New  Gas  Works  at  Poole, 

J.  G.  L.,  May  21,   1907-517 
The  Vertical  Retorts  at  Dessau,  G.  W.,  June  i,  1907-685 

The  Woodall-Duckham  Vertical  Retort  Settings, 

J.  G.  L.,  June  4,  1907-634 ;  638 
The  New  Works  at  Poole,  J.  G.  L.,  June  4,  1907-654 

Filling  Tank  Wagons,  M.  A.  Sar,  G.  W.,  June  15,  1907-759 

J.  G.  L.,  July  2,   1907-28 
DeBrouwer  Machines,  M.  Lacaze,  G.  W.,  June  15,  1907-757 

J.  G.  L.,  July  2,  1907-6;  26 
The  "Gennevilliers"  Retort  Charging  Machines,  M.  A.  Cabrier, 

G.  W.,  June  15,   1907-759 

J.  G.  L.,  July  2,  1907-26 

The  Vertical  Retort  House  at  the  Oberspree  (Berlin)   Gas  Works,  E. 

Koerting,  J.  G.  L.,  June  18,  1907-804 

Vertical  Retorts  in  the  Municipal  Gas  Works  at  Cologne,  Herr  Preuger, 

G.  W.,  June  22,   1907-881 
The  Works  and  Show-Rooms  of  the  Alliance  and  Dublin  Consumers* 
Gas  Company,  J.  G.  L..  Jrne  2^,  1907-907 

The  Cologne  Gas  Works,  J.  G.  L.,  June  2^.  1907- 1000 

The  Rotary  Meter,  J.  (;.  L.,  July  2,  1907-36 

Durability  of  Reinforced  Concrete,  J.  G.  L..  July  2.  1907-38 

A  Maximum  and  Minimum  Pressure  Gauge,       J.  Ci.  L.,  July  9,  1907-99 
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A  Cam  Bar  for  Closing  Generator  Charging  Door,  Wrink.e    Dep*t-. 
Iowa  Gas  Ass'n.,  A.  G.  L.  J.,  July  22,  1907-141 

Some  Details  of  Concrete  Construction,  L.  J.  Hotchkiss, 

A.  G.  L.  J^  July  29,  1907-180 
Vertical  Retorts,*  G.  W.,  Aug.  10,  1907-147 

The  Munich  Chamber  Settings,  H.  Ries,         J.  G.  L.,  Aug.  13,  1907-438 
A  French  Vertical  Retort,  J.  G.  L.,  Aug.  20,  1907-504 

Brooke's    Regenerative  Gas  Retort  Furnace, 

A.  G.  L.  J.,  Aug.  26,  1907-359 
Hot-Coke  Conveying  Plant  at  the  Paris  Gas- Works, 

J.  G.  L.,  Aug.  27,  1907-569 
A  Self -Draining  Meter,  P.  A.,  Sept  2,  1907-497 

Western  Ways  in  American  Gas  Business,  A.  S.  B.  Little, 

J.  G.  U  Sept  3,  1907-627 
The  Accuracy  of  Pressure  Gauges,  A.  G.  L.  J.,  Sept  9,  1907-452 
The  Boiler  of  the  Gas  Plant,  A.  G.  L.  J.,  Sept.  16,  1907-487 

Extensions  and  Machinery  at  Stirling  Gasworks, 

G.  W.,  Sept  21,  1907-320 

Some   New  Apparatus    for   Controlling   the   Manufacture    of   Water 

Gas,  Prof.  H.  Strache,  J.  G.  L.,  Sept  24,  1907-832 

Use-  of  the  De  Brouwer  Retort  Charging  and  Discharging  Machine, 

Dr.  J.  Becker,  J.  G.  L.,  Sept  24,  1907-839 

POWER. 

CONSUMPTION    OF    GAS    AND    APPLIANCES    THEREFOR. 

I^rge  Gas  Engines,  H.  A.  Humphrey,  J.  G.  L.,  Oct  9,  1906- no 

Coal  Gas  for  Motive  Power  and  Heating,  Dugald  Clerk, 

G.  W.,  Nov.  10,  1906-933;  942.  J.  G.  L.,  Nov.  13,  1906-462 
Experiences  in  Competition  for  Power,  Geo.  Stevenson, 

J.  G.  L.,  Nov  27,  1906-61 1.  G.  W.,  Dec  i,  1906-1107 
Large  Gas  Engines  for  Power  Purposes,  J.  E.  Aue, 

P.  A.,  Dec.  15,  1906-767 

The  Derby  Trials  of  Suction-Gas  Plants,  Report  by  Capt.  H.   Riall 

Sankey,  R.  E.,  and  Prof.  W.  E.  Dalby,       J.  G.  L.,  Dec  25.  1906-891 

Suction  Gas-Producers,  J.  T.  Wright,  J.  G.  L.,  Jan.  22,  1907  221 

Suction-Gas  Plants  and  Gas  Engines,  Hugh  Campbell, 

J.  G.  L,  Feb.  12.  1907-404 
Gas   Engine   Requirements,   Prof.   Chas.   £.   Lucke, 

P.  A.,  Mar.  i,  1907-123 
Flame  in  Gas  and  Petrol  Motors,  Dugald  Qerk, 

J.  G.  L.,  Mar.  19,  i907-747.  A.  G.  L.  J.,  Apr.  8,  1907-585 
Horse  Power  Rating  of  Gas  Engines,  Henry  C.  Hart, 

A.  'G.  L.  J.,  Apr.  8,  1907-584 
Compression  in  a  Gas  Engine,  H.  W.  Jones,  P.  A.,  Apr.  15,  1907-217 
A  German  Gas  Turbine,  Frank  C.  Peters,  A.  G.  L.  J.,  Apr.  15,  1907-618 
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Gas  vs.  Steam,  L.  Illmer, 

Gas  Turbines, 

Experiences  with  Large  Gas  Engines 

The  Present  Position  of  Gas  and  Pe 


PROC£ 

RELATING     TO     SPECIAL     METH< 

Blending  Producer  Gas  with  Coal 

Blending  Producer  Gas  and  Coal  Ga 

On  Air  Gas,  Richard  Busch, 

Gas  from  Rocks  and  Carbonated  Mine 

Benzolized  Water  Gas,  A.  O.  Jones, 

G.  W.,  Dec.  8,  15 
On  the  Manufacture  of  Oil  Gas,  H. 

The  Rummens  System  of  Vertical  Re 

DcUwik  Water  Gas, 

The  Improved  Dibdin-Woltereck  Gas 

The  Development  of  the  Methane-Hj 

The  Kramers  and  Aarts  Water   Gaj 

Webber, 
Coke  Ovens  and  Gas  Works,  Paul  S* 

Manufacture  of  Carbonic  Acid  and  H 
Gas  Manufacturing  from  Peat,  P.  I. 

Vignon's  Gas  Making  Process, 
Gas  Making  and  Coke  Making:  Coke 
G.  W.,  Jun. 
The  Financial  Significance  to  the  Gj 

Product  Oven,  Paul  Schlicht, 

G.  W.,  June  22,  1907-781. 
Notes  on  the  Use  of  Excess  Gas  Fr< 

Lighting  and  Power  Purposes, 

1907-781.  J.  G.  L.,  June  25,  1907-9^ 
Recent  Advances  in  the  Manufacture 

mayer, 
Dr.  Bueb  on  Vertical  Retorts  and  Ovei 


ioogle 


974 
RESIDUALS. 

INCLUDING   MATTERS   RELATING  TO  ALL  PRODUCTS  OF  A  GAS      UNDERTAKING 
OTHER   THAN  GAS. 

Oil  Tar  for  Roads,  J.  G.  L,,  Oct.  2,  1906-38 

Use  of  Tar  to  Prevent  Dust,  J.  G.  L.,  Oct.  9,  1906-J04 

Oil  Tar  as  a  Dust  Layer  and  Weed  Destroyer,  Geo.  H.  Waring, 

P.  A.,  Oct.   15,   1906-621 

Results  Obtained  from  the  Operation  of  Ammoniacal  Liquor  Plants, 

A.  T.  Averill,  P.  A.,  Oct.  15,  1906-621 

Use  of  Tar  for  Road  Surfaces,  J.  G.  L,  Oct  23,  1906-234 

Gas  Works  Residual  Products,  Samuel  Glover. 

J.  G.  L,  Oct.  30,  1906-313.  G.  W.,  Nov.  10,  1906-937 
The  Manfacture  of  Sal  Ammoniac     (Chloride  of  Ammonia).  R.  W. 
Hilgenstock,  A.  G.  L  J.,  Nov.  12,  1906-849 

Road  Construction  and  Tar  Paving,  J.  G.  L,  Nov.  13.  1906-453 

Modern  Chemical  Developments  in  the  Dry  Distillation  of  Coal,  Dr. 
J.  Grossman,  J.  G.  L,  Nov.  20,  1906-526.  G.  W.,  Nov.  24,  1906- 1048 
Sulphate  of  Ammonia  Making  at  Hayward's   Heath, 

J.  G.  L,  Dec.  II,  1906-740 

Tarred  Roads.      Abstract  of  Report  by  Consul  General  Frank  H. 

Mason,  P.  A.,  Jan.  i,  1907-22 

Permanent  Dust  Layer,  P.  A.,  Jan.   i.   1907-25 

Another  Useful  Coal  Tar  Product,  R.  B.  Dole, 

J.  G.  L.  Jan.  15,  1907-148 
Coal  Tar  Distillation,  J.  M.  Popplewell,  J.  G.  L.,  Jan.  15.  1907-159 

Sales  of  Coke,  J,  G.  L,  Feb.  5,  1907-335 

Tarring  Roads  at  Aix-les-Bains,  M.  Luya,      J.  G.  L,  Mar.  12.  1907-680 
Gas  Products  for  Motor  Driving,  J.  G.  L,  Apr.  2,   1907-19 

Production  of  Ammonia  During  the  Dry  Distillation  of  Coal,  Dr.  M. 
Mayer  and  Herr  V.  Altmeyer, 

J.  G.  L,  Apr.  2,  1907-27 '  Apr.  16,  1907-157 
Reducing  Dust  and  Hardening  Roads  by  Surface  Application.  J.  \V. 
Howard,  A.  G.  L  J.,  Apr.  8,  1907-582 :  Apr.  15,  1907-624 

Extraction  of  Ammonia  from  Gases — The  Feld  Process, 

J.  G.  L.  Apr.  9,  1907-85 

Mechanical  Tar  Spraying  of  Roads,  J.  G.  L.,  Apr.  16,  1907-164 

Use  of  Tar  in  Road  Construction,  J.  G.  L,  Apr.  2$,  1907-218 

Should  Tar  be  Treated  in  Any  Way  Before  Using  as  a  Paint  for  Iron 

Work,  and  is  it  of  Any  Value  for  This  Purpose? 

J.  G.  L,  Apr.  23.  1907-237 
Tar  as  a  Dust  Preventative  on  Roads,  G.  W.,  Apr.  27,  1907-540 

Use  of  Tar  in  Road  Construction,  J.  G.  L,  Apr.  30,  1907-295 

Tar  Paving  at  Mankato,  P.  A.,  May  15,  1907-279 

The  Formation  of  Blue  Salt,  H.  J.  Bailey, 

J.  G.  L.  May  21,  1907-522 
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The  Road  Tarring  Competitions,  G.  W.,  May  25,  1907-669 

J.  G.  L.,  May  28,  1907-575 

The  Chief  Inspector  Under  the  Alkali  Acts  on  Sulphate  of  Ammonia 

Works,  R.  F.  Carpenter,  G.  W.,  June  8,  1907-716 

Sale  of   Coke,   M.   A.    Sar,  G.   W.,   June   15,    1907-757 

J.  G.  L.,  July  2,  1907-37 
Utilization  of  Coke  Dust,  M.  Marcon,  G.  W.,  June  15,  1907-759 

The  Use  of  Tar  on  Roadways,  H.  P.  Maybury, 

G.  W.,   June   22,    1907-781 :   June  29,    1907-903 
.  J.  G.  L.,  June  25,  1907-903;  97^ 
The  Limiting  Conditions  with  Gas  Works,  Herr  Kobbert, 

J.  G.  L.,  July  2,  1907-20:  July  9,  1907-96 
Use  of  Tar  for  Road  Maintenance,  T.  Aitken, 

J.  G.  L.,  July  2,  1907-37 
Benzol  for  Motor  Cars,  G.  W.,  July  13,  1907-27 

Removal  and  Disposal  of  Tar,  P.  A.,  July  15,  1907-387 

Sulphate  of  Ammonia  as  a  Manure,  John  Hunter, 

J.  G.  L.,  July  23,  1907-236 
Notes  on  Tar  Macadam,  C.  F.  Wike,  J.  G.  L.,  July  23,  1907-246 

Fuel  for  Motor  Cars,  G.  W.,  July  ttj,  .1907-94 

Tar  for  Roads,  G.  W.,  Aug.  24,  1907-197;  205 

Tarring  Road  Surfaces,  J.  W.  Howard,      'P.  A.,  Sept.  2,   1907-495 
Tarred  Roads,  P.  A.,  Sept.  2,  1907-497 

Use  of  Pitch  for  Making  Paving  Blocks,        J.  G.  L.,  Sept.  10,  1907-702 
Use  of  Tar  Oils  in  the  Diesel  Motor,  J.  G.  L.,  Sept.  17,  1907-771 

A  Brief  Record  of  Progress  in  Fuel  Briquette  Manufacturing  at 
Detroit,  W.  S.  Blauvclt,  A.  G.  L.  J.,  Sept.  23,  1907-534 


STORAGE. 

Including  Matters  Pertaining  to  Gas- Holders. 

Repairing  Crack  in  a  Holder  Tank,  G.  W.,  Oct.  27,  1906-829 

Steel  Tank  Inside  Old  Brick  Tank,  R.  H.  Ginman, 

G.  W.,  Oct.  2rj,  1906-841 
The  First  Four- Li  ft  (Gadd  and  Mason)  Spiral  Guided  Gasholder, 

J.  G.  L.,  Feb.  5,  1907-341 
Notes  on  the  Repair  of  a  Gas  Holder,  W.  Lawson-Mitcheson, 

J.  G;  L.,  Mar.  26,  1907-819 
A  Further  Development  in  Gas  Holder  Guidance  with  Spiral  Supports, 
William  Gadd,  J.  G.  L.,  Apr.  30,  1907-285 :  304 

Removing  Naphthalene  from  the  Inlets  and  Outlets  of  Gas  Holders, 

J.  G.  L.,  May  14  ,1907-460 
The  Development  of  Gas  Holder  Construction,  G.  H.  Cressler, 

A.  G.  L.  J.,  June  3»  1907-926 :  June  24,  1907-1063 


Digitized  by  VjOOQIC 


976 

Nice  and  Its  Gas  Works,  J.  G.  L.,  June  ii,  1907-724 

lightning  Rods  for  Gas  Holders,  G.  W.,  June  15,  1907-744 

Guide  Rails  for  Spiral  Guided  Gas  Holders,  G.  W^  July  13,  1907-42 
The  Holder  at  the  Astoria  Works  of  the  Consolidated  Gas  Company 

of  New  York,  J.  G.  L^  Aug.  27,  1907-573 

The  World's  Greatest  Gas  Holder,  P.  A.,  Sept  16,  1907-504;  5o6 

Repairing  the  Cup  of  a  2-Lift,  500,000  Cubic  Foot  Gasholder, 

Geo.  S.  Colquhonn,  A.  G.  L.  J.,  Sept  30,  1907-575 
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CONSTITUTION  AND  BY-LAWS 

OF  THE 

American  Gas  Institute 


CONSTITUTION. 

(As  Amended  October  i6,  1907.) 


NAME. 


Section  i.  The  name  of  this  association  shall  be  the 
American  Gas  Institute. 

OBJECTS. 

Section  2.  The  objects  of  this  Institute  are  to  amalga- 
mate into  one  body  the  American  Gas  Light  Association, 
the  Ohio  Gas  Light  Association,  and  the  Western  Gas 
Association,  and  to  facilitate  co-operation  between  the 
various '  state  and  district  associations  that  now  exist,  or 
may  hereafter  be  formed  within  the  territory  covered,  and 
to  secure  thereby  the  more  rapid  promotion  and  advancement 
of  scientific  and  practical  knowledge  in  all  matters  relating  to 
the  construction  and  management  of  gas  works  and  the  manu- 
facture, distribution  and  consumption  of  gas;  the  firmer  estab- 
lishment and  maintenance  of  a  spirit  of  fraternity  between 
those  interested  in  the  gas  business  by  affording  opportunity  for 
social  intercourse  and  friendly  interchange  of  information  and 
ideas  ;  the  inducement  and  extension  of  more  cordial  and 
friendly  relations  between  gas  companies  and  consumers  of  gas 
based  upon  their  mutual  interests,  and  the  education  of  em- 
ployees of  gas  companies  to  enable  them  to  better  perform  their 
duties.  Also  to  take  over  such  property  and  assets  of  the 
associations  named  as  may  be  legally  invested  in  the  Institute^ 
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MEMBERS. 

Section  3.  The  membership  of  the  Institute  shall  consist 
of  Honorary  Members,  Active  Members,  Junior  Members  and 
Associate  Members.  Honorary  Members,  Junior  Members  and 
Associate  Members  shall  not  be  entitled  to  vote  nor  to  hold 
oflSce,  but  shall  be  entitled  to  all  the  other  privileges  of  mem- 
bership. 

Section  4.  Honorary  Members  shall  be  persons  whose 
scientific  or  practical  knowledge  in  matters  relating  to  the  gas 
industry,  and  whose  efforts  and  interest  in  that  behalf  shall 
recommend  them  to  the  Institute. 

Section  5.  To  be  eligible  to  Active  Membership,  a  person 
must  be  at  least  26  years  of  age,  and  be  an  oflScer  or  other 
employee  of  a  Gas  Company;  or  a  Consulting  Gas  Engineer, 
or  an  employee  of  a  Consulting  Gas  Engineer.  He  must  be 
competent  to  act  eflSciently  as  the  Manager  of  a  department  of 
a  Gas  Company's  business  and  must  have  his  chief  interest  in 
the  gas  business  directly  connected  with  the  manufacture,  sale 
or  utilization  of  gas,  and  not  the  manufacture  or  sale  of 
apparatus  or  appliances  used  by  Gas  Companies. 

Section  6.  To  be  eligible  as  a  Junior  Member,  a  person 
must  be  over  20  years  of  age  and  be  in  the  employ  of  a  Gas 
Company,  or  of  a  Consulting  Gas  Engineer,  and  must  be 
qualified  either  by  experience  or  education  to  hold  a  respon- 
sible position  under  such  employers. 

Section  7.  To  be  eligible  as  an  Associate  Member,  a  per- 
son must  be  engaged  in  a  pursuit  which  constitutes  a  branch 
of  gas  engineering,  or  be  otherwise  qualified  to  assist  in  pro- 
moting the  objects  of  the  Institute. 

Section  8.  Charter  Members  shall  be  such  of  the  present 
membership  of  the  American,  Ohio,  or  Western  Gas  Associa- 
tion as  shall  be  certified  by  the  oflScers  of  the  same  to  the 
directors  of  the  Institute  as  qualified  respectively  for  Active, 
Junior  or  Associate  membership,  provided  that  to  become  a 
charter  member,  it  shall  be  necessary  for  each  person  so 
certified  to  make  application  to  the  Directors  of  the  Institute 
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within  a  period  of  sixty  days  after  notice  has  been  sent  him  of 
the  formation  of  the  Institute. 

ELECTION  OF  NEW  MEMBERS. 

Section  9.  Honorary  Members  shall  be  proposed  by  the 
Directors  and  voted  upon  by  ballot  at  a  general  meeting  of  the 
Institute.  To  be  elected,  a  person  proposed  for  Honorary 
Membership  must  receive  the  votes  of  nine- tenths  of  the  mem- 
bers present  and  entitled  to  vote. 

Section  10.  Every  application  for  either  Active,  Junior 
or  Associate  Membership  shall  be  made  to  the  Secretary  in 
writing  upon  a  form  approved  by  the  Directors,  upon  which 
shall  be  set  forth  as  the  grounds  of  the  application  a  complete 
account  of  the  qualifications  and  experience  of  the  applicant 
and  his  agreement  to  conform,  if  elected,  to  the  Constitution, 
By-Laws  and  Rules  of  the  Institute,  and  shall  be  endorsed  by 
at  least  two  Active  Members  to  whom  the  applicant  is  person- 
ally known.  The  Secretary  shall  submit  each  application  to 
the  Directors,  who  shall  consider  and  act  upon  it  and  assign 
the  applicant  to  the  grade  of  membership  to  which,  in  their 
judgment,  his  qualifications  entitle  him.  The  name  of  each 
candidate  thus  approved  by  the  Directors  shall,  unless  objec- 
tion is  made  by  the  applicant,  be  submitted  to  the  voting 
membership  for  election  by  means  of  a  letter  ballot. 

Section  ii.  It  shall  be  competent  for  any  Junior  or 
Associate  member  to  apply  for  transfer  to  another  grade  of 
membership.  The  application  for  such  transfer  shall  be  made 
in  the  same  manner  as  in  the  case  of  a  new  applicant. 

Section  12.  Election  to  membership  shall  be  by  a  sealed 
letter  ballot,  as  the  By-Laws  shall  provide.  Adverse  votes  to 
the  number  of  2  per  cent,  of  the  votes  cast  shall  be  required  to 
defeat  the  election  of  an  applicant  for  any  grade  of  member- 
ship. The  Directors  may,  in  their  discretion,  order  a  second 
ballot  upon  a  defeated  applicant,  in  which  case  adverse  votes 
to  the  number  of  4  per  cent,  of  the  votes  cast  shall  be  required 
to  defeat  the  election. 
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Section  13.  Any  person  elected  to  the  Institute,  except 
Honorary  Members,  must  subscribe  to  the  Constitution  and 
pay  to  the  Treasurer  the  initiation  fee  and  one  year's  dues  for 
his  grade  of  membership  before  he  can  be  entitled  to  t;he  rights 
and  privileges,  or  can  receive  a  certificate  of  membership.  If 
this  requirement  is  not  complied  with  within  six  months  of 
the  notification  of  the  election  the  applicant  will  be  deemed  to 
have  declined  the  election  and  the  election  shall  be  void. 

INITIATION  FEES  AND  DUES. 

Sbction  14.  The  initiation  fee  for  membership  in  each 
grade  shall  be  as  follows  : 

For  Active  Members $15.00 

For  Associate  Members 15.00 

For  Junior  Members 5.00 

These  initiation  fees  shall  not  include  the  dues  for  the  cur- 
rent year  in  which  the  applicant  is  elected. 

Section  •15.  A  Junior  Member,  on  promotion  to  any  other 
grade  of  membership,  shall  pay  an  additional  fee  of  $ro.oo, 
except  that  Charter  Junior  Members  shall  not  be  required  to 
pay  such  additional  fee.  No  person  shall  retain  Junior  mem- 
bership for  more  than  two  years  after  becoming  qualified  for 
active  membership. 

Section  16.  The  annual  dues,  payable  in  advance,  for 
membership  in  each  grade  shall  be  as  follows  : 

For  Active  Members $10.00 

For  Associate  Members 10.00 

For  Junior  Members 5.00 

Section  17.  The  Directors  may,  in  their  discretion,  per- 
mit any  Active  or  Associate  Member  to  become  a  Life  Member 
in  the  same  grade  by  the  payment  in  one  siun  of  an  amount 
sufficient  to  purchase  from  a  reputable  life  insurance  company 
an  annuity  on  the  life  of  a  person  of  the  age  of  the  applicant 
equal  to  the  annual  dues  in  his  grade  of  membership.  Such 
life  member  shall  not  be  liable  thereafter  for  annual  dues. 
Life  members  of  the  associations  dissolving  shall  only  be  re> 
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quired  to  pay  the  difference,  if  any,  between  the  sum  computed 
as  above  and  that  already  paid  for  their  present  life  member- 
ship. 

Section  i8.  The  Directors  shall  have  power  by  letter 
ballot  to  admit  to  Life  Membership,,  without  the  payment  of  a 
life  membership  fee,  any  person  who  for  a  long  term  of  years 
has  been  an  active  or  an  associate  member,  when,  for  special 
reasons,  such  an  action  would,  in  their  judgment,  promote  the 
best  interests  of  the  Institute.  Notice  that  such  action  is  pro- 
posed shall  have  been  given  at  a  previous  meeting  of  the 
Directors,  and  one  dissenting  vote  shall  defeat  the  proposed 
action. 

SUSPENSIONS  AND  EXPULSIONS. 

Section  19.  A  member  whose  dues  for  a  year  completely 
expired  are  not  paid,  shall  not  be  entitled  to  vote,  nor  to  par- 
ticipate in  the  deliberations  of  the  Institute,  nor  to  receive  a 
copy  of  the  proceedings.  Any  member  whose  dues  shall  re- 
main unpaid  for  a  term  of  three  years  may  be  dropped  from 
the  roll  of  membership  by  a  vote  of  the  Directors.  A  member 
dropped  for  non-payment  of  dues  may,  upon  paying  the 
amount  he  owes  the  Institute,  be  reinstated  at  the  option  of 
the  Directors. 

Section  20.  The  Directors  may  refuse  to  receive  the  dues 
of  any  member  of  any  grade  who  shall  have  been  adjudged  by 
them  to  have  violated  the  Constitution  or  By-Laws  of  the  In- 
stitute, or  who,  in  their  opinion,  shall  have  been  guilty  of 
conduct  rendering  him  unfit  to  continue  in  its  membership, 
and  such  person  may  be  expelled  from  the  Institute  upon  a 
recommendation  to  that  effect  made  by  the  Directors  at  any 
general  meeting  of  the  Institute.  The  vote  upon  expulsion 
shall  be  by  ballot  and  shall  requfre  two-thirds  of  the  votes  cast 
for  its  adoption. 

Section  21.  The  Directors  may  transfer  any  member 
from  his  then  present  to  any  lower  grade  of  membership. 
They  may  also  refuse  to  receive  the  dues  of  any  member  who 
is  no  longer  eligible  to  any  grade.  No  transfer  of  grade  shall 
be  made,  or  refusal  to  accept  dues  recorded,  except  upon  notice 
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from  the  Secretary,  whose  duty  it  shall  be  to  give  such  notice^ 
that  said  member  is  no  longer  eligible  for  membership  in  his 
then  present  grade,  and  that  said  member  has  for  a  period  of 
ninety  days  after  notification  of  such  non-eligibility,  failed  to 
apply  for  transfer.  The  vote  in  each  case  shall  be  by  ballot, 
and  shall  require  two-thirds  of  the  votes  cast  for  its  adoption. 

MANAGEMENT. 

Section  22.  The  aflPairs  of  the  Institute  shall  be  managed 
by  the  Directors,  subject  to  the  control  of  the  general  meeting. 

Section  23.  The  Board  of  Directors  shall  consist  of  the 
President,  the  two  Vice-Presidents,  the  Secretary,  the 
Treasurer,  the  Junior  Past  President,  and  until  changed  as 
hereinafter  provided  for,  ten  Active  members  of  the  Institute. 
Five  members  shall  constitute  a  quorum  for  the  transaction  of 
business.  If  arrangements  are  made  for  co-operation  between 
the  Institute  and  district  and  state  gas  associations,  as  herein- 
after provided  for,  the  number  of  members  of  the  Board 
elected  from  the  Active  Members  of  the  Institute  shall  be  in- 
creased from  time  to  time,  as  it  becomes  necessary,  in  order  to 
keep  the  number  of  Directors  elected  by  the  Institute  equal  to 
not  less  than  two-thirds  of  the  total  number  of  both  Institute 
and  Associated  Directors. 

Section  24.  Should  a  vacancy  occur  in  the  Board  of 
Directors  or  in  any  elective  office,  except  the  Presidency  or 
First  Vice  Presidency,  through  death,  resignation  or  other 
cause,  the  Directors  may  elect  an  Active  Member  to  fill  the 
vacancy  until  the  next  annual  election. 

Section  25.  The  Directors  shall  regulate  their  own  pro^ 
ceedings,  and  may,  by  resolution,  delegate  specific  powers  to 
an  Executive  Committee,  or  to  any  one  or  more  of  their  mem- 
bers. No  act  of  the  Executive  Committee,  or  of  a  delegate, 
shall  be  binding  until  it  has  been  approved  by  a  resolution  of 
the  Directors. 

Section  26.  The  Board  of  Directors  shall  present  M  the 
annual  meeting  of  the  Institute  a  report  verified  by  the  Presi- 
dent, Secretary  and  Treasurer,  or  by  a  majority  of  the  mem- 
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bers,  which  shall  show  the  state  of  the  finances  of  the  Institute 
at  the  date  of  the  report;  the  receipts  and  expenditures  for  the 
fiscal  year  immediately  preceding  ;  the  names  and  places  of 
residence  of  the  persons  who  have  been  admitted  to  member- 
ship in  the  Institute  during  that  year,  and  give  an  account  of 
the  action  taken  by  the  Directors  upon  matters  coming  before 
it  and  recommendations  as  to  the  action  to  be  taken  by  the  In- 
stitute. This  report  shall  be  filed  with  the  records  of  the 
Institute  and  an  abstract  of  it  shall  be  entered  in  the  minutes 
of  the  proceedings  of  the  annual  meeting. 

OFFICERS. 

Section  27.  At  each  annual  meeting  there  shall  be  elected 
from  among  the  Active  Members  a  President,  two  Vice  Presi- 
dents, a  Secretary,  a  Treasurer,  and  until  otherwise  provided 
for,  five  members  of  the  Board  of  Directors.  All  of  the  ofiicers 
shall  be  elected  for  one  year,  but  the  members  of  the  Board  of 
Directors  shall  be  elected  for  two  years.  At  the  first  general 
meeting  ten  members  of  the  Board  of  Directors  shall  be  elected, 
five  to  hold  oflBce  for  one  year  and  five  to  hold  office  for  two 
years. 

Section  28.     All  elections  shall  be  by  ballot. 

Section  29.  The  term  of  all  elected  officers  shall  begin 
on  the  adjournment  of  the  annual  meeting  of  the  Institute  at 
which  they  were  elected.  Officers  shall  continue  in  their 
respective  offices  until  their  successors  have  been  elected  and 
have  accepted  such  election. 

Section  30.  The  President  and  the  retiring  Active 
Members  of  the  Board  of  Directors  shall  not  be  eligible  for 
re-election  the  following  year. 

Section  31.  Previous  to  each  annual  meeting  it  shall  be 
the  duty  of  the  Directors  to  appoint  a  nominating  committee 
of  five  members,  none  of  whom  shall  be  a  Director.  It  will 
be  the  duty  of  this  nominating  committee  to  present  at  the 
annual  meeting  a  list  of  the  Active  Members  whom  they 
recommend  as  officers  for  the  ensuing  year. 


Digitized  by  VjOOQIC 


984 

Section  32.  Twenty  or  more  members  entitled  to  vote 
may  constitute  themselves  a  special  nominating  committee 
with  the  same  powers  as  the  nominating  committee  appointed 
by  the  Directors. 

Section  33.  The  Directors  shall  appoint  from  their  own 
number  immediately  after  the  meeting  at  which  they  are 
elected  a  finance  committee  of  three  members. 

Section  34.  The  President  shall  take  the  chair  at  all 
meetings  of  the  Institute,  of  the  Board  of  Directors  and  of 
committees  at  which  he  is  present.  He  shall  determine  to 
which  general  committee  any  matter  shall  be  referred. 

Section  35.  In  the  absence  of  the  President  one  of  the 
Vice  Presidents  shall  take  the  chair,  and  in  the  absence  of  the 
President  and  Vice  Presidents  a  Chairman  shall  be  appointed 
by  the  Directors  from  among  their  own  members. 

Section  36.  The  duties  of  the  Secretary  shall  be  to  take 
minutes  of  all  proceedings  of  the  Institute  and  of  the  Board 
of  Directors,  and  to  enter  them  in  proper  books  for  that  pur- 
pose. He  shall  conduct  the  correspondence  of  the  Institute, 
read  minutes  and  notices  of  all  the  meetings,  and  also  such 
papers  and  communications  as  are  considered  in  the  absence 
of  their  authors,  and  perform  whatever  other  duties  may  be 
required  in  the  Constitution  and  By-Laws  appertaining  to  this 
department. 

Section  37.  The  duties  of  the  Treasurer  shall  be  to  re- 
ceive and  keep  all  annual  dues  and  funds  of  the  Institute,  to 
keep  correct  accounts  of  same,  and  pay  all  bills  approved  by 
the  President  or  a  member  of  the  Finance  Committee,  and  he 
shall  make  an  annual  report  to  be  submitted  to  the  Institute. 

Section  38.  The  duties  of  the  Finance  Committee  shall 
be  to  audit  the  books,  accounts  and  statements  of  the  Treas- 
urer ;  to  invest  the  funds  of  the  Institute,  and  to  care  gener- 
ally for  the  finances  of  the  Institute,  subject  to  the  control  of 
the  Directors. 

Section  39.  The  duties  of  the  Directors  shall  be  to  have 
the  general  management  of  the  affairs  of  the  Institute,  and  to 
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prepare  for  its  meetings.  No  paper  or  report  that  has  not 
had  the  approval  of  the  Directors  shall  be  read  at  any  meeting. 

The  Directors  shall  have  the  power  to  appoint,  from  time 
to  time,  a  Committee  on  Arrangements  from  among  the 
members  to  assist  the  Board  of  Directors  in  arranging  for  the 
meetings  of  the  Institute.  The  Directors  shall  have  power  to 
fill  for  the  unexpired  term,  any  vacancies  occurring  by  death, 
or  resignation,  in  their  own  number,  or  in  the  general  com- 
mittees. 

Any  resolution,  report  or  recommendation,  that  has  not 
been  considered  and  approved  by  the  Directors,  and  that  in 
the  opinion  of  the  Chair  would  have  the  efiFect  of  changing  the 
policy  of  the  Institute,  or  committing  it  to  any  new  policy  or 
opinion  to  which  it  had  not  theretofore  been  committed,  should 
be  referred,  before  adoption,  to  the  Board  of  Directors,  whose 
duty  it  shall  be  to  report  to  the  next  regular  meeting  of  the 
Institute  upon  such  committal,  if  any,  and  its  proper  phrasing. 

Section  40.  There  shall  be  two  general  committees,  each 
reporting  to  the  Board  of  Directors  and  responsible  to  the 
Board  for  such  part  of  the  work  of  the  Institute  as  is  delegated 
to  it  in  accordance  with  the  provisions  of  Sections  34,  41  and 
42.  Each  committee  shall  be  composed  of  six  members,  to 
be  appointed  each  year  by  the  President,  and  to  serve  one 
year. 

Section  41.  One  general  committee  shall  be  called  the 
Public  Relations  Committee,  and  to  it  shall  be  referred  all 
investigations,  reports,  recommendations,  resolutions  and 
matters  of  any  kind  afiFecting  the  relations  between  the  Insti- 
tute, or  its  members,  and  the  public,  or  any  governing  bodies, 
except  as  herein  provided. 

Section  42.  One  general  committee  shall  be  called  the 
Technical  Committee,  and  to  it  shall  be  referred  all  investi- 
gations, reports,  recommendations,  resolutions  and  matters  of 
any  kind  having  to  do  with  the  construction,  operation  and 
extension  of  gas  works,  and  the  conduct  of  the  affairs  of  gas 
companies,  not  specifically  delegated  to  the  Public  Relations 
Committee  by  Section  41,  and  except  as  herein  otherwise 
provided. 
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Section  43.  Each  general  committee  shall  ha  vet.  the 
power  to  appoint  sub-committees.  Each  sub-committee  shall 
consist  of  one  member  of  the  general  committee,  the  other 
members  being  taken  from  the  general  membership  of  the 
Institute,  and  shall  exist  at  the  pleasure  of  the  general  com- 
mittee by  which  it  was  appointed,  and  to  which  its  report 
shall  be  made. 

MEETINGS  AND  PROCEEDINGS. 

Section  44.  The  annual  meeting  of  the  Institute  shall  be 
held  on  the  third  Wednesday  of  October  of  each  year,  at  such 
place  as  shall  be  designated  by  the  Institute  at  the  previous 
meeting.  In  case  of  emergency  the  Directors  shall  have  the 
power  to  change  the  time  or  place  of  meeting,  or  both,  as  so 
designated,  by  a  three-fourths  vote  of  all  its  members,  at  the 
call  of  the  President,  and  such  vote  may  be  taken  by  mail. 

Section  45.  The  Secretary  shall  send  notices  to  all  mem- 
bers of  the  Institute  at  least  fourteen  days  before  each  general 
meeting,  mentioning  the  papers  to  be  read  and  any  special 
business  to  be  brought  before  the  meeting. 

Section  46.  Special  meetings  of  the  Institute  may  be 
called  at  the  option  of  the  Directors,  and  the  Secretarj-  shall 
call  a  special  meeting  on  the  written  request  of  one  hundred 
members. 

The  notices  for  special  meetings  shall  be  sent  to  all  mem- 
bers at  least  three  weeks  before  the  date  for  which  the  meeting 
is  called  and  shall  state  the  business  to  be  transacted,  and  no 
other  shall  be  entertained. 

Section  47.     Thirteen  members  shall  constitute  a  quorum. 

Section  48.  All  questions  shall  be  decided  by  any  con- 
venient system  of  open  voting,  the  presiding  oflScer  to  have  a 
second  or  casting  vote  when  necessary. 

Section  49.  Questions  of  a  personal  nature  shall  be  de- 
cided by  ballot,  and  all  parliamentary  procedure  not  specifically 
covered  by  this  Constitution  shall  be  governed  in  accordance 
with  Roberts'  Rules  of  Order. 
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Section  50.  Any  member,  with  the  concurrence  of  the 
presiding  oflBcer,  may  admit  a  friend  to  each  meeting  of  the 
Institute,  but  such  person  shall  not  take  part  in  any  of  the 
discussions,  unless  permission  to  do  so  be  given  by  the  meeting. 

Sbction  51.  All  papers  read  at  the  meetings  of  the  In- 
stitute must  relate  to  matters,  either  directly  or  indirectly  con- 
nected with  the  objects  of  the  Institute,  and  must  be  approved 
by  the  Directors  before  being  read. 

Section  52.     All  papers,  drawings  or  models  submitted  to 
the  meetings  of  the  Institute  shall  be  and  remain  the  property  . 
of  the  authors. 

Section  53.  The  President,  the  Vice  Presidents  and  the 
Chairmen  of  the  two  general  committees  shall  constitute  a 
Publication  Committee,  and  nothing  shall  be  included  in  the 
published  reports  of  the  Institute's  Proceedings,  or  in  any 
other  publication  issued  by  its  authority,  that  has  not  been 
approved  by  at  least  two-thirds  of  the  full  membership  of  the 
Publication  Committee. 

Section  54.  The  Directors  shall  meet  the  day  before  each 
general  meeting  of  the  Institute,  and  on  other  occasions,  when 
the  President  shall  deem  it  necessary  and  the  President  shall 
be  required  to  call  a  meeting  at  any  time  on  the  written  re- 
quest of  five  members  of  the  Board.  Of  such  special  meetings 
reasonable  notice  shall  be  given  by  special  call,  in  print  or 
writing,  specifying  the  business  to  be  attended  to. 

AFFILIATION  WITH  LOCAL  ASSOCIATIONS. 

Section  55.  The  Board  of  Directors  may  in  its  discretion 
make,  with  any  one  (or  each)  of  the  district  and  state  gas,  or 
gas  and  electric,  associations,  now  existing  or  hereafter  to  be 
formed,  that  will  agree  thereafter  not  to  elect  to  voting  mem- 
bership afay  person  connected  in  any  way  with  the  gas  industry 
who  is  not  directly  identified  with  gas,  or  electric,  inteiests 
within  the  district  or  state  whose  name  it  bears,  to  consult 
with  the  Institute  before  undertaking  any  original  work  of  in- 
terest to  the  gas  profession,  and   to  do  each   year,  under  the 
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direction  of  the  Institute,  a  certain  amount  of  original  work, 
agreements  for  co-operation  between  the  Institute  and  such 
associations.  Each  and  every  district  or  state  gas,  or  gas  and 
electric,  association,  with  which  such  agreements  are  entered 
into  shall  be  entitled  to  elect  one  of  its  members  a  member  of 
the  Board  of  Directors  of  the  Institute,  the  member  so  elected 
to  be  in  addition  to  those  named  in  Section  23.  provided  that 
the  number  of  such  associated  Directors  shall  never  exceed 
one-third  of  the  total  membership  of  the  Board.  Should  the 
Board  bf  Directors  provide  for  an  executive  committee,  this 
committee  shall  include  in  its  membership  one  man  from  each 
of  the  affiliated  associations  as  long  as  the  number  of  such 
associations  does  not  exceed  six.  Thereafter  there  shall  been 
the  executive  committee  at  least  six  men  who  are  members  of 
affiliated  associations  and  have  among  them  membership  in  at 
least  six  such  associations. 

PROCEEDINGS. 

Section  56.  Each  member  of  the  Institute  in  good  stand- 
ing shall  be  entitled  to  and  shall  be  furnished  by  the  Secretary* 
with  a  copy  of  the  Proceedings  of  the  Institute  for  the  current 
year,  in  which  shall  be  listed  the  names  and  addresses  of  the 
members.  In  any  such  list  each  member  should  be  listed  by 
the  title,  or  titles,  only,  from  which  he  derives  his  eligibility  to 
his  class  of  membership. 

AMENDMENTS. 

Section  57.  All  propositions  for  adding  to  or  altering  any 
of  the  provisions  of  the  foregoing  Constitution  shall  be  laid 
before  the  Directors,  who,  if  they  see  fit,  may  bring  it  before 
the  next  general  meeting  of  the  Institute  and  who  shall  be 
bound  to  do  so  on  the  requisition  in  writing  of  any  ten  mem- 
bers of  the  Institute.  All  such  propositions  shall  be  decided 
by  ballot  and  shall  require  two-thirds  of  the  vote  cast  for  their 
adoption. 


Digitized  by  VjOOQIC 


989 

BY-LAWS 

(As  amended  March  17,  1908.) 

I.'  (*Section  10.)  Each  member  proposing  a  candidate 
for  admission  is  required  to  make  a  confidential  communica- 
tion to  the  Secretary  for  forwarding  to  the  Membership  Com- 
mittee, setting  forth  in  detail  such  information,  personally 
known  to  referee,  as  shall  enable  the  directors  to  decide  upon 
the  eligibility  of  the  candidate  for  admission  to  the  Institute, 
except  that  in  the  event  of  the  requisite  number  of  members  in 
good  standing  having  personally  signed  the  application  of  a 
candidate,  this  may  be  deemed  sufficient  endorsement  and  the 
requirement  of  the  confidential  communication  referred  to 
above  shall  not  be  obligatory,  but  shall  be  optional  at  the  dis- 
cretion of  the  Membership  Committee.  The  Secretary  shall 
be  the  judge  of  the  competency  and  the  signature  of  referees. 

2.  (Section  id.)  In  the  absence  of  replies  from  the 
referees  to  inquiries  for  information,  or  if  replies  are  not  suffi- 
ciently explicit,  the  Secretary  shall  cause  the  applicant  to  be 
notified,  and  the  application  shall  be  held  in  abeyance. 

3.  (Section  10.)  At  their  first  meeting  each  year,  the 
Directors  shall  appoint  from  among  their  awn  number  a 
Membership  Committee  of  five  members.  They  shall  pass  on 
all  applications  for  membership  and  report  to  the  Directors. 
Any  correspondence  in  regard  to  an  applicant  shall  be  destroyed 
when  his  name  has  been  placed  on  the  voting  ballot,  or  upon 
withdrawal  of  the  application. 

4.  (Section  12.)  The  Secretary  shall,  twice  a  year,  on  or 
about  the  first  day  of  March  and  September,  mail  to  each 
member  entitled  to  vote,  a  ballot  stating  the  names  and  re- 
spective grades  of  the  candidates  for  membership  in  the 
Institute  which  have  been  approved  by  the  Directors,  and  the 
time  of  the  close  of  voting.  The  voter  shall  prepare  his  ballot 
by  crossing  out  the  names  of  candidates  rejected  by  him,  and 
shall  enclose  said  ballot  in  a  sealed  blank  ballot  envelope,  which 

*  Section  references  refer  to  corresponding  sections  of  Conttitution. 
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he  shall  then  enclose  in  a  second  sealed  outer  envelope  on  which 
he  shall,  for  identification,  write  his  name  in  ink.  The  ballot 
thus  prepared  and  enclosed  shall  be  mailed  or  delivered  un- 
opened to  the  Secretary.  He  shall  be  the  judge  of  the  com- 
petency and  the  signature  of  all  voters.  On  the  close  of 
voting,  the  Secretary  shall  first  open  and  destroy  the  outer 
envelopes,  and  shall  then  canvass  the  ballots,  and  certify  the 
result  to  the  Membership  Committee. 

The  Secretary  shall  not  receive  any  ballot  after  the  stated 
time  of  the  close  of  voting.  A  ballot  without  the  endorsement 
of  the  voter,  written  in  ink  on  the  outer  envelope,  shall  be 
considered  as  defective,  and  rejected  by  the  Secretary. 

The  names  of  those  persons  elected  to  membership,  with 
their  respective  grades,  shall  be  embodied  in  a  written  report, 
signed  by  the  Secretary,  and  presented  to  the  next  meeting  of 
the  Institute.  The  President  shall  then  declare  them  duly 
elected  to  membership  in  the  Institute.  The  Secretary  may, 
in  advance  of  any  meeting,  advise  each  candidate  of  the  result 
of  the  canvass  of  the  votes  in  his  case.  The  names  of  ap- 
plicants who  are  not  elected  shall  neither  be  announced  nor 
recorded  in  the  **  Proceeding.*' 

The  endorser  of  an  applicant  who  has  not  been  elected, 
may,  with  his  consent,  present  to  the  Directors  a  written  re- 
quest for  a  re-submission  of  his  name  to  ballot.  The  Directors 
may,  in  their  discretion,  by  a  three-fourths  vote  of  the  mem- 
bers present,  order  the  name  of  the  applicant  placed  on  the 
next  ballot  for  members. 

5.  (Section  13.)  Section  13  of  the  Constitution  shall  be 
printed  upon  the  notification  of  election  to  all  members  except 
Honorary  Members. 

6.  (Section  14.)  The  initiation  fee  and  annual  dues  of 
the  first  year  shall  be  due  and  payable  on  notice  of  election  to 
membership.  Bills  for  the  fee  and  dues  should  accompany  the 
notification  of  election.  Thereafter  the  annual  dues  shall  be 
due  and  payable  on  the  first  day  of  October  of  each  year. 

7.  (Section  14.)  Upon  payment  of  the  initiation  fee  and 
annual  dues,  a  newly  elected  member  shall  receive  a  copy  of 
the  volume  of  the  proceedings  containing  the  report  of  the 


Digitized  by  V^OOQlC 


991 

meeting  held  in  the  then  current  fiscal  year,  and  copies  of  any 
other  publications  of  the  Institute,  which  may  have  been  dis- 
tributed without  charge  to  the  members  during  that  year, 
even  though  the  date  of  issue  of  these  publications  is  prior  to 
that  of  the  election  of  such  member. 

8.  (Section  i6.)  Each  member  shall  be  entitled  to  a 
badge  upon  payment  of  an  amount  to  be  fixed  from  time  to 
time  by  the  Directors.  Upon  his  ceasing  to  be  a  member,  he 
shall  return  his  badge,  and  receive  therefor  the  sum  of  $2.00. 

9.  (Section  16.)  Each  member  shall  be  entitled  to  a 
certificate  of  membership  signed  by  the  President  and  Secre- 
tary. Every  such  certificate  shall  remain  the  property  of  the 
Institute  and  shall  be  returned  to  the  Secretary  on  demand  of 
the  Directors. 

10.  (Section  19.)  The  Treasurer  shall  present  to  the 
Directors  the  name  of  any  member  in  arrears  for  more  than 
one  year. 

11.  (Section  26.)  The  Secretary  shall  furnish  the  Di- 
rectors with  the  information  needed  for  their  annual  report, 
excepting  only  as  to  finances,  or  to  matters  which  have  been 
entrusted  to  special  committees.  The  financial  report  shall  be 
made  by  the  Treasurer  to  the  Finance  Committee. 

12.  (Section  26.)  The  fiscal  year  of  the  Institute  shall 
begin  September  ist. 

13.  (Section  28. )  The  President  shall,  at  the  first  session 
of  the  Annual  Meeting,  appoint  three  Tellers  of  Election,  who 
shall  canvass  the  vote  cast  for  ofiicers,  and  report  the  result 
to  the  meeting. 

14.  (Section  31.)  The  Nominating  Committee  shall  re- 
port at  the  first  session,  and  a  ballot  be  taken  on  their  report 
at  once,  unless  twenty  or  more  members  object.  In  such  case, 
the  ballot  for  oflBcers  shall  take  place  at  the  first  session  of  the 
second  day. 

15.  (Section  31.)  If  the  report  of  the  Nominating  Com- 
mittee is  not  unanimously  adopted,  the  Tellers  of  Election 
shall  distribute  ballots  among  the  members. 
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i6.  (Section  33.)  When  the  appointment  of  a  chair- 
man is  not  included  in  the  appointment  of  a  committee,  the 
latter  shall  elect  their  own  chairman. 

17.  (Section  36.)  The  Secretary  shall  be  in  charge  of 
the  membership  lists.  He  shall  also  be  in  charge  of  all  other 
property  of  the  Institute  not  distinctly  pertaining  to  the 
Treasurer's  work. 

18.  (Section  37.)  The  annual  report  of  the  Treasurer 
shall  be  embodied  in  the  financial  report  of  the  Directors. 

19.  (Section  37.)  Neither  the  Treasurer  nor  any  other 
officer  of  the  Institute  shall  pay  out  money  except  upon  bills 
approved  by  the  President  and  a  member  of  the  Finance  Com- 
mittee. 

20.  (Section  37.)  The  Treasurer  shall  furnish  a  bond 
for  the  faithful  performance  of  his  duties  to  such  amount  as 
the  Finance  Committee  may  require,  such  bond  to  be  procured 
from  an  incorporated  guarantee  company  at  the  expense  of 
the  Institute. 

21.  (Section  39.)  The  President,  subject  to  subsequent 
approval  by  the  Directors,  may,  in  his  discretion,  appoint  a 
member  or  members  of  the  Institute  to  represent  it  at  meet- 
ings of  Associations  of  kindred  aim  or  at  public  functions. 
Such  delegates  should  be  designated  as  "Honorary  Vice 
Presidents,"  and  their  duties  shall  terminate  with  the  occasion 
for  which  they  are  appointed. 

22.  (Section  39.)  At  their  first  meeting  each  year,  the 
Directors  shall  appoint  an  Arrangement  Committee  to  have 
charge  of  all  the  details  connected  with  the  next  annual  meet- 
ing, except  only  as  to  papers. 

23.  (Section  55.)  Upon  receipt  of  official  notice  from 
any  district  or  state  gas,  or  gas  and  electric  association,  of 
a  desire  to  affiliate  with  the  Institute  and  comply  with 
the  provisions  of  Section  55  of  the  Constitution,  the  Direc- 
tors shall  authorize  the  President  and  Secretary  to  execute  an 
agreement  with  such  district  association.     Upon  execution  of 


993 

such  agreement,  the  person  designated  by  the  district  associa- 
tion as  its  representative  on  the  Board  of  Directors,  will  be 
recognized  as  a  member  of  such  board  to  continue  in  office 
until  his  successor  is  appointed  by  the  district  association  ;  or 
until  the  agreement  is  cancelled. 

24.  (Section  57.)  Amendments  of ,  or  additions  to,  the 
By-Laws  may  be  adopted  by  the  Directors  by  a  unanimous 
vote  at  any  meeting.  When  objection  is  made,  two  weeks* 
notice  and  copy  of  the  proposed  changes  shall  be  sent  to  each 
Director.  At  any  meeting  subsequent  to  such  notice,  a  two- 
thirds  vote  will  be  sufficient  for  adoption. 
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Market  Square,  Providence,  Rhode  Island. 
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Armington,  William  A.,  October  17th,  1906. 
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port,  New  York. 
Armstrong,  F.  S.,  October  17,  1906. 
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Magager    Colorado    Springs    Light    and    Power    Co.,    Colorado 

Springs,  Colo. 
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Bacque,  Louis  H.,  October  17th,  1906. 
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Bailey,  William,  October  17th,  1906. 
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Company,  Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania. 
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Battin,  Isaac,  October  17th,  1906. 

Treasurer  and  Engineer,   Omaha   Gas  Company,   1224  Famam 
Street,  Omaha,  Nebraska. 

Bauekhyte,  Wiluam,  October  17th,  1906. 

Vice-President,  Pasadena  Consolidated  Gas  Company,  25  East 
Colorado  Street,  Pasadena,  California. 

Baxter.  Isaac  C,  October  17th,  1906. 

President,    Bucyrus    (Ohio)    Gas   &    Electric   Light    Company, 
Wayne  County  Bank  Building,  Detroit,  Michigan. 

Bayley,  C  Clay,  October  17th,  1906. 

Assistant  to  Engineer,  Washington  Gas  Light  Company,  Twenty- 
sixth  and  G  Streets,  Washington,  District  of  Columbia. 

Beach,  E.  Chandler,  October  17th,  1906. 

General    Manager,    Pulaski    Gas    Light   Company,    Little   Rock, 

Arkansas. 
Beadenkopf,  George,  October  17th,  1906. 

Engineer,  Consolidated  Gas  &  Electric  Light  &  Power  Company, 

Lexington  and  Liberty  Streets,  Baltimore^  Maryland 

Beadle,  Albert  B.,  October  17th,  1906. 

Consulting  Gas   Engineer,  82  Beaver   Street,    New  York,   New 

York. 
Real,  A.  R.,  October  17th,  1906. 

Manager   Gas   Department,    Newburgh    Light,   Heat   &   Power 

Company,  Newburgh,  New  York. 

Beal,  T.  R.,  Octber  17th,  1906. 

General  Manager,  Poughkeepsie  Light,  Heat  &  Power  Company, 

309  Main   Street,  Poughkeepsie,  New  York. 
Beal,  William  R.,  October  17th,  1906. 

President  and  General  Manager,  Newburgh  Light,  Heat  &  Power 

Company,  Newburgh,  New  York. 
Bbardslee,  Charles  S.,  October  17th,  1906. 

Superintendent,  Geveland  Gas  Light  &  Coke  Company,   Front 

Avenue,  N.  W.,  Geveland,  Ohio. 
Beaumont,  Walter  W.,  September  25th,  1907. 

Assistant    Superintendent    Street    Lighting    Department.      The 

Equitable  Illuminating  Company,  24  North  22nd  Street,  Philadel- 
phia, Pennsylvania. 
Beck,  George  W.,  October  17th,  1906. 

Superintendent  Sunbury  Gas  Company,  Sunbury,  Pennsylvania. 
Bedle,  Wiluam  E,,  October  17th,  1906. 

Manager,  Citizens  Light  &  Fuel  Company,  South  Amboy,  New 

Jersey. 
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Bku;s,  John  I.,  October  17th,  1906. 

President,    Laclede   Gas    Light   Company,    St.   Louis,    Mo.,    Mil- 
waukee,  Wisconsin. 

Reirne,  Edward  J.  O.,  January  3rd,  1907. 

Consulting  Engineer,  Hattiesburg  (Miss.)  Gas  Company,  Empire 
Building,  Atlanta,  Georgia. 

Bell,  Ernest  William,  October  17th,  1906.  , 

Consulting  Engineer,    1332  West  Jefferson  Street,  Los  Angeles, 
California. 

Bement,  a.,  October  17th,  1906. 

Consulting  Engineer,  American  Trust  Building,  Chicago,  Illinois. 

Bennett,  Charles  W.,  October  17th,  1906, 

Superintendent,  Consolidated  Gas  Company  of  New  Jersey,  635 
Mattison  Avenue,  Asbury  Park,  New  Jersey. 

Benson,  Fred  S.,  October  17th,   1906. 

Chief    Engineer,    Eastern    Division,    Brooklyn    Union    Gas    Co., 
Kent  Avenue  and   Cross   Street,   Brooklyn,    New  York. 

Berger.  E.  T.,  October  17th,  1906. 

Secretary,   Union   Gas   &   Electric   Company,    Bloomington,    III. 
818  Penobscot  Building,  Detroit,  Michigan. 

Berkley,  Jos.  M.,  October  17th,  1906. 

Engineer,  City  Gas  Company  of  Los  Angeles,  California. 

Bertke,  William  John,  October  ist,  1907. 

Assistant  Superintendent  Wyandotte  Gas  Company,  Kansas  City, 

Kansas. 
Bertrand,  p.  a.,  October  17th,  1906. 

General   Manager,  Jefferson   City  Light,   Heat  &  Power  Com- 
pany, Jefferson  City,  Missouri. 
Bigelow,  Arthxjr  p.,  October  17th,  1906. 

Superintendent,  Allentown  Gas  Company,  516  Hamilton  Street, 

Allentown,  Pennsylvania. 
Bill,  Benjamin  P.,  October  17th,  1906. 

Assistant     Superintendent,     Springfield     Gas     Light     Company, 

Springfield,  Massachusetts. 
BissELL.  West,  October  17th,  1906. 

Consulting  Engineer,   Jersey  City,   New  Jersey. 
BixBY,  Howard,  October  17th,  1906. 

Superintendent,  Green  Bay  Gas  &  Electric  Company,  204  North 

Washington   Street,   Green   Bay,  Wisconsin. 
BixBY,  W.  A.,  October  17th,  1906. 

General  Manager,  Springfield  Gas  &  Electric  Company,  Spring 

field,  Missouri. 
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Blalvelt,  Warren  S.,  October  17th,  1906. 

Superintendent,    Coke    Oven    Department,    Detroit   Works,    The 

Solvay  Process  Company,  Detroit,  Michigan. 
Blowers,  Frank  W.,  October  17th,  1906. 

Secretary  and  General  Manager,  Kalamazoo  Gas  Company,  Kala- 
mazoo, Michigan. 
Board  MAN,  A.  R,  October  17th,  1906. 

Macon    Gas    Light    &   Water    Company,   41    Wall    Street,    New 

York,  New  York. 
BoDiNE,  Samuel  Taylor,  October  17th,  1906. 

First    Vice-President  and   General    Manager,    The    United    Gas 

Improvement  Company,  Broad  and  Arch  Streets,   Philadelphia, 

Pennsylvania. 
Bond,  Charles  O.,  January  3rd,  1907. 

Chief  Photometrist,  Philadelphia  Gas  Works,  24  North  Twenty- 
second    Street,   Philadelphia,    Pennsylvania. 
Boone,  Charles,  October  17th,  1906. 

Superintendent,    New   Amsterdam   Gas   Company,   432   Hopkins 

Avenue,  Astoria,  Long  Island,  New  York. 
Borgner,  Cyrus,  October  17th,  1906. 

President,    Cyrus    Borgner    Company,    234    North    Twenty-third 

Street,  Philadelphia,   Pennsylvania. 
Bowen,  F.  W.,  October  17th,  1906. 

Superintendent  of   Distribution,   Consolidated   Gas   Company  of 

New  Jersey,  164  Broadway,  Long  Branch,  New  Jersey. 
Bradley,  Charles  W.,  October  17th,   1906. 

Engineer,    North    Western    Gas    Light    &    Coke    Company,    115 
*•         North  Oak  Park  Avenue,  Oak  Park,  Illinois. 
Bradley,  Fred  L.,  October  17th,  1906. 

Superintendent  99th  Street  Station,  Consolidated  Gas  Company 

of  New  York,  302  East  Ninety-ninth   Street,  New  York,  New 

York. 
Bradley,  S.,  October  17th,  1906. 

President,  Atlantic  City  Gas  &  Water  Company,  Atlantic  City, 

New  Jersey. 
Bradley,  William  H.,  October  17th,  1906. 

Chief   Engineer,   Consolidated   Gas   Company   of    New    York,   4 

Irving  Place,  New  York,  New  York. 
Brady,  James  C,  January  3rd,  1907. 

Director,  New  Amsterdam  Gas  Company,  54  Wall  Street,  New 

York,  New  York. 
Brady,  John  T.,  October  17th,  1906. 

Assistant    Treasurer,    Denver    Gas    &    Electric    Company,    405 

Seventeenth   Street,   Denver,   Colorado. 
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Braine,  John  H.,  October  17th,  1906. 

Superintendent  of  Distribution,  Public  Service  Corporation  of 
New  Jersey,  35  Front  Street,  Newark,  New  Jersey. 

Bredel,  Fred,  October  17th,  1906. 

Gas  Engineer,  405  Keene  Street,  Milwaukee,  Wisconsin. 

Briggs,  G.   W.,  October  17th,   1906. 

Superintendent,  Gas  Department  Michigan  City  Gas  and  Electric 
Company,  Michigan  City,  Indiana. 

Britsch,  Mathias,  October  17th,  1906. 

Superintendent,  Cicero  Station,  North  Western  Gas  Light  and 
Coke  Company,  Lombard  Avenue  and  G.  W.  Tracks,  Oak  Park, 
Illinois. 

^RiTTON,  John  A.,  October  17th,  1906. 

President  California  Gas  and  Electric  Corporation,  925  Frank- 
lin Street,  San  Francisco,  California. 

Brodnax,  Wm.  F.,  October  ist,  1907. 

Assistant  Superintendent,  Allentown  Gas  Company,  Allentown, 
Pennsylvania. 

Brown,  Ernest  C,  October  17th,  1906. 

Secretary  and  Treasurer,  Boone  (Iowa), Gas  Company,  Editor, 
Progressive  Age,  280  Broadway,  New  York,  New  York. 

Brown,  R.  B.,  October  17th,  1906. 

Engineer,  Milwaukee  Gas  Light  Company,  182  Wisconsin  Street, 

Milwaukee,  Wisconsin. 
Brown,  Robert  E.,  October  17th,  1906. 

General    Manager,    Mankato    Gas    &    Electric   Light   Company, 

Mankato,  Minnesota. 
J^ROWN,  W.  O.,  October  17th,  1906. 

Foreman,  Public  Service  Corporation  of  New  Jersey,  256  North 

Park  Street,  East  Orange,  New  Jersey. 
Bruce,  Howard,  October  17th,  1906. 

With  Bartlett,  Hay  ward  &  Company,  Baltimore,  Maryland. 
Brundrett,  Ernest  L.,  October  17th,  1906. 

General  Auditor,  United  Gas  Improvement  Company,  100  North 

Broad  Street,  Philadelphia,  Pennsylvania. 
Bryant,  Charles  F.,  October  17th,  1906. 

Auditor,    Mohawk   Valley    Company,    527    Fifth    Avenue.    New 

York,  New  York. 
Bucher,   Paul,   October   T7th,    1906. 

Superintendent,    White    Plains    District    Westchester    Lighting 

Company,  29  Court  Street,  White  Plains,  New  York. 

Buck,  H.  M.,  October  17th,  1906. 

Manager,  Waukesha  Gas  &  Electric  Company,  Waukesha,  Wis- 
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Bullock,  B.  R,  October  17th,  1906. 

Superintendent,  City  Gas  Works,  Municipal  Plant,  Fredericks- 
burg, Virginia. 

Bump,  Milan  R.,  October  17th,  1906. 

Engineer,  The  Denver  Gas  &  Electric  Company,  60  Wall  Street, 
New  York,  New  York. 

BuNKES,  Theodore>  Octobcr  iTtb,  1906. 

Engineer,  Gas  Department,  Passaic  Division,  Public  Service  Cor- 
poration, 188  Ellison  Street,  Paterson,  New  Jersey. 

BusGESS,  C.  P.,  October  17th,  1906. 

Professor  of   Chemical  Engineering,  University  of  Wisconsin, 
Madison,  Wisconsin. 

BuKGi,  Herman,  October  17th,  1906. 

Superintendent,  Central  Union  Gas  Company,   1173  East  139th 
Street,  New  York,  New  York. 

BuKLEiGH,  John  J.,  September  25th,  1907. 

Vice-President,  Public  Service  Corporation,  418  Federal  Strect» 
Camden,  New  Jersey. 

BuMiTT,  DwiGHT  P.,  October  ist,  1907. 

Superintendent,    Springfield    Gas    Light    Company,    Springfield, 
Massachusetts. 

BuET,  Austin,  October  17th,  1906. 

General    Superintendent,    Citizens    Gas  &    Electric    Company, 
Waterloo,  Iowa. 

BuscB,  John  L.,  October  17th,  1906. 

Superintendent  Gas  Department,  Decatur  Railway  &  Light  Com- 
pany, Decatur,  Illinois. 

Bush,  Robert  Wilder,  October  17th,  1906. 

Engineer,  Metropolitan  Works,  Brookljm  Union  Gas  Company, 
i2th  Street,  Brooklyn,  New  York 

Butler,  Matthew  W.,  October  17th,  1906. 

Chief  Engineer,  Leeds  Process  Company,  5027  Larchwood  Ave- 
nue,  Philadelphia,   Pennsylvania. 

Butterworth,  C.  W.,  October  17th,  1906. 

Superintendent,  Milton  Gas  Company,  Milton,  Pennsylvania. 

Butter  WORTH,  Irvin,  October  17th,  1906. 

Vice-President  and  General   Manager,  Detroit  City  Gas   Com- 
pany, 230  Woodward  Avenue,   Detroit,   Michigan. 

Byers,  C.  a.,  October  17th,  1906. 

Consulting   Engineer,   3201   CoUingwood   Avenue,   Toledo,   Ohio. 

Byrne,  Edward  J.,  October  17th,  1906. 

Engineer,  Citizens  Works,  Brookl3m  Union  Gas  Company,  Fifth 
and  Hoyt  Streets,  Brooklyn,  Xew  York. 
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Byrne.  Thomas  R,  October  17th,  igo6. 

Engineer,  Kings  County  Lighting  Company,  5912  New  Utrecht 
Avenue,  Brooklyn,  New  York. 

Cabot,  John,  October  17th,  1906. 

Manufacturer  of  Purifier  Trays,  1412  Adams  Street,  Hobokcn, 
New  Jersey. 

Cagney,  J.  J.,  October  17th,  1906. 

Assistant    Secretary   and    Treasurer,    Montreal    Light,    Heat   & 
Power  Company,  Box  2396,  Montreal,  Canada. 

Cahill,  William  J.,  October  17th,   1906. 

General  Manager,  Gas  Department,  Utica  Gas  &  Electric  Com- 
pany, 217  Genesee  Street,  Utica,  New  York. 

Callender,  Elbert  P.,  October  17th,  1906. 

Editor,  American  Gas  Light  Journal,  42  Pine  Street,  New  York, 
New  York. 

Campbell,  Alex  J.,  October  17th,  1906. 

General  Manager,  New  London  Gas  &  Electric  Company,  New 
London,    Connecticut. 

Campbell,  S.  K.,  October  17th,  1906. 

Superintendent,  Nassau  and   Suffolk  Lighting  Comf>any,  Hemp- 
stead, New  York. 

Cantril,  Arthur  N.,  October  17th,  1906. 

General  Manager  and  Treasurer,   Pueblo  Gas  and  Fuel   Com- 
pany, 509  North  Main  Street,  Pueblo,  Colorado. 

Carpenter,  Harold  Eugene,  September  25th,   1907. 

'  Superintendent    of    Construction,   The   Astoria    Light,    Heat    & 
Power  Company,  142  East  27th  Street,  New  York,  New  York. 

Carson,  George  S.,  October  17th,  1906. 

President,  Iowa  City  Gas  Light  Company,  Iowa  City,  Iowa. 

Carter,  Robert  A.,  October  ist,  1907. 

Vice-President,    Consolidated   Gas   Company  of   New   York,    4 
Irving   Place,   New   York,   New   York. 

Castor,  William  A.,  October  17th,  1906. 

Superintendent  of  Meters,  United  Gas  Improvement  Company, 
1646   Dyre   Street,    Philadelphia,    Pennsylvania. 

Cathels,  Edmund,  October  17th,  1906. 

Engineer,  Providence  Gas  Company,  Providence,  Rhode  Island. 

Cathels,  Willlam  M.,  October  17th,  1906. 
206  Milton  Street,  Montreal,  Canada. 

Causebrook,  W.  R.,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corpora 
tion,    129   East  Front  Street,   Plainfield,   New  Jersey. 
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Chad  WELL,  William  H.,  September  25th,  1907. 

Superintendent,  Market  Street  Gas  Works,  Public  Service  Cor 
poration,  Newark,  New  Jersey. 

Cbamberlin,  Glenn  R,,  October  17th,  1906. 

Secretary  and  Manager,  Commercial  Department,  Grand  Rapids 
Gas  Light  Company,  Ottawa  and  Pearl  Streets,  Grand  Rapids» 
Michigan. 

Channon,  Harry  O.,  September  25th,  1907. 

Manager,  Quincy  Gas,  Electric  and  Heat  Company,  422  Maine 
Street,  Quincy,  Illinois. 

Chewning,  Walter  L.,  September  25th,  1907. 

Superintendent,  Front  Street  Gas  Works,  Public  Service  Cor- 
poration,  Newark,   New  Jersey. 

Chichester,  Alfred  A.,  October  17th,  1906. 

Division  Superintendent,  Peoples  Gas  Light  &  Coke  Company, 
485  East  Forty-second  Street,  Chicago,  Illinois. 

Child,  Ralph  S.,  October  17th,  1906. 

Treasurer,  Child,  Hulswit  &  Company,  Operating  Gas  &  Electric 
Properties,     411     Michigan     Trust     Buildinj?.     Grand     Raoids. 
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Clark,  R.  W.,  October  17th,  1906. 

Care  Minneapolis  General  Electric  Company,  Minneapolis, 
Minnesota. 

Clakk,  Walton,  October  17th,  1906. 

Third  Vice-President,  The  United  Gas  Improvement  Company, 
N.  W.  Comer  Broad  and  Arch  Streets,  Philadelphia,  Penn- 
sylvania. 

Clark,  William  J.,  October  17th,  1906. 

Vice-President,  Westchester  Lighting  Company,  Mount  Veraoo, 
New  York. 

Clarke,  Joseph,  October  ist,  1907. 

Manager,  Cape  Girardeau  (Missouri)  Water,  Gas  and  Electric 
Company,   Washington    Hotel,   St.    Louis,   Missouri 

Clary,  Edward  D.,  October  17th,  1906. 

Secretary  and  Superintendent,  Burlington  Gas  Light  Company, 
215  Jefferson   Street,   Burlington,  Iowa. 

Clausen,  William  P.,  October  17th,  1906. 

Superintendent  and  Manager,  Union  Gas  &  Electric  Company, 
316  North  Main  Street,  Bloomington,  Illinois. 

Clements,  W.  B.,  October  17th,  1906. 

Treasurer,  Peekskill  Lighting  and  Railroad  Company,  Ossining, 

New   York. 
Cline,  W.  B.,  October  17th,  1906. 

President  and  General  Manager,  Los  Angeles  Gas  &  Electric 

Company,  645  South  Hill  Street,  Los  Angeles,  California. 
CoATE,  P.  S.,  October  17th,  1906. 

Manager  and  Secretary-Treasurer,  Chatham  Gas  Company,  Lim- 
ited, King  Street  West,  Chatham,  Ontario,  Canada. 
Cobb,  B.  C,  October  17th,  1906. 

Vice-President,   Bay   City    (Michigan)    Gas   Company,   7  Wall 

Street,  New  York,   New  York. 
Cobb,  S.  P.,  October  17th,  1906. 

Engineer  Canandagua   Gas   Light  Company,   Canandagua,   New 

York. 
Coffin,  John  A.,  October  17th,  1906. 

Superintendent  and  Agent,  Gloucester  Gas  Light   Company,  96 

Main  Street,  Gloucester,  Massachusetts. 
CoGGSHALL,  Henry  E.,  Octobcr  17th,  1906. 

Treasurer  and  General  Manager,  Fitchburg  Gas  &  Electric  Light 

Company,  374  Main  Street,  Fitchburg.  Massachusetts. 
CoHN,  Chas.  M.,  June  19th,  1907. 

Secretary,  Consolidated  Gas,  Electric  Light  and  Power  Co.,  of 

Baltimore,  Baltimore,  Maryland. 
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Cole,  C.  M.,  October  17th,  1906. 

Assistant  Superintendent,  Wyandotte  Gas  Company,  Kansas  City, 
Kansas. 
Cole,  George  M.,  October  17th,  1906. 

Manager,  Plattsburgh  Light,  Heat  &  Power  Company,  28  Mar- 
garet Street,  Plattsburgh,  New  York. 
Cole,  Wm.  W.,  October  17th,  1906. 

President    and    General    Manager,    Elmira    Water,    Light    and 
Railway  Company,  Elmira,  New  York. 
Collins,  Carroll,  October  17th,  1906. 

Treasurer  and  General  Manager,  Marshall  Gas  Light  Company, 
Marshall,  Michigan. 
Collins,  Charles  Russell,  October  17th,  1906. 

Consulting  Engineer,  321   Globe  Building,   Seattle,  Washington. 
Collins,  David  J.,  October  17th,  1906. 

Sales  Agent,  The  United  Gas  Improvement  Company,  Broad  and 
Arch  Streets,  Philadelphia,  Pennsylvania. 
Collins,  Henry  P.,  October  17th,  1906. 

Manager,   Herkimer    County   Light   and    Power   Company,    587 
Albany  Street,  Little  Falls,  New  York. 
Colvin,  J.  E.,  October  17th,  1906. 

Superintendent,  Muncie  Gas  Light  &  Fuel  Company,  301   East 
Main  Street,  Muncie,  Indiana. 
Combs,  Roger  B.,  October  17th,  1906. 

Engineer  with  The  United  Gas  Improvement  Company,  Broad 
and  Arch  Streets,  Philadelphia,  Pennsylvania. 
CoNGDON,  Richard  C,  October  17th,  1906. 

Manager,  Atlanta  Gas  Light  Company,  Atlanta,  Georgia. 
CoNLiN,  John  J.,  October  17th,  1906. 

General    Foreman,    Savannah   Gas    Company,    P.    O*'  Box   426, 
Savannah,  Georgia. 
Conners,  Mathias,  October  17th,  1906. 

Superintendent,   People's   Gas   Light   and   Coke   Company,  31st 
Street  and  Pitney  Court,  Chicago,  Illinois. 
Cook,  Chas.  G.,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments  Public  Service  Corporation, 
222  East  State  Street,  Trenton,  N.  J. 
Cook,  Henry  R.,  Jr.,  September  25th,  1907. 

Superintendent,  Consumers'  Gas  Works,  Public  Service  Corpora- 
tion, Jersey  City,  N.  J. 
Cooke,  Alfred  S.,  October  17th,  1906. 

Auditor,  Union  Gas  &  Electric  Company,  40  Wall  Street,  New 
York,  New  York. 
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Coombs,  Moses,  October  i-th,  1906. 

Superintendent  Gas  Department,  Youngstown  Consolidated  Gas 
&  Electric  Company,   1002  High  Street,  Youngstown,  Ohio. 

Cooper,  W.  H.,  October   17th,   igo6. 

Superintendent,    Chuctanuda    Gas    Light    Company,    33    Market 
Street,  Amsterdam,  New  York. 

Copley,  I.  C,  October  17th,   1906. 

President,   Western    United   Gas  &  Electric   Company,   Aurora. 
Illinois. 

Cornish,  R.  C,  October  17th,  1906. 

Assistant   Engineer,   Milwaukee  Gas  Light  Company,   182  Wis- 
consin Street,  Milwaukee,  Wisconsin. 

CoRSCOT,  John,  October  17th,  1906. 

General  Manager,  Madison  Gas  &  Electric  Company,  Madison, 
Wisconsin. 

CoRTis,  DwiGHT  T.,  October  17th,  1906. 

Manager,  Boston  Gas  Appliance  Exchange,  16-20  West  Street. 
Boston,   Massachusetts. 

CosGROVE,  W.  L.,  October  17th,  1906. 
Atlanta,  Georgia. 

Covert,  Ira  C,  October  ist,  1907. 

Superintendent,  Gas  Department,  The  Paducah  Light  &  Power 
Company,  Paducah,  Kentucky. 

CowDERY,  Edward  G.,  October  17th,  1906. 

Peoples  Gas  Light  &  Coke  Company,  Michigan  Avenue  and  Ad- 
ams Street,  Chicago,  Illinois. 

CowPERTHWAiT,  B.  W.,  Octobcr  17th,   1906. 

Secretary,    Treasurer   and    Manager,    Faribault    Gas    &    Electric 
Company,   Faribault,   Minnesota. 

Crafts,  Harry  C,  October  17th,  1906. 

Superintendent,  Pittsfield  Coal  Gas  Company,  30  South   Street, 
Pittsfield,  Massachusetts. 

Crahan,  B.  J.,  October  17th,  1906. 

Superintendent  Portsmouth  Gas  Company,  Portsmouth,  Ohio. 

Crawford,  Elmer,  October  17th,  1906. 

Superintendent,    Sterling   Gas    Company,    Sterling,   Illinois. 

Crawford,  H.  T.,  October  17th,  1906. 

Cashier,  Waukegan  Gas  Company,  Waukegan,  Illinois. 

Crawford,  Ronald,  October  17th,  1906. 

General   Manager,    Stamford  Gas   &   Electric    Company,    Stam- 
ford, Connecticut. 
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Crawford,  Thomas,  January  3rd,  1907. 

General  Manager,  Clinton  Gas  Light  &  Coke  Company,  Clinton, 

Iowa. 
Cressler,  a.  D.,  Ottober  17th,  1906. 

President   and   Engineer,   Kerr   Murray   Mfg.   Company,    Fort 

Wa)me,  Indiana. 

Cresson,  B.  F.,  October  17th,  1906. 

General    Manager,   Easton   Gas   &   Electric   Company,   Easton, 
Pennsylvania. 

Crighton,  D.  K.,  October  17th  1906. 

Engineer,    C.    H.   Geist    Company,   Commercial   National    Bank 
Building,  Chicago,  Illinois. 

Crilley,  Roger,  October  17th,  1906. 

General  Foreman,  Elizabethtown  Gas  Light  Company,  19  Loomis 
Street,  Elizabeth,  New  Jersey.  ^ 

Crisfield,  J.  A.  P.,  October  17th,  1906. 

Engineer  of  Construction,  United  Gas  Improvement  Company, 
1405  Arch  Street,  Philadelphia,  Pennsylvania. 

Critchlow,  E.  C,  October  17th,  1906. 

Manager,  Citizens  Heat  &  Light  Company,  Elwood,  Indiana. 

Cronin,  Ernest  A.,  October  T7th,  1906. 

Assistant  Secretary,  Kansas  City  (Mo.)   Gas  Company,  Kansas 
City,  Missouri. 

Cross,  Philip,  October  17th,  1906. 

Manager,    Commercial    Department,    Denver     Gas    &    Electric 

Company,  Denver,  Colorado. 
Crow,  A.  D.,  October  17th,  1906. 

Cashier,  Oberlin  Gas  &  Electric  Company,  49  South  Main  Street, 

Oberlin,  Ohio. 
Crowell,  F.  B.,  October  17th,  1906. 

Consulting  and  Contracting  Engineer,  5  Gould  Building,  Atlanta, 

Georgia. 
Crowley,  John  P.,  October  17th,  1966. 

Secretary    and    Treasurer,    St.    Paul    Gas    Light    Company,    St 

Paul,  Minnesota. 
Cunningham,  John  H.,  October  17th,  1906. 

Secretary    and    Treasurer,    Westminster    Gas    Light    Company, 

Westminster,  Maryland. 
CuRRAN,  G.  W.,  October  17th,  1906. 

Assistant  General  Agent.  Philadelphia  Gas  Works,   United  Gas 

Improvement  Company,  Broad  and  Arch  Streets,   Philadelphia,. 

Pennsylvania. 
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Curtis,  Samuel  P.,  October  17th,  1906. 

General  Manager,  American  Gas  Company,  222  South  Third 
Street,  Philadelphia,  Pennsylvania. 

CuRTiss,  Geo.  W.,  September  25th,  1907. 

Superintendent,  Camden  Coke  Works,  Gas  Department,  Camden, 

Xew  Jersey. 
CuTCHEON,  Max.  H.,  October  17th,  1906. 

General   Manager,   Houghton   County  Gas  and   Coke   Company, 

Hancock,  Michigan. 

Dales,  James  Stewart,  Jr.,  October  17th,  1906. 

Consulting  Engineer.  Child,  Hulswit  &  Company,  411  Michigan 
Trust  Building,  Grand  Rapids,  Michigan. 

Daly,  Augustin  J.,  October   17th,  1906. 

Superintendent,  North  Division  Street  Department  Laclede  Gas 
Light  Company,  11 28  North  Kingshighway,  St.  Louis,  Mis- 
souri. 

Daly,  Martin  B.,  October  17th,  1906. 

President  and  General  Manager,  East  Ohio  Gas  Company.  1447 
East  6th  Street,  Cleveland,  Ohio. 

Dashiell,  p.  T.,  October  17th,  1906. 

Assistant  Engineer,  Gas  Department,  Essex  Division,  Public 
Service  Corporation,  224  Broad   Street.  Newark,  New  Jersey. 

Daugherty,  George.  October  17th,  1906. 

Superintendent,  Warren  Gas  Light  Company,  409  Adams  Street, 

Warren,  Ohio. 
Davidson,  Edward  S.,  October  17th,  1906. 

Superintendent,   Acetylene   Apparatus   Manufacturing   Company, 

25th  and  Butler  Streets,  Chicago,  Illinois. 

Davidson,  Rolland  A.,  October  17th,  1906. 

President  and  Manager,  Hudson  County  Gas  &  Electric  Com- 
pany, 58  William  Street,  New  York,  New  York. 

Davies,  H.  W.,  October  17th,  1906. 

Superintendent   of    Pintsch    Compressing    Company,   303    South 

30th  Street,  Philadelphia,  Pennsylvania. 
Davis,  David,  October  17th,  1906. 

Secretary,  Litchfield  Gas  Company,  Litchfield,  Illinois. 
Davis,  Ernest  H.,  October  17th,  1906. 

Treasurer,   Mifflin  County  Gas  &  Electric  Company,  Lewistoo, 

Pennsylvania. 
Davis,  R.  N.,  January  3rd,  1907. 

Assistant   Superintendent,  Universal   Gas  Company,  3138  Sooth 

Park  Avenue,  Chicago,  Illinois. 
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Dawes,  Fred  A.,  January  3rd,  1907. 

President    Gainesville    (Texas)    Gas    Company,    703    Rook«ry 
Building,  Chicago,  Illinois. 

Dawes,  Rufus  C,  October  17th,  1906. 

President   Mobile    (Alabama)    Gas    Company,  621    New   York 
Life  Building,  Chicago,  Illinois. 

Dawson,  Gec«ge  H.,  October  17th,  1906. 

Superintendent  Station  C,  Western  United  (xas  &  Electric  Cx>m- 

pany,  343  North  Ashland  Avenue,  La  Grange,  Illinois. 
Day,  C.  L.,  October  17th,  1906. 

General  Superintendent  Street  and  Meter  Department,  Peoples 

Gas  Light  &  Coke  Company,   157   Michigan  Avenue,   Chicago, 

Illinois. 
Dell,  John,  October  17th,  1906. 

President,  Hannibal  Gas  &  Electric  Company,  411  Olive  Street, 

St.  Louis,  Missouri. 
Denison,  Harry,  October  17th,  1906. 

Fitter-Cranford  Gas  Light  Company,  Westfield,  New  Jersey. 
Dexter,  MacDougald,  October  17th,  1906. 

Superintendent,  Gas   Light  Company  of  Columbus,   Columbus, 

Georgia. 
Dewey,  V.  F.,  October  17th,  1906. 

Superintendent  of  Manufacturing  and  Distribution,  Detroit  Qty 

Gas  Company,  230  Woodward  Avenue,  Detroit,  Michigan. 
Diall,  M.  N.,  October  17th,  1906. 

Superintendent,    Terre     Haute     Gas    Company,    Terre    Haute, 

Indiana. 
Dibbens,  W.  Z.,  October  17th,  1906. 

Manager,  Guthrie  Gas  Company,  Guthrie,  Oklahoma. 
Dickel,  Carl  A.,  October  17th,  1906. 

Secretary,  Cyrus  Borgner  Company,  326  North  Robinson  Street, 

Philadelphia,  Pennsylvania. 
DiCKERSoN,  James,  October  17th,  1906. 

Manager,  Peoples  Gas  &  Electric  Company,  70  East  First  Street, 

Oswego,  New  York. 
Dickey,  Charles  H.,  October  17th,  1906. 

Director,  Consolidated  Gas  Electric  Light  and  Power  Company 

of  Baltimore,  Box  773,  Baltimore,  Maryland. 

Diffenderfer,  J.  G.,  January  3rd,  1907. 

Manager,  Dauphin  County  Gas  Company,  Steelton,  Pennsylvania. 
Dixon,  J.  Alfred,  October  17th,  1906. 

General  Superintendent,   Pintsch  Compressing  Company,  No.  2 

Rector  Street,  New  York,  New  York. 
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Dixon,  R.  M.,  October  17th,  1906. 

Vice   President   and   Manager,    Pintsch    Compressing   Company^ 

No.  2  Rector  Street,  New  York,  New  York. 
Dobbin,  G.  B.,  January  i6th,  1907. 

Auditor.  Hodenpyl  Walbridge  and  Company.  No.  7  Wall  Street^ 

New  York,  New  York. 
DocTEUK,  L.  A.,  October  17th,  1906. 

Superintendent  Gas  Works,  Montgomery  Light  &  Water  Power 

Company, '  Montgomery,  Alabama. 
DoDD,  WnxiAM  S.,  October  17th,  1906. 

Treasurer,  Laclede  Gas  Light   Company,  10  Locust  Street,   St. 

Louis,  Missouri. 
DoDS,  John  C,  October  17th,  1906. 

Engineer  and  Superintendent,  Edgar  Zinc  Company,  Cherryville, 

Kansas. 
DoHERTY,  Henry  L.,  October  17th,  1906. 

Vice  President,  American  Light  and  Traction  Company,  60  WaH 

Street,  New  York,  New  York. 
r^iG,  George  I.,  October  17th,  1906. 

Superintendent  and  General  Manager,  Gainesville  Gas  &  Electric 

Company,  Gainesville,  Florida. 
Dole,  Parr  H.,  October  17th,  1906. 

Engineer,  Improved  Equipment  Company.  60  Wall  Street,  New 

York,  New  York. 
Dole,  Walter  S.,  October  17th,  1906. 

Consulting  Engineer,  255  King  Street,  Portland,  Oregon. 
DoLLEY,  George  M.,  October  17th,  1906. 

Manager,  Peru  Anjerican  Gas  Company,  Peru,  Indiana. 
DoLPH,  A.  M.,  October  17th,  1906. 

President  and  Treasurer,  Paris  (Ky.)  Gas  Light  Company,  The 

Auburndale,  Mt.  Auburn,  Cincinnati,  Ohio. 
Donahue,  E.  J.,  October  17th,  1906. 

Engineer,  Gas  Department,  Hudson  and  Bergen  Divisions,  Pub- 
lic   Service    Corporation    of    New    Jersey,    Sixth    and    Provost 

Streets,   Jersey   City,    New  Jersey. 
Dorner,  William  P.,  October  17th,  1906. 

Superintendent,  25th  Wabd  Gas  Works,  United  Gas  Improvement 

Company,  Richmond  &  Tioga  Streets,  Philadelphia,  Pennsylvania. 
Dorr,  William  J.,  September  25th,  1907. 

Superintendent  of  Gas  Distribution,  Los  Angeles  Gas  &  Electric 

Company,  645  South  Hill  Street,  Los  Angeles,  California. 
Doty,  Paul,  October  17th,  1906. 

Vice-President  and  General  Manager,  St.  Paul  Gas  Light  Con»- 

pany,  159  East  Sixth  Street,  St  Paul,  Minnesota. 
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Douglas,  Henry  W.,  October  17th,  1906. 

Manager,  Ann  Arbor  Gas   Company,  211   East  Huron   Street, 

Ann  Arbor,   Michigan. 
Douglas,  R.  C,  October  17th,  1906. 

General  Manager,  Manitowoc  Gas  Company,  Manitowoc,  Ws- 

consin. 
Dougherty,  Benj.  A.,  October  17th,  1906. 

Superintendent,  Richmond  Water  &  Light  Company,  Richmond, 

Kentucky. 
DouTHiRT,  W.  R,  October  17th,  1906. 

Secretary,  United  Gas  Improvement  Company,.  Broad  and  Arch 

Streets,  Philadelphia,  Pennsylvania. 
Dow,  Alex.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Edison  Illuminating  Com- 
pany, 18  Washington  Avenue,  Detroit,  Michigan. 
Downey,  James  N.,  September  25th,  1907. 

Assistant  Superintendent  Camden  Coke  Company,  Camden,  New 

Jersey. 

Dunbar;  James  W.,  October  .17th,  1906. 

Superintendent,    United    Gas   &    Electric    Company,    507    Bank 
Street,  New  Albany,  Indiana. 

Duncan,  F.  C,  October  17th,  1906. 

Manager,  Princeton  Gas  Company,  Princeton,  Illinois. 

Dunham,  J.  C,  October  17th,  1906. 

Superintendent  of  Construction,  Stone  &  Webster  Engineering 
Corporation,  Pensacola,  Florida. 

DuNLAP,  H.,  October  17th,  1906. 

Treasurer  and  Manager,  Emporia  Electric  &  Gas  Light  Com- 
pany, Emporia,  Kansas. 

Dunn,  F.  S.,  October  17th,  1906. 

Superintendent,   Municipal   Gas   Company,    1131    Broadway,  Al- 
bany, New  York. 

DusENBKiRY,  James  P.,  September  25th,  1907. 

Treasurer,  Public  Service  Corporation,  763  Broad  Street,  New- 
ark, N.  J. 

DusTiN,  Guy  K.,  October  17th,  1906. 

Superintendent,   Hartford    City   Gas   Light    Company,   8   Front 
Street,  Hartford,  Connecticut. 

Dutter,  H.  O.,  October  17th,  1906. 

Supermtendent  and  Manager.  Bucyrus  Gas  &  Electric  Light  Com- 
pany, Bucyrus,  Ohio. 

DuTTON,  Lewis  R.,  October  17th,   1906. 

President  and  Manager,  Jenkintown  &  Cheltenham  Gas  Company, 
Wjmcote,  Pennsylvania. 
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DuTTON,  R.  H.,  October  17th,  1906. 

President    and    Manager,    Hanover    Gas    Company,    Hanover, 

Pennsylvania. 
Earnshaw,  Edward  H.,  October  17th,  1906. 

Assistant   General    Managfer,    Gas    Department,    Public    Service 

Corporation,  Newark,  New  Jersey. 
Easton,  Frederick  W.,  October  17th,  1906. 

President  Pawtucket  Gas  Company,  162  East  Avenue,  Pawtucket, 

Rhode  Island. 
Eaton,  Alfred  B.,  October  17th,  1906. 

Vice    President,    Sheboygan    Gas    Light    Company,   70   Wabash 

Avenue,  Chicago,  Illinois. 
Eaton,  James  B.,  January  i6th,  1907. 

Purchasing  Agent,  Rochester  Railway  &  Light  Company,  Roches- 
ter, New  York. 
Eaton,  W.  M.,  October  17th,  1906. 

Hodenpyl,  Walbridge  and  Company,  7  Wall  Street,  New  York, 

New  York. 
Egman,  L.  E.,  October  17th,  1906. 

President,  Pueblo   (Colo.)    Gas  Company,  421  Chestnut   Street, 

Philadelphia,  Pennsylvania. 
Egner,  Frederick,  October  17th,  1906. 

Consulting  Gas  Engineer,  City  of  Fredericksburg    (Va.),   Box 

902,  Norfolk,  Virginia. 
EiLBECK,  A.  B.,  October  17th,  1906. 

Vice  President  and  General  Manager,  Akron  Gas  Company,  59 

East  Market  Street,  Akron,  Ohio. 
Elbert,  V.  L.,  October  17th,  1906. 

Engineer    and    Superintendent,    St.    Paul    Gas    Light    Company, 

St.  Paul,  Minnesota. 
Elder,  David,  September  25th,  1907. 

Superintendent    Three    Rivers    Gas    Company,    Three    Rivers, 

Michigan. 
Elles,  Edward  J.,  October  17th,  1906. 

Secretary,  New  Charlotte  Gas  Company,  Charlotte,  Michigan. 
Elliott,  Arthur  H.,  October  17th,  1906. 

Engineer-Chemist,  Consolidated  Gas  Company  of  New  York,  4 

Irving  Place,  New  York,  New  York. 
Elliot,  H.  J.,  October  17th,  1906. 

Sales  Agent,  Pittsburgh  Coal  Company,  205  Railway  Exchange 

Building,  Chicago,  Illinois. 
Ellis.  Harry.  September  25th,  1907. 

Superintendent    of    Distribution,    Public    Service    Corporation, 

Front  and  Cherry  Streets,  Camden,  New  Jersey. 
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Ellis,  John  W.,  October  17th,  1906. 

President  and  Manager,  Providence  Gas  G>mpany,  20  Market 

Square,  Providence,  Rhode  Island. 
Ellison,  B.  F.,  October  17th,  1906. 

General   Manager,   Superior   Water,  Light  &  Power  Company, 

Superior,  Wisconsin. 

Elston,  I.  C,  Jr.,  October  17th,  1906. 

President,  Citizens  Gas  &  Electric  Company,  Waterloo,  Iowa. 
Ely,  Addison,  October  17th,  1906. 

President,    Dover   Rockaway   Gas   Company,   Rutherford,    New 

Jersey. 
Emery,  James  A.,  October  17th,  1906. 

Vice-President    and    General    Manager,    Birmingham    Railway, 

Light    &    Power    Company,    2100    First    Avenue,    Birmingham, 

Alabama. 
Encel,  Francis,  October  17th,  1906. 

Superintendent    Eliazbethtown    Gas    Light   Company,    Elizabeth, 

New  Jersey. 
English,  A.  L.,  October  17th,  1906. 

Manager,   Citizens   Gas  &   Electric   Company,  26  Pearl    Street, 

Council  Bluffs,  Iowa. 
Enright,  J.  H.,  October  17th,  1906. 

Manager,  Frederick  Gas  &  Electric  Company,  Frederick,  Mary- 
land. 
Eustace,  E.  W.,  October  17th,  1906. 

Superintendent  Gas  Department,  Peoria  Gas  &  Electric  Company, 

128  West  Jefferson  Street,  Peoria,  Illinois. 
Eustace,  John  H.,  October  17th,  1906. 

Engineer,   157  Michigan  Avenue,   Chicago,  Illinois. 
Kvans,  Charles  H.,  October  17th,  1906. 

Consulting   and    Contracting    Engineer,    538    Postal    Telegraph 

Building,  Chicago,  Illinois. 
Evans,  George  B.,  October  17th,  1906. 

Care   of    Universal    Engineering   and    Operating    Company,    79 

Wall  Street,  New  York,  New  York. 
Evans,  Owen  Brooks,  September  25th,  1907. 

Engineer,  The  Peoples  Gas  Light  Company,  Manchester,  New 

Hampshire. 
Eves,  Philmer,  October  ist,  1907. 

Sales  Agent.  The  Indianapolis  Gas  Company,  Indianapolis,  In- 
diana. 
Kvsenbach,  E.  E.,  October  17th,  1906. 

General  Manager,  Binghamton  Gas  Works,  40  Chenango  Street, 

Binghamton,  New   York. 
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Fair,  Campbell  W.,  October  17th,  1906. 

Manager,  Oskaloosa  Light  &  Fuel  Company,  216  West  High 
Avenue,  Oskaloosa,  Iowa. 

f^ALLER,  G.  W»,  October  17th,  1906. 

Engineer  of  Distribution,  Gas  Department,  Denver  Gas  &  Elec- 
tric Company,  2520  Emerson  Street,  Denver,  Colorado. 

Fair,  Albert  L.,  October  17th,  1906. 

Engineering  Department,  Peoples  Gas  Light  &  Coke  Company, 
157  Michigan  Avenue,  Chicago,  Illinois. 

Fendig,  Albert,  October  17th,  1906. 

President,  Mutual  Light  &  Water  Company,  Brunswick,  Georgia. 

Ferguson,  B.  B.,  October  17th,  1906. 

Superintendent,  Portsmouth  Gas  Company,  Box  39,  PortsmouA, 

Virginia. 
Ferrier,  James,  October  17th,  1906. 

President,  Rome  Municipal  Gas  Company,  Rome,  Georgia. 

Ferris,  H.  H.,  October  17th,  1906. 

Superintendent  of  West  End  Works,  Gas  Department  Hudson 
Division,  Public  Service  Corporation  of  New  Jersey,  St.  Paul 
and  Duffield  Avenues,  Jersey  City,  New  Jersey. 

Feurtado,  Russell  S.,  October  17th,  1906. 

Consulting  Engineer,  503  Fisher  Building,  Chicago  Illinois. 
Field,  Roy  Albright,  October  17th,  1906. 

Superintendent,  Rome  Gas,  Electric   Light  &  Power   Company, 

139  North  James  Street,  Rome,  New  York. 
Fisher,  David  G.,  October  17th,  1906. 

Superintendent  Stations  "B"  and  "E",  Laclede  Gas  Light  Com- 
pany, Hotel  Berlin,  St.  Louis,  Missouri. 
Fitz,  Robert  F.,  October  17th,  1906. 

Consulting  Gas  Engineer,  890  Douglas  Avenue,  Elgin,  Illinois. 
Fitzgerald,  John  H.,  October  17th,  1906. 

Manager,  Palestine  Light,   Heat  &  Power  Company,   Palestine, 

Texas. 
Fitzgerald,  Leonard,  October  17th,  1906. 

Manager,  Gas  Department,  Gary  Heat,  Light  and  Water  Com- 
pany, Gary,  Indiana. 
Floyd,  James  R.,  Jr.,  October  17th,  1906. 

Treasurer,   Rossiter,   MacGovern   &   Company,  90  West   Streett 

New  York,  New  York. 
Fogg,  Oscar  H.,  October  17th,  1906. 

Engineer,   Consolidated  Gas  Company,   of    New   York.  Box    12 

Flushing,  Long  Island,  New  York. 
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FooTE,  Robert  Dumont,  September  25th,  1907. 

President,  Morristown  Gas  Light  G^mpany,  Morristown,  N.  J. 

Forbes,  Charles,  October  17th,  1906. 

Manager  and  Superintendent,  Ottawa  Gas  G^mpany,  23  Sparks 
Street,  Ottawa,  Ontario,  Canada. 

Ford,  A.  H.,  October  17th,  1906. 

Vice  President,  Birmingham  (Ala.)  Railway,  light  &  Power 
Company,  24  Broad  Street,  New  York,  New  York. 

FoRDER,  Samuel  A.,  October  17th,  1906. 

General  Superintendent  of  Stations,  Laclede  Gas  Light  Com- 
pany, St.  Louis,  Missouri. 

FoFSTALL,  Alfred  E.,  October  17th,  1906. 

Consulting  Engineer,  Secretary,  Trustees  Gas  Educational  Fund, 
58  William  Street,  New  York,  New  York. 

FoRSTALL,  Walton,  October  17th,  1906. 

Assistant  Engineer  of  Distribution,  Philadelphia  Gas  Works, 
United  Gas  Improvement  Company,  Broad  and  Arch  Streets, 
Philadelphia,  Pennsylvania. 

Foster,  Stanley  A.,  October  17th,  1906. 

Superintendent,  Gas  Department  Union  Light,  Heat  and  Power 

Company,  Covington,  Kentucky. 
Fowler,  John,  October  17th,  1906. 

Deily  &  Fowler,  39  Laurel  Street,  Philadelphia,  Pennsylvania. 
Fowler,  Samuel,  J.,  October  17th,  1906. 

Treasurer   and  Agent,   Charlestown   Gas  &  Electric   Company, 

Charlestown,  Massachusetts. 
F0WI.BS,  B,  C.  October  17th,  1906. 

Manager.    Pine    Bluff    Light    &    Water    Company,    Pine    Bluff, 

Arkansas. 
Fox,  Clifford  S.,  October  17th,  1906. 

Superintendent  of   Distribution,   East  River   Gas   Company,   of 

Long  Island  City,  Webster  Avenue  and  Elast  River,  Long  Island 

City,  Long  Island,  New  York. 
Frankun,  John,  October  17th,  1906. 

Superintendent    of    Distribution,    Gas    Department,    Union    Gas 

&  Electric  Company,  Fourth  and  Plum  Streets,  Cincinnati,  Ohio. 
FiAzER,  D.  N.,  October  17th,  1906. 

Treasurer  and   General   Manager,   Battle   Creek   Gas  Company, 

26  East  Main  Street,  Battle  Creek,  Michigan. 
Frbese,  Fred  W.,  October  17th,  1906. 

Purchasing  Agent  and  General  Manager,  Rochester   (Ind.)   Gas 

&  Fuel  Company,  Fort  Wayne,  Indiana. 
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♦Frick,  John  A.,  October  17th,  1906,  October  ist,  1907. 

Superintendent  Savannah  Gas  Co.,  Savannah,  Georgia. 

Ffost,  William  H.,  October  17th,  1906. 

Secretary  and  General  Manager,  Detroit  Gas  &  Coke  Company, 
1998  River  Street,  Detroit,  Michigan. 

Frueaufp,  Frank  W.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Denver  Gas  &  Electric 
Company,  H.  L.  Doherty  &  Company,  60  Wall  Street,  New 
York,   New  York. 

FuLLERTON,  George,  Octobcr   17th,   1906. 

Superintendent,  Mohawk  Gas  Company,  6  Chestnut  Street,  Sche- 
nectady, New  York. 

P'uLWEiLER,  Walter  Herbert,  September  25th,  1907. 

United  Gas  Improvement  Company,  25th  Ward  Works,  Rich- 
mond and  Tioga  Streets,  Philadelphia,  Pennsylvania. 

FuNKHOusER,  E.  M.,  October  17th,  1906. 

President,  Staunton  Gas  Company,  Staunton,  Virginia. 

Gain  WELL,  R.  H.,  October  17th,  1906. 

•   Manager,    Greensboro    Electric    Company,    Greensboro,    North 
Carolina. 

Ganser,  Herbert  H.,  October  17th,  1906. 

Superintendent,  Gas  Company  of  Montgomery  County,  109  East 
Main  Street,  Norristown,  Pennsylvania. 

Gardiner.  William  Howard,  October  17th,  1906. 

Consulting  Engineer,  H.  L.  Doherty  &  Company,  60  Wall  Street, 
New  York,  New  York. 

Garrard.  J.  W.,  October   17th,   1906. 

Vice-President,  Ohio  Fuel  Supply  Company,  52  West  Gay  Street, 
Columbus,   Ohio. 

Gartland,  C.  C,  October  17th,  1906. 

Superintendent  and  Chief  Engineer,  Sioux  City  Gas  &  Electric 
Company,   11 12  Court  Street,   Sioux  City,  Iowa. 

Gartley,  William  H.,  October   17th,  1906. 

Engineer  of  Philadelphia  Gas  Works,  United  Gas  Improvement 
Company,  Twenty-second  and  Filbert  Streets,  Philadelphia, 
Pennsylvania. 

Gavit,  E.  p.,  October  17th,  1906. 

Secretary  and  Treasurer,  Municipal  Gas  Company,  112  State 
Street,  Albany,  New  York. 

Gentrv,  R.  Garland,  October  17th,  1906. 

General  Salesman,  Denver  Gas  &  Electric  Company,  415  Seven- 
teenth Street,   Denver,  Colorado. 

*  First  date  Ir  that  of  election  to  membership  1u  tlie  Institute;  second,  that  of 
transfer  from  Junior  to  Active  memberHhli». 
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Geobge,  Thomas  L.,  October  17th,  1906. 

General  Agent,  Philadelphia  Gas  Works,  United  Gas  Improve- 
ment Company,  Broad  and  Arch  Streets,  Philadephia,  Pennsyl- 
vania. 

Gesould,  Chakles  L.,  October  17th,  1906. 

Manager,  American  Water  Works  &  Guarantee  Company,  1200 
Bank  for  Savings,  Pittsburg,  Pennsylvania. 

Gibbons,  P.  H.,  October  17th,  1906. 

General  Foreman  of  Gas  Distribution,  Union  Gas  &  Electric 
Company,  3107  Epworth  Avenue,  Cincinnati,  Ohio. 

Gibson,  William,  January  3rd,  1907. 

President,  Hamilton  Gas  Light  Company,  Box  152,  Hamilton, 
Ontario,  Canada. 

GiFFORD,  Charles  H.,  October  17th,  1906. 

Superintendent  of  Gas  Works,  New  Bedford  Gas  &  Edison 
Light  Company,  214  South  Water  Street,  New  Bedford,  Massa- 
chusetts. 

GiFFORD,  N.  W.,  October  17th,  1906. 

^  General  Manager,  East  Boston  Gas  Company,  26  Central  Square, 

East  Boston,  Massachusetts. 

GiLKVSON,  Joseph  R.,  September  25th,  1907. 

General  Agent,  Gas  and  Electric  Departments,  Public  Service 
Corporation,  Camden,  N.  J. 

Gille,  Henry  J.,  October  17th,  1906. 

Manager,  Commercial  Department,  St.  Paul  Gas  Light  Com- 
pany, St.  Paul,  Minnesota. 

Gillett,  Melville  October  17th,  1906. 

Director,  Gas  Companies,  Newark,  Ohio. 

Gillette,  F.  A.,  October  17th,  1906. 

Treasurer  and  Manager  Gas  Light  Company  of  Waverly,  34a 
Broad  Stret,  Waverly,  New  York. 

GiLLiNGHAM,  HuBERT  D.,  October  17th,  1906. 

Superintendent  of  Distribution,  Gas  Department  Wilkes- Barre 
Gas  &  Electric  Company,  27  North  Main  Street,  Wilkes-Barre, 
Pennsylvania. 

GiMPER,  E.  H.,  October  17th,  1906. 

General  Manager,  Spokane  Falls  Gas  Light  Company,  Spokane, 
Washington. 

GiMPER,  John,  October  17th,   1906. 

Engineer  and  Superintendent,  Galveston  Gas  Company,  32nd 
Street  and  Avenue  D,  Galveston,  Texas. 

Glasgow,  Arthur  Graham,  October  17th,  1906. 

Humphreys  &  Glasgow,  38  Victoria  Street,  Ivondon,  S  .W., 
England. 
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Glass,  Sheldon  J.,  October  17th,  1906. 

Vice-President   and    General    Manager,    Milwaukee    Gas   Lis^t 
Company,  182  Wisconsin  Street,  Milwaukee,  Wisconsin. 

GoDLEY,  Walter,  October  17th,  1906. 

Secretary   and   Treasurer,    The   American   Gas    Company,   222 
South  Third  Street,  Philadelphia,  Pennsylvania, 

GoLDBN,  John  W.,  October  17th,  1906. 

Vice-President,   Savannah   Gas   Company,  Box  426,   Savannah, 

Georgia. 
GooDNow,  George  R,  October  17th,  1906. 

General     Manager,     North     Shore    Gas    Company,     Waukegan, 

Illinois. 
Goodwin,  James,  October  17th,  1906. 

Manager,  Power  Transit  Light  Company,  19 18  H  Street,  Bakers- 
field,   California. 
Gorton,  John  C,  October  17th,  1906. 

Consulting  Engineer,  210  Olive  Street,  Warren,  Ohio. 
GouDV,  W.  R.,  October  17th,  1906.  ' 

Assistant  Secretary  and  Assistant  Treasurer,  Syracuse  Lighting 

Company,  Syracuse,  New  York. 
Gould,  John  A.,  October  17th,  1906. 

Assistant  Engineer,  Boston  Consolidated  Gas  Company,  24  West 

Street,  Boston,  Massachusetts. 
Gould,  Vernon  K.,  October  17th,  1906. 

Manager,  Bangor  Gas  Light  Company,  Bangor,  Maine. 
Graeff,  Harold  W.,  October  17th,  1906. 

Superintendent,   Kansas   City    (Mo.)    Gas   Company,  219   West 

Armour  Boulevard,  Kansas  City,  Missouri. 
Graf,  Carl  H.,  October  17th,  1906. 

General  Manager,  Indianapolis  Gas  Company,  Majestic  Building, 

Indianapolis,  Indiana. 
Graham,  L.  C,  October  17th,  1906. 

Manager,   Winona   Gas   Light   &   Coke   Company,    115    Center 

Street,  Winona,  Minnesota. 
Graham,  Malcolm  M.,  October  17th,  1906. 

Secretary  and  Treasurer,   New  Amsterdam  Gas  Company,  131 

East  Twenty-third  Street,  New  York. 
Grant,  Robert,  June  19th,  1907. 

Treasurer,  Boston   Consolidated  Gas  Company,  Boston,   Massa- 
chusetts. 
Graves,  Henry  C,  October  17th.  1906. 

Vice-President,   Dayton  Gas  Light  &  Coke  Company,   Dayton, 

Ohio. 
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Gbbacen,  W.,  Jr.,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corpora- 
tion, 538  Washington  Street,  Hoboken,  New  Jersey. 

QtEEN,  James,  October  17th,  1906. 

President,  Laclede  Christy  Gay  Products  Company,  Sulphur  and 
Manchester  Avenues,  St.  Louis,  Missouri. 

Gkeenough,  Malcolm  S.,  October  17th,  1906. 

President  and  General  Manager,  Cleveland'  Gas  Light  &  Coke 
Company,  421  Superior  Street,  Cleveland,  Ohio. 

Gregory,  John  M.,  October  17th,  1906. 

Superintendent,  Sault  Ste.  Marie  Gas  &  Electric  Company,  Sault 
Ste.  Marie,  Michigan. 

Greim,  O.  p.,  Octobei"  17th,  1906. 

Superintendent,   Milwaukee  Coke   &  Gas   Company,   Lock   Box 
820,  Milwaukee,  Wisconsin. 

Gribbel,  John,  October  17th,  1906. 

President,  Coatesville  (Penn.)   Gas  Company,  1513  Race  Street, 
Philadelphia,  Pennsylvania. 

Griffin,  John  P.,  January  3rd,  1907. 

Superintendent,   Dowagiac   Gas  and   Fuel   Company,   Dowagiac, 
Michigan. 

Griswold,  R.  G,  October  17th,  1906. 

Member  of  Engineering  Corps,  Denver  Gas  &  Electric  Company, 
405  Seventeenth  Street,  Denver,  Colorado. 

Gross,  Alfred  H.,  October  17th,  1906. 

President,  Sterling  (111.)  Gas  &  Electric  Company,  702  La  Salle 
Street,  Chicago,  Illinois. 

GuFFEY,  Joseph  F.,  October  17th,  1906. 

General  Manager,  The  Philadelphia  Company,  435  Sixth  Avenue, 
Pittsburg,  Pennsylvania. 

Guldlin,  Olaf  N.,   October   17th,   1906. 

President,   Western   Gas   Construction   Company,  2306   Fairfield 
Avenue,  Fort  Wajme,  Indiana. 

GuTSCHE,  Edward  J.,  October  17th,  1906. 

Chemist,  St.  Paul  Gas  Works,  St.  Paul,  Minnesota. 

Haase,  Ewald,  October   17th,    1906. 

Secretray  and  Treasurer,  Milwaukee  Gas  Light   Company,   182 
Wisconsin  Street,  Milwaukee,  Wisconsin. 

Haftenkamp,  Joseph  P.,  October  ist,  1907. 

Assistant- Superintendent,    Rochester    Railway   and    Light   Com- 
pany, Rochester,  N.  Y. 
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Hagerty,  J.  H.,  October  17th,   1906. 

Superintendent,  Americus  Illuminating  &  Power  Company, 
Americus,   Georgia. 

Hague,  William,  October  17th,  1906. 

Superintendent,  Forest  Gas  Company,  Tidioute,  Pennsylvania. 

Haines,  Jansen,  October  17th,  1906. 

Manager,  Des  Moines  Gas  Company,  417  Locust  Street,  Des 
Moines,  Iowa. 

Hall,  A.  H.,  October  17th,  1906. 

Assistant  Secretary  and  Superintendent  of  Distribution,  Cen- 
tral Union  Gas  Company  and  Northern  Union  Gas  Company,  350 
Alexander   Avenue,    New    York,    New    York. 

Ham  MATT,  Clarence  S.,  October  17th,  1906. 

Vice-President,  Consolidated  Engineering  Company,  and  Florida 
Electric  Company,  Jacksonville,  Florida. 

Hammon,  William  H.,  October  17th,  1906. 

President,  Hope  Engineering  &  Supply  Company,  902  Fanners 
Bank    Building,    Pittsburg,    Pennsylvania. 

Hanlon,  J.  P.,  September  25th,   1907. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corpora- 
tion, 109  Montgomery  Street,  Jersey  City,  New  Jersey. 

Hantzmon,  H.  M.,  October  17th,  1906. 

Superintendent,  Alexandria  Gas  Works,  Charlottsville,  Virginia. 

Hardick,  'Charles  F.,  October  17th.  1906. 

District  Superintendent  and  Agent,  United  Gas  Improvement 
Company,  4015  Main  Street,  Manayunk,  Philadelphia,  Penn- 
sylvania. 

Harper,  George  H.,  October  17th,  1906. 
Gas  Engineer,  Altoona,  Pa. 

Harrington,  A.  S.,  October  17th,  1906. 

Assistant  Superintendent  South  Station,  Peoples  Gas  Light  & 
Coke  Company,  25th  &  Loomis  Streets,  Chicago,  Illinois. 

Harrop,  H.  B.,  October  17th,  1906. 

Societe  Anonyme  du  Gas,  Rio  de  Janeiro,  Brazil. 

Hart,  William  F.,  October  17th,  1906. 

General  Manager,  Washington  Gas  Light  Company,  Washington, 
District  of  Columbia. 

Hartman,  William  E.,  October  17th,  1906. 

Superintendent  of  Joliet  Plant,  Western  United  Gas  &  Electric 
Company,  Joliet,  Illinois. 

Hartzell,  a.  C,  October  17th,  1906. 

Treasurer,  Greenville  Natural  Gas  Company,  Canal  Street,  Green- 
ville,  Pennsylvania. 
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Hathaway,  E.  C,  October  17th,  1906. 

Vice-President  and    General   Manager,   City   Gas   Company,   of 

Norfolk,  82   Plume   Street,    Norfolk,   Virginia. 
Hay,  Albert  E.,  October  17th,  1906. 

Vice-President  and  General  Manager,   Oberlin   Gas  &   Electric 

Company,  Oberlin,  Ohio. 
Hayward,  Thomas  J.,  October  17th,  1906. 

Bartlett,  Hayward  &  Company,  Baltimore,  Maryland. 
Hedges,  William  C,  October  17th,  1906. 

Secretary  and   Superintendent,   Mansfield   Gas   Light   Company, 

Mansfield,  Ohio. 

Hellen,  Frank,  January  i6th,  1907. 

Superintendent    Gas    Department,    Rochester    Railway    &    Light 
Company,  Rochester,  New  York. 

Hellen,  John,  October  17th,  1906. 

Superintendent  of  Distribution,  Grand  Rapids  Gas  Light  Com- 
pany, 109  North  Ottawa  Street,  Grand  Rapids,  Michigan. 

Helme,  William  E.,  October  17th,  1906. 

Director  several  Gas  Companies,   1339  Cherry  Street,  Philadel- 
phia,   Pennsylvania. 

Hessenbruch,  George  S.,  October  17th,  1906. 

Chief  Draftsman,  Laclede  Gas  Light  Company,  716  Locust  Street, 
St.  Louis,  Missouri. 

HiGGiNs,  Henry  C,  October  17th,  1906. 

Vice-President   and   Manager,    Lee    County   Lighting   Company, 

Dixon,  Illinois. 
HiLLEKE,  Auc.usT  P.,  October  17th,  1906. 

Superintendent,  Semet  Solvay  Company,  Dunbar,  Pennsylvania. 

Hinds,  O.  H.,  January  3rd,  1907. 

Manager,  Le  Mars  Gas  Company,  Le  Mars,  Iowa. 
Hinton,  W.  p.,  October  17th,  1906. 

Greensboro  Electric  &  Gas  Company,  215  East   Market  Street. 

Greensboro,  North  Carolina. 
Hiram ATsu,  Suyekuchi,  October  17th,  1906. 

Chief  Engineer,  Tokio  Gas  Company,  Nishikicho,  Kanda,  Tokio, 

Japan. 
Hoffman,  Howard,  October  ist,  1907. 

Engineer    South    Bend   and    Mishawaka    Gas    Company,    South 

Bend,  Indiana. 
Hofmann,  G.  Max,  October  17th,  1906. 

General  Superintendent,  Fort  Wayne  Gas  Company,  Fort  Wayne, 

Indiana. 
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HoFMANN,  LoTHAR,  October  17th,  1906. 

Assistant  Engineer,  Fort  Wayne  Gas  Company,  2205  Broadway, 

Fort  Wayne,  Indiana. 
HoLDEN,  Thomas  F.,  October  17th,  1906. 

Superintendent  East  Station,  Washington   Gas  Light  Company, 

I2th  and  M  Streets,  S.  E.,  Washington,  District  of  Columbia. 
Holm  an,  C.  L.,  October  17th,  1906. 

Secretary,  The  Laclede  Gas  Light  Company,  716  Locust  Street, 

St.  Louis,  Missouri. 
Holmes,  Rufus  E.,  October  17th,  1906. 

President,   Winsted    Gas    Company,    55    High    Street,    Winsted, 

Connecticut. 
HoLZER,  Edwin  G.,  October  17th,  1906. 

Superintendent,    Easton    Gas    &    Electric    Company,    228    North 

Front  Street,  Easton,  Pennsylvania. 
HoRTON,  Thomas  O.,  October  17th,  1906. 

Secretary  and  Manager,  New  York  &  Richmond  Gas  Company, 

264  Bay  Street,  Staplcton,  New  York. 
Hough,  David  Leavitt,  October  17th,  1906. 

President,  United  Engineering  &  Contracting  Company,  The  New 

York  Tunnel  Company,  32  East  33rd  Street,   New  York,   New 

York. 
Howard,  Abram  C,  October  17th,  1906. 

Assistant   Superintendent,  25th   Ward  Works,  United   Gas   Im- 
provement Company,  Richmond  and  Tioga  Streets,  Philadelphia, 

Pennsylvania. 
Howard,  Charles  A.,  October  17th,  1906. 

President,  Aberdeen  Gas  Company,  Aberdeen,  South  Dakota. 
Howard,  J.  B.,  October  iTth,  1906. 

President,  Galena  Light  Company,  Galena,  Illinois. 
HoYT,  Harry  B.,  October  17th,  1906. 

General  Manager,  Jacksonville  Gas  Company,  18  West  For5>the 

Street,  Jacksonville,  Florida. 
HoYT,  William  G.,  October  17th,  1906. 

President,   The    Standard    Gas    Light    Company,    61    East    59th 

Street,  New  York,  New  York. 
HuBER,  Frank,  October  17th,  1906. 

Superintendent,  Louisville  Gas  Company,  Louisville,  Kentucky. 
HuLSWiT,  Frank  T.,  October  17th,  1906. 

Officer  and  Director  several  Gas  Companies,  Child,   Hulswit   & 

Company,  411  Michigan  Trust  Building,  Grand  Rapids,  Michigmn. 
Humphreys,  Alexander   C,  October  17th,  1906. 

President,  Buffalo   (N.  Y.)   Gas  Company,  and  Senior   Member 

Humphreys  &  Glasgow,  31  Nassau  Street,  New  York,  New  York. 
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Humphreys,  C.  J.  R.,  October  17th,  1906. 

Vice-President,  Lawrence  Gas  Company,  Lawrence,  Massachu- 
setts. 

Humphreys,  Henry  M.,  October  17th,  1906. 

Assistant  Superintendent,  West  Side  Works,  Milwaukee  Gas 
Light   Company,  92   Eighteenth   Street,   Milwaukee,   Wisconsin. 

Humphreys,  J.  J.,  Jr.,  October  17th,  1906. 

Genera]  Manager,  Brooklyn  Borough' Gas  Company,  Sheepshead 
Bay  Road  and  West  Fifth  Street,  Coney  Island,  New  York. 

Hunt,  H.  R.,  October  17th,  1906. 

Superintendent,  Peoples  Gas  Light  &  Coke  Company,  Ninety- 
sixth  Street  and  Erie  Avenue  Station,  Chicago,  Illinois. 

HuRLBURT,  A.,  October  17th.  1906. 

Assistant  Engineer,  Kansas  City  (Mo.)  Gas  Company,  Third 
and  Gilles  Streets,  Kansas  City,  Missouri. 

HuNTTiNG,  J.  R.,  January  3rd,  1907. 

1095  Perry  Street,  Chicago,  Illinois. 

HuTCHiNGS,  James  T.,  June  19th,  1907. 

Assistant  General  Manager,  Rochester  Railway  and  Light  Com-^ 
pany,   Rochester,   New  York. 

Hutchinson,  F.  R.,  October  17th,  1906. 

Commercial  Agent,  South  Jersey  Division,  Public  Service  Cor- 
poration of  New  Jersey,  418  Federal  Street,  Camden,  New 
Jersey. 

Hyde,  Gustavus  A.,  October  17th,  1906. 

Gas  Engineer  (Retired),  285  East  Forty-sixth  Street,  QeveUmd,. 
Ohio. 

Hyde,  Henry  H.,  October  17th,  1906. 

Secretary  and  Manager,  Racine  Gas  Light  Company,  305  Sixtfr 
Street,  Racine,  Wisconsm. 

Irwin,  Henry,  October  17th,  1906. 

Treasurer,  Consolidated  Gas  Company  of  New  Jersey,  196 
Union  Avenue,  Long  Branch,  New  Jersey. 

Jackson,  Walter  M.,  October  17th,  1906. 

General  Gas  &  Electric   Engineer,   10  Oliver   Street,  Stamford, 

Connecticut. 
Jackson,  William  B.,  October  17th,  1906. 

Consulting  Engineer,  D.  C.  and  W.  B.  Jackson,  508  Commercial 

National  Bank  Building,  Chicago,  Illinois. 
James,  F.  M.,  October  17th,  1906. 

General  Accountant,  Western  United  Gas  &  Electric  Company,, 

Aurora,  Illinois. 


Digitized  by  VjOOQIC 


1026 

James,  Robert  C,  October  ist,  1907. 

Assistant  General  Auditor,  United  Gas  Improvement  Company, 
Philadelphia,  Pennsylvania. 

Jeliffe,  C.  N.,  October  17th,  1906. 

Auditor,  American  Light  &  Traction  Company,  40  Wall  Street, 
New  York,  New  York. 

Jenks,  R.  J.,  October  iTtb,  1906. 

Superintendent,  Northwestern  Gas  Light  &  Coke  Company, 
Evanston,  Illinois. 

Johns,  L.  B.,  October  17th,  1906. 

Superintendent  and  Manager,  Dedham  ind  Hyde  Park  Gas  & 
Electric  Light  Company,  Hyde  Park,  Massachusetts. 

Johnson,  A.  H.,  October  17th,   1906. 

Bookkeeper,  Peoples  Gas  Light  &  Coke  Company,  157  Michigan 
Avenue,  Chicago,  Illinois. 

Johnson,  Herbert  Gilmore,  October  17th,  1906. 

Superintendent,  of  Gas  Works,  Utica  Gas  &  Electric  Company, 
16  Taylor  Avenue,  Utica,  New  York. 

Johnston,  Mervyn  E.,  October  17th,  1906. 

Auditor,  Universal  Engineering  and  Operating  Company,  79 
Wall  Street,  New  York,  New  York. 

Jones,  Xdward  C,  October  17th,  1906. 

Chief  Engineer  Gas  Department,  California  Gas  &  Electric  Cor- 
poration and  San  Francisco  Gas  &  Electric  Company,  925  Frank- 
lin Street,  San  Francisco,  California. 

Jones,  Thomas  Clive,  October  17th,  1906. 

President,  Delaware  Gas  Company,  6  West  Winter  Street,  Dela- 
ware, Ohio. 

Jones,  I'homas  J.,  January  3rd,  1907. 

Manager,  El  Paso  Gas  &  Electric  Company,  El  Paso,  Texas. 

Jourdan,  Edward  R.,  October  17th,  1906. 

Assistant  General  Superintendent  of  Mains  &  Services,  Con- 
solidated Gas  Company,  of  New  York,  4  Irving  Place,  New 
York,  New  York. 

Jourdan,  James,  H.,  October  17th,  1906. 

Chief  Engineer,  Brooklyn  Union  Gas  Company,  Brookljm,  New 

York. 
Kane,  Joseph  P.,  January  3rd,  1907. 

Superintendent,  Westchester  Lighting  Company,  loi  North  Main 

Street,  Port  Chester,  New  York. 
Keene,  Alfred  M.,  October  ist,  1907. 

Auditor,  Westchester  Lighting  Company,   Mount  Vernon,  New 

York. 
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Keillob,  John  D.,  January  3rd,  1907. 

Engineer  and  Manager,  Hamilton  Gas  Light  Company,  Box  153^ 
Hamilton,  Ontario,  Canada. 

Kelles,  C.  M.,  October  17th,  1906. 

Gas  Light  atid  Coke  Company,  312  Washington  Street,  Colum- 
bus, India. 

Kelley,  Fkederick  W.,  October  17th,  1906. 

Secretary  and   Manager,   Peoples  Light   Company,   Davenport, 
Iowa. 

Kellogg,  Leonabd  L.,  October  17th,  1906. 

Vice-President  and  Manager,  Sioux  City  Gas  &  Electric  Com- 
pany, Sioux  City,  Iowa. 

Kellogg,  R.  M.,  October  17th,  1906. 

Superintendent,  Lowell  -Gas  Light  Company,  Lowell,  Massachu- 
setts. 

Kelsey,  Louis  D.,  January  3rd,   1907. 

Manager,  Brookfield  Gas  &  Electric  Company,  Brookfield,  Mis- 
souri. 

KeiIper,  Ludwig,  October  17th,  1906. 

Treasurer  and  Manager,  Albert  Lea  Light  &  Power  Company, 
West  Clark  Street,  Albert  Lea,  Minnesota. 

Kempp,  John,  Je.,  October  17th,   1906. 

Gas  Engineer,  Utah  Light  &  Railway  Company,  Box  52,  Salt 
Lake  City,  Utah. 

Kenan,  Norman  G.,  October  17th,  1906. 

President,  The  Union   Gas  &  Electric  Company,   Fourth  and 
Plum  Streets,  Cincinnati,  Ohio. 

Kennedy,  James,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments  Public  Service  Corpora- 
tion, 591  Spring  Street,  West  Hoboken,  New  Jersey. 

Kennedy,  James  S.,  October  17th,  1906. 

Superintendent,   Standard   Gas   Light  Compan/s  Works,   Foot 
of  East  115th  Street,  New  York,  New  York. 

Kennedy,  John  Pendleton,  October  ist,  1907. 

Superintendent,    Cambridge    Gas    Light    Company,    East    Cam- 
bridge, Massachusetts. 

Keppelman,  John  H.,  October  17th,  1906. 

Superintendent,  Consumers  Gas  Company,  20  North  Fifth  Street, 
Reading,  Pennsylvania. 

Kessting,  Albert  F.,  October  17th,  1906. 

Superintendent,  Mobile  Gas  Company,  Box  234,  Mobile,  Alabama. 


)igitized  by  VjOOQIC 


1028 

KiLGOUR,  J.  H.,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corpora- 
tion, 183  Main  Street,  Passaic,  N.  J. 

Kimball,  Roger  N.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Kenosha  Gas  &  Electric 
Company,  210  Wisconsin  Street,  Kenosha,  Wisconsin. 

KiNCAiD,  H.  E.,  October  17th,  1906. 

Manager,  Citizens  Gas  Light  Company,  Jackson,  Tennessee. 

KixcHER,  Harry  B.,  January  3rd,  1907. 

Superintendent,    Belleville    District,    St.    Clair    County    Gas   and 
Electric  Company,  Belleville,  Illinois. 

KivLiN,  J.  Frank,   October  17th,   1906. 

Foreman,  Utica  Gas  &  Electric  Company,  Utica,  New  York. 

Klumpp,  John  Bartleman,  October  17th,  1906. 

Inspecting  Engineer,  United  Gas  Improvement  Company,  Broad 
and  Arch  Streets,  Philadelphia,  Pa. 

Knapp,  Amos,  M.,  October  17th,  1906. 

Distribution  Foreman,   Peekskill  Lighting  &  Railway  Company^ 
Peekskill,  New  York. 

Knapp,  Isaac  N.,   October   17th,   1906. 

Gas  Engineer,  Box  496  Ardmore,  Pennsylvania. 

Knight,  Charles  S.,  October  17th,  1906. 
President,  Fort  Wayne,  Indiana. 

Knight,  J.  J.,  October  17th,  1906. 

Vice-President,    Kalamazoo    Gas    Company,    123    West    Street, 
Kalamazoo,  Michigan. 

Knowles,  William   P.,  October  T7th,  1906. 

Superintendent,  Richmond  City  Gas  Works,  2606  Grove  Avenue, 
Richmond,  Virginia. 

KoiNER.  C  W.,  October   17th,   1906. 

General  Superintendent  and  Engineer,  Los  Angeles  Gas  and  Elec- 
tric Company,  Los  Angeles,  California. 

Kraft,  R.  P.,  October  17th,  1906. 

Superintendent  West  Side  Works,  Milwaukee  Gas  Light  Com- 
pany,   Milwaukee,    Wisconsin. 

Lam  son,  Charles  Dudley,  October   17th,  1906. 

President  and  General  Manager,  Worcester  Gas  Light  Company^ 
240  Main  Street,  Worcester,  Masachusetts. 

Lamson,   William   O.,  Jr.,   January  3rd,   1907. 

Manager,  Chester  County  Gas   Company^  West  Chester,   Penn- 
sylvania. 
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Lane,  Frank  K.,  October  17th,  1906. 

Manager,  Richmond  Light,  Heat  &  Power  Company,  Richmond, 

Indiana. 
Lane,  Frederick  K.,  October  17th,  1906. 

General    Manager    and    Treasurer,    Seattle    Lighting    Company, 

Seattle,  Washington. 

Lane,  R.  M.,  October  17th,  1906. 

Care  Crescent  Athletic  Club  of  Brooklyn,  129  Pierrepont  St., 
Brooklyn,  N.  Y. 

Lathrop,  Alanson  p.,  October  17th,  1906. 

Vice-President  and  Treasurer,  American  Light  &  Traction  Com- 
pany, 40  Wall  Street,  New  York,  New  York. 

Latta,  M.  Nisbet,  October  17th,  1906. 

Engineer,  H.  Mueller  Manufacturing  Company,  254  Canal 
Street,  New  York,  New  York. 

Law,  a.  R.,  October  17th,  1906. 

Vice-President  Consolidated  Railway  and  Light  Company,  Suite 
151 1,  42  Broadway,  New  York,  New  York. 

Lawlor,  R.  H.,  October  17th,  1906. 

Superintendent  Gas  Department,  Citizens  Gas  &  Electric  Com- 
pany, East  Fourth  Street,  Waterloo,  Iowa. 

Lawrence,  W.  F.,  October  17th,  1906. 

Superintendent  Ravenswood  Works,  New  Amsterdam  Gas  Com- 
pany, Ravenswood,  Long  Island  City,  New  York. 

Layton,  Miles  B.,  October  17th,  1906. 

Superintendent,  Manufacturers  Light  &  Heat  Company,  215 
Farmers  Bank  Building,  Pittsburg,  Pennsylvania. 

Lea,  Henry  I.,  October  17th,  1906. 

Gas  Engineer,  616  Rookery  Building,  Chicago,  Illinois. 

Learned,  Charles  A.,  October  17th,  1906. 

Superintendent  and  Manager,  Meriden  Gas  Light  Company,  40 
Colony  Street,  Meriden,  Connecticut. 

Learned,  Waldo  A.,  October  17th,  1906. 

General  Superintendent,  Newton  and  Watertown  Gas  Light 
Company,  2  Jewett  Street,  Newton,  Masachusetts. 

LeBaron,  L  W.,  October  17th,  1906. 

Manager  and  Superintendent,  Citizens  Gas  &  Coke  Company, 
Grand  Junction,  Colorado. 

Lee,  Lawrence  Rust,  October  17th,  1906. 

Treasurer  and  General  Manager,  Charlestown  Gas  &  Water 
Company,  and  Martinsburg  Gas  Company,  Shepherdstown,  West 
Virginia. 
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LxLAND,  F.  W^  January  3rd,  1907. 

Superintendent,   Federal   Gas   G)mpany,   Boulder,   Colorado. 

Island,  G.  B.,  October  iTtfa,  1906. 

Genera]  Superintendent,  Stamford  Gas  &  Electric  Company,  196 
Atlantic  Street,  Stamford,  Connecticut. 

LiONARD,   Chasles   F,   Octobcr    17th,    1906. 

Superintendent  Fall  River  Gas  Company,  62  North  Main  Street, 
Fall  River,  Massachusetts. 

LiTANG,  B.  R,  October  17th,  1906. 

Proprietor,  Jackson   Gas  Light   Company,  Jackson,   California. 

Lewis,  Wiluam  Morgan,  October  17th,  1906. 

General  Manager,  Rockville  Gas  Company,  17  Park  Street, 
Rockville,  Connecticut. 

Light,  Edward  H.,  October  17th,  1906. 

Superintendent  of  Distribution,  Dayton  Gas  Light  &  Coke  Com- 
pany, 203  East  First  Street,  Dayton,  Ohio. 

Light,  George,  October  17th,  1906. 

Assistant  Superintendent,  Da3rton  Gas  Light  &  Coke  Company^ 
Da3rton,  Ohio. 

LnxiE,  Lewis,  October  17th,  1906. 

Fourth  Vice-President  and  Treasurer,  The  United  Gas  Improve- 
ment Company,  Broad  and  Arch  Streets,  Philadelphia,  Penn- 
sylvania. 

LiNDEROTH,  Alfred  H.,  October  17th,  1906. 

Draftsman,  St.  Paul  Gas  Light  Company,  441  Mt.  Ida  Street, 
St  Paul,  Minnesota. 

Lindsay,  Robert,  October  17th,  1906. 

Chemist,  New  Bedford  Gas  &  Edison  Light  Company,  374 
Orchard  Street,  New  Bedford,  Massachusetts. 

LiNDSTEDT,  Julius,  October  17th,  1906. 

Secretary  and  Manager,  Manitowoc  Gas  Light  Company,  808 
Washington  Street,  Manitowoc,  Wisconsin. 

Linton,  Samuel  E.,  Jr.,  October  17th,  1906. 

Superintendent  and  Agent,  Vicksburg  Gas  Company,  Vicksburg, 

Mississippi. 
Little,  F.  W.,  October  17th,  1906. 

President,  Springfield  (Mo.)  Gas  &  Electric  Co.,  1901  Emerson 

Avenue,   South   Minneapolis,  Minnesota. 
Littlehales,  Thomas  G.,  October  17th,  1906. 

Operating  Engineer,  United  Coke  &  Gas  Company  (New  York^ 

New  York).    Box  351,  Camden,  New  Jersey. 
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Littleton,  A.  W.,  October  17th,  1906. 

Care  of  London  City  and  Midland  Bank,  Ltd^  London,  R  C9 

England. 
Lloyd,  Alfred  G.,  October  17th,  1906. 

Vice-President,  Adrian  (Mich.)   Gas  Company,  860  Greenwood 

Avenue,  Detroit,  Michigan. 

Lloyd,  Eknest  R,  October  17th,  1906. 

President  and   Treasurer,  Adrian    (Mich.)    Gas  Company,  860 
Greenwood  Avenue,  Detroit,  Michigan. 

LocKwooD,  Jos.  E.,  January  3rd,  1906. 

General  Manager,  Toledo  (jas.  Electric  &  Heating  Company,  2017 
Glenwood  Avenue,  Toledo,  Ohio. 

Logan,  John  D.,  October  T7th,  1906. 

Vice-President  Greenpoint  Gas  Light  (Company,  P.   O.   Box  6, 
Station  G.,  Brooklyn,  New  York. 

LoicHOT,  Joseph  L.,  October  17th,  1906. 

Manager,  Canton  (xas  Light  &  Coke  Company,  130  East  Fourth 

Street,  Canton,  Ohio. 
Loom  IS,-  Burdett,  Ortober  17th,  1906. 

Treasurer,    Northern    Connecticut    Light    &    Power    (Company, 
.  Windsor  Locks,  (Connecticut. 
TjORD,  R.   S.,   October   T7th.   1906. 

Secretary  and  Treasurer,  Hope  Engineering  &  Supply  Company, 

902  Farmers  Bank  Building,  Pittsburg,  Pennsylvania. 
LoBENz,  John,  October  17th,  1906. 

Gas  Engineer,  708  Amite  Street,  Jackson,  Mississippi. 
Low,  D.  W.,  October  17th,  1906. 

Superintendent,  Alliance  Gas  &  Electric  Company,  Alliance,  Ohio. 
Luthek,  F.  R,  October  17th,  1906. 

Superintendent,  Ogden   Gas  Company,  Hawthorne  Avenue  and 

Willow  Street,  Chicago,  Illinois. 
Luther,  Wiluam  J.,  October  17th,  1906. 

Superintendent,    Attleboro    Gas    Light    Company,    19    Dunham 

Street,  Attleboro,  Massachusetts. 

Lynn,  James  T.,  October  17th,  1906. 

President,  National  Gas,  Electric  Light  &  Power  Company,  402 

Union  Trust  Building,  Detroit,  Michigan. 
Lynn,  John  R.,  October  17th,  1906. 

Superintendent,    Huntsville    Gas    Company,    214    West    Clinton 

Street,  Huntsville,  Alabama. 
Lyon,  Chas.  Lumsden,  October  ist,  1907. 

Cadet  Engineer,  Savannah  Gas  Company,  Savannah,  Georgia. 
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LvoN«,  B.  F.,  October  17th,  1906. 

Manager,  Beloit  Water,  Gas  &  Electric  Company,  Beloit,  Wis- 
consin. 

McAdam,  Bryce,  October  17th,  1906. 

Superintendent  of  Distribution,  Milwaukee  Gas  Light  Company, 
182  Wisconsin  Street,  Milwaukee,  Wis. 

McCallum,  J.   N.,  October   17th,    1906. 

Auditor,  Citizens  Gas  &  Electric  Company,  Waterloo,  Iowa. 

McCarter,  Thos.  N.,  September  25th,  1907. 

President,   Public   Service  Corporation,  Newark,   N.  J. 

McClary,  N.  a..  October  17th,  1906. 

President,    Northwestern    Gas    Light    Company,    184    La    Salle 
Street,  Chicago,  Illinois. 

MCCORKINDALE,   WiLLIAM   J.,   Octobcr    17th,    I906. 

General  Manager,  Marquette  County   Gas  &  Electric  Company, 
Ishpeming,  Michigan. 

McDonald,  Donald,     October  17th,  1906. 

President,    Kentucky    Heating    Company,    2000    Seventh    Street, 
Louisville,   Kentucky. 

♦McDonald,  Donald,  October  17th,  1906;  October  i,  1907. 

Director,  Erie  (Penn.)   Gas  Company,  51  Lancaster  Street,  Al- 
bany,   New   York. 

McDonald,  William,  October  17th,  1906. 

Vice-President  Erie  (Penn.)  Gas  Company,  51  Lancaster  Street, 

Albany,  New  York. 
McDowell,  G.  C,  January  3rd,  1907. 

General  Manager,  Kansas  Natural  Gas  Company,  Farmers*  Bank 

Building,  Pittsburg,  Pennsylvania. 
McGregor,  William,  October  17th,  1906. 

Secretary  and  General  Manager,  Pawtucket  Gas  Company,  231 

Main  Street,  Pawtucket,  Rhode  Island. 
McIlhenny,  James  S.,  October  17th,  1906. 

Engineer,  Washington  Gas  Light  Company,  Washington,  District 

of  Columbia. 
McIlhenny,  John,   October   17th,   1906. 

Consulting  Engineer,  Washington   (D.  C.)   Gas  Light  Company, 

1339  Cherry  Street,  Philadelphia,  Pennsylvania. 
McIlhenny.  John  D.,  October  17th,  1906. 

President,   Gas    Company  of   Montgomery  County,   Norristown, 

Pennsylvania,   1339  Cherry  Street,   Philadelphia,  Pennsylvania. 

*  First  dat«  Is  that  of  election  to  membersblp  in  the  Institute ;  seoond.  that 
of  transfer  from  Associate  to  Active  Membership. 
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McKay,  William  R,  October  17th,  1906. 

Engineer  of  Construction,  Boston  Consolidated  Gas  Company, 
New  England  Gas  and  Coke  Company,  24  West  Street,  Boston, 
Massachusetts. 

McKee,  G.  W.,  October  17th,  1906.  • 

Care  of  Peoples'  Gas  Light  and  Coke  Company,  Michigan 
Avenue  and  Adams  Street,  Chicago,  Illinois. 

McKenzie,  W.  H.,  October  17th,  1906. 

Superintendent,  Wyandotte  Gas  Company,  Sixth  Avenue, 
Kansas  City,  Kansas. 

McLaughlin,  R.  A.,  October.  17th,     1906. 

General  Superintendent,  Galesburg  Railway  &  Light  Company, 
Galesburg,  Illinois. 

McLean,  George,  October  17th,  1906. 

President  and  Manager,  Key  City  Gas  Company,  669  Main 
Street,  Dubuque,  Iowa. 

McMiLLiN,  Emerson,  October  17th,  1906. 

President,  American  Light  &  Traction  Company,  40  Wall  Street, 
New  York,  New  York. 

Macbeth,  A.  B.,  October  17th,  1906. 

Engineer,  Kansas  City  (Mo.)  Gas  Company,  Kansas  City,  Mis- 
souri. 

Macbeth,  George  T.,  October  17th,  1906. 

Engineer,  Gas  Department,  Westchester  Lighting  Company,  First 
Avenue  and  First  Street,  Mount  Vernon,  New  York. 

Macdonald,  B.  J.,  October  17th,  1906. 

Secretary,  Goshen  Illuminating  Company,  421  Grand  Street,  New- 
burgh,   New   York. 

Macdonald,  George.  October  17th,  1906. 

President  and  General  Manager,  Nassau  and  Suffolk  Lighting 
Company  of  Freeport,  Xew  York.  308  West  81st  Street,  New 
York,  New  York. 

Mackay,  Charles,  October  17th,  1906. 

Superintendent,  Gas  Works,  Watertown  Gas  &  Electric  Com- 
pany, Watertown,  Wisconsin. 

Macmhxan,  Robert,  October  17th,  1906. 

Secretary,  Kansas  City  (Mo.)  Gas  Company,  912  Grand  Ave- 
nue, Kansas   City,   Missouri. 

Macy.  Carlton,  October  17th,  1906. 

President  and  General  Manager,  Queens  Borough  Gas  &  Elec- 
tric Company,  Far  Rockaway,  New  York. 
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Magee,  Chaeles  a.,  October  17th,  1906. 

Auditor,  Laclede  Gas  Light  Company,  716  Locust  Street,  St 
Louis,  Missouri. 

Mainland,  Sinclair,  October  17th,  1906. 

Treasurer,  Continental  Public  Utilities  Company,  Oshkosh,  Wif- 
consin. 

Mainland,  Wiluam,  October  17th,  1906. 

President,  Continental  Public  Utilities  Company,  Oshkosh, 
Wisconsin. 

Malone,  M.  E,,  October  17th,  1906. 

Superintendent  Gas  Department,  Denver  Gas  &  Electric  Com- 
panyi  40s  Seventeenth  Street,  Denver,  Colorado. 

Maloney,  Andrew  P.,  October  ist,  1907. 

President,  Treasurer  and  General  Manager,  City  Gas  Light 
Company,  Ocean  City,  N.  J.  1504  Tioga  Street,  Philadelphia, 
Pennsylvania. 

Maniek,  Robert  W.,  October  17th,  1906. 

Treasurer,  Binghampton  Gas  Works,  40  Chenango  Street,  Bing- 
hampton.  New  York; 

Mann,  Howard  E.,  October  17th,  1906. 

Superintendent  of  Works,  Cleveland  Gas  Light  &  Coke  Company. 

421  Superior  Avenue,  N.  E.,  Qeveland,  Ohio. 
Mansur,  John  H.,  October  17th,  1906. 

President,   Consolidated    Schuylkill   Gas   Company,   of    Phoenix- 

ville,  Pa.,  436  Walnut  Street,  Royersford,  Pennsylvania. 

Mara N I,  Virgil  G.,  October  T7th,  1906. 

Civil  and  Consulting  Engfineer,  Cleveland  Gas  Light  &  Coke 
Company,  421  Superior  Avenue,  N.  E.,  Geveland,  Ohio. 

Markhus,  O.  G.  p.,  October  17th,  1906. 

Engineer,  Wm.  &  S.  Mainland,  Oshkosh,  Wisconsin. 

Markley,  Joseph,  October  17th,  1906. 

Vice-President,  South  Shore  Gas  &  Electric  Company,  of  Ham- 
mond, Indiana,  621  New  York  Life  Building,  Chicago,  Illinois. 

Marks,  R.  J.,  October  17th,  1906. 

Superintendent,  City  Gas  Company,  Norfolk,  Virginia. 

Marks,  Wm.  D.,  October  T7th,  1906. 

Consulting  Engineer,  623  Park  Row  Building,  New  York,  New 
York. 

Marple,  William  McKelvey,  October  17th,  1906. 

Chief  Engineer,  Scranton  Gas  &  Water  Company,  423  JeflFer- 
son  Avenue,  Scranton,  Pennsylvania. 
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Makshall,  F.  L.,  October  17th,  1906. 

Portsmouth  Gas  Company,  iii  Middle  Street,  Portsmouth,  Vir- 
ginia. 

Marshall,  W.  D.,  October  17th,  1906. 

General  Superintendent,  New  Orleans  Gas  Company,  1643  Pcrdi- 
do  Street,  New  Orleans,  Louisiana. 

Masshall,  Wiluam  H.,  October  17th,  1906. 

Assistant   Secretary,  United   Gas   Improvement   Company,   1401 
Arch  Street,  Philadelphia,  Pennsylvania. 

Martin,  Freeman  Drake,  October  17th,  1906. 

Superintendent  and  Treasurer,  Fort  Scott  Gas  &  Electric  Com- 
pany, III  East  Wall  Street,  Fort  Scott,  Kansas. 

Martin,  John,  October  17th,  1906. 

President,    California    Central    Gas    &    Electric    Company,    925 
Franklin  Street,  San  Francisco,  California. 

Martin,  J.  H.  T.,  October  17th,  1906. 

President,   Fayetteville    (N.   C)    Gas  &   Electric   Company,   32 
Liberty  Street,  New  York,  New  York. 

Mason,  John  T.,  October  iTth,  1906. 

Superintendent  Third  Ward  Works,  Milwaukee  Gas  Light  Com- 
pany, Milwaukee,  Wisconsin. 

Maxon,  J.  H.,  October  17th,  1906. 

Manager,  Gallipolis  Gas  &  Coke  Company,  Athens,  Georgia. 

Mayers,  J.  Alex.,  October  17th,  1906. 

Gas  Engineer,  56  Pine  Street,  New  York,  New  York. 

Meeker,  Charles  A.,  October  17th,  1906. 

Vice-President  and  Treasurer,  Indiana  Gas  &  Electric  Company, 
T2o6  State  'Life  Building,  Indianapolis,  Indiana. 

Meltck,  Thos.,  September  25th,  1907. 

Superintendent,    Gas    Department    Public    Service    Corporation, 
Plain  field.  New  Jersey. 

Meginniss,  E.  B.,  October  17th,  1906. 

Manager,  Dallas  Gas  Company,  421  Main  Street,  Dallas,  Texas. 

Merchant,  O.  A.,  Jr.,  January  3rd,  1907. 

Manager,   Cape   May   Illuminating  Company,   Cape   May,   New 

Jersey. 
Merripield,  L.  L.  October  17th,  1906. 

Consulting  Engineer,  269  Front  Street,  Toronto,  Ontario,  Canada. 
Merritt,  Albert  H.,  October  17th,  1906. 

Manager,  Niagara  Falls  (N.  Y.)  Gas  &  Electric  Light  Company, 

Niagara  Falls,  New  York. 
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Merjutt,  W.  H.,  October  17th,  1906. 

General  Superintendent,  Lebanon  Gas  &  Fuel  Company,  Leban- 
on, Pennsylvania. 

MiDDLETON,  Robert  L.,  October  17th,  1906. 

General  Manager  and  Superintendent,  Georgetown  Gas  Light 
Company,  11 18  Twenty-ninth  Street,  Washington,  District  of 
Columbia. 

Millard,  Frederick  Chas.,  September  25th,  1907. 

Superintendent  of  Gas  Manufacture,  Los  Angeles  Gas  and  Elec- 
tric Company,  645  South  Hill  Street,  Los  Angeles,  California. 

Miller,  Alten  S.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Consolidated  Gas,  Electric 
Light  &  Power  Company,  100  West  Lexington  Street,  Baltimore, 
Maryland. 

Miller,  Carroll,  October  17th,  1906. 

Consulting  Engineer,  435  Sixth  Avenue,  Pittsburg,  Pennsyl- 
vania. 

Miller,  C.  O.  G.,  October  17th,  1906. 

President,  Pacific  Lighting  Company,  502  California  Street,  San 
Francisco,  California. 

Miller,  E.  E.,  October  17th,  1906. 

Manager  New  Business  Department,  Union  Gas  &  Electric  Com- 
pany, Fourth  and  Plum  Streets,  Cincinnati,  Ohio. 

Miller,  Ira  Abbott,  October  17th,  1906. 

Assistant  Secretary,  Treasurer  and  Superintendent.  Colorado 
Springs  Light  &  Power  Company,  107  East  Kiowa  Street, 
Colorado  Springs,  Colorado. 

Miller,  Robert  S.,  October   17th,   1906. 

Manager,  Jackson  County  Light,  Heat  &  Power  Company,  In- 
dependence, Missouri. 
Miller,  R.  W.,  October  17th,  1906. 

Manager,  Durham  Light  and  Power  Company,  Durham,  North 

Carolina. 
Miller,  Thomas  David,  October  17th,  1906. 

Manager,  New  Orleans  Gas  Light  Company,  201  Baronne  Street, 

New  Orleans,  Louisiana. 
Miller,  V.  A.,  October  ist,  1907. 

Superintendent,  Canandaigua  Gas  Light  Company,  Canandaigua, 

New  York. 
Miller,  William  A.,  October  17th,  1906. 

General  Manager,  Union  Gas  &  Electric  Company,  Fourth  and 

Plum   Streets,    Cincinnati,   Ohio. 
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Miller,  William  B.,  October  17th,  1906. 

Superintendent  Gas  Department,  Birmingham  Railway,  Light 
&  Power  Company,  13 10  North  24th  Street,  Birmingham^ 
Alabama. 

Milne,  David  S.,  October  17th,  1906. 

Manager,  Ottumwa  Gas  Light,  Heat  &  Power  Company,  Ot- 
tumwa,  Iowa. 

MiLSTED,  William  N.,  October  17th,   1906. 

Secretary,  American  Meter  Company,  561  West  47th  Street^ 
New  York,  New  York. 

Mitchell,  Kerk  M.,  October  17th,  1906. 

General  Manager,  St.  Joseph  Gas  Company,  Eighth  and  Francis 
Streets,   St.   Joseph,   Missouri. 

Mockett,  W.  E.,  October  17th,  1906. 

Associated  with  Lloyd  Construction  Company,  Detroit,  Michigan. 

Molony,  Martin,  October  17th,  1906. 

District  Superintendent,  United  Gas  Improvement  Company,  3650 
Market  Street,  Philadelphia,  Pennsylvania. 

Moore,  H.  M.,  October  17th,  1906. 

Manager,  Austin  Gas  Light  Company,  907  Congress  Avenue, 
Austin,  Texas. 

MooRE,  Northrop,  October  17th,  1906. 

Assistant  Secretary,  Wyandotte  Gas  Company,  Hursted  Building, 
Kansas  City,  Kansas. 

MoRAN,  G.  M.,  October  17th,  1906. 

Superintendent,  Gas  Department,  Hattiesburg  ^  Traction  Com- 
pany, Hattiesburg,  Mississippi. 

MoREHEAD,  John  M.,  October  17th,  1906. 

Consulting  Engineer,  Peoples  Gas  Light  &  Coke  Company,  157 
Michigan  Avenue,  Chicago,  Illinois. 

♦Morgan,  John  Eyre,  October  17th,  1906;  September  25th,  1907. 

Engineer,   Consumers  Gas  Company,  Reading,  Pennsylvania. 

Morgans,  William  H.,  October  17th,  1906. 

Vice-President,  Pontiac  Light  Company,  509  Orchard  Lake  Ave- 
nue,  Pontiac,   Michigan. 

Morrell,  Edward  R,  October  17th,  1906. 

Secretary,  National  Gas  &  Electric  Company,  184  La  Salle  Street, 
Chicago,   Illinois. 


*  First  date  is  that  of  election  to  membership  In  the  Institute ;  second,  that 
of  transfer  from  Associate  to  Active  Membership. 
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MoBRis,  Daniel,  October  17th,  1906. 

Superintendent,  The  Owego  Gas  Light  Company,  Owego,  New 
York. 

Morris,  Robert  C,  Jr.,  October  17th,  1906. 

Superintendent,  Binghampton  Gas  Works,  9  Pine  Street,  Bing- 
hampton.  New  York. 
Morris,  W.  C,  October  17th,  1906. 

Manager,  Gas  Department,  Ashland  Light,  Power  &  Street  Rail- 
way Company,  Ashland,  Wisconsin. 
Morris,  W.  Cullen,  October  17th,  1906. 

Engineer  of  Construction,  Consolidated  Gas  Company  of  New 
York,  4  Irving  Place,  New  York,  New  York. 
Morris,  William  T.,  October  17th,  1906. 

President  and  Treasurer,  Associated  Gas  &  Electric  Company, 
Ithaca,  New  York. 
Morrison,  Henry  K,  October  17th,  1906. 

Superintendent,   Concord   Light   &   Power   Company,  90  North 
Main  Street,  Concord,  New  Hampshire. 
Morse,  Charles  W.,  October  17th,  1906. 

President   and   General  Manager,  Amesbury  Gas  Company,  34 
Park  Street,  Haverhill,  Massachusetts. 
Morton,  Albert  B.,  September  25th,  1907. 

Manager,  Wakefield  Municipal  Light  Plant,  Wakefield,  Massa- 
chusetts. 
Morton,  F.  N.,  October  17th,  1906. 

Engineer,  United  Gas  Improvement  Company,  Broad  and  Arch 
Streets,  Philadelphia,  Pennsylvania. 
Morton,  H.  E.,  October  17th,  1906. 

Assistant  Secretary,  Boone  Gas  Company,  Boone,  Iowa. 
Moses,  Frank  D.,  October  17th,  1906. 

Engineer,   Creston  Gas  and  Electric  Company,  7  North   Stock- 
ton Street,  Trenton,  New  Jersey. 
Mtilholland,  S.  E.,  October  17th,  1906. 

Secretary  and  Treasurer,  Lima  Natural  &  Artificial  Gas  Com- 
panies, Lima,  Ohio. 
MuRDOCK,  James  W.,  October  17th,  1906. 

Manager,    Bethlehem    Consolidated    Gas    Company,    Bethlehem, 
Pennsylvania. 
MuRDOCK,  S.  T.,  October  17th,  1906. 

Secretary   and    General    Manager,    La    Fayette    Gas    Company, 
Fourth   and  Ferry  Streets,  La  Fayette,   Indiana. 

Murphy,  Charles  A.,  October  17th,  1906. 

Manager,  Ottawa  Gas  Light  &  Coke  Company,  Ottawa,  Illinois. 
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Murphy,  W.  J.,  October  17th,  1906. 

Vice-President  and   General   Manager,   Grand   Forks    (N.   D.) 

Gas  &  Electric  Company,  The  Minneax)olis  Tribune,  Minneapolis, 

Minnesota. 
MusiL,  Louis  F.,  June  19th,  1907. 

Assistant  Engineer,  H.  L.  Doherty  &  Company,  60  Wall  Street, 

New  York,  New  York. 

Myers,  Joseph  B.,  October  17th,  1906. 

The  United  Gas  Improvement  Company,  Broad  and  Arch  Streets, 

Philadelphia,   Pennsylvania. 
Naphtalz,  Sam  L.,  October  17th,  1906. 

Engineer   Operation   and   Maintenance,   Pacific   Gas   &   Electric 

Company,  925  Franklin  Street,  San  Francisco,  California. 

Neely,  John  D.  S.,  October  17th,  1906. 

General   Manager,  Lima  Gas  Light  Company,  Lima,  Ohio. 

Neemes,  W.  C,  October  17th,  1906. 

Superintendent,    McKecsport    Gas    Improvement    Company,    311 
Twenty-sixth  Street,  McKeesport,  Pennsylvania. 

Nettleton,  Charles  H.,  October  17th  ,1906. 

President,   Derby    Gas   Company,    and   New    Haven    Gas   Light 
Company,  Derby,  Connecticut. 

Newberry,  F.  E.,  October  17th,  1906. 

Manager,  Citizens  Gas  Company,  280  Dearborn  Avenue,  Kanka- 
kee, Illinois. 

NiccuM,  J.  B.,  October  17th,  1906. 

Superintendent    Three    Rivers    Gas    Company,    Three    Rivers, 

Michigan. 
NoRCRoss,  J.  Arnold,  October  17th,  1906. 

Secretary  and  Treasurer,  New  Haven  Gas  Light  Company,  80 

Crown  Street,  New  Haven,  Connecticut. 
Norland,  Manning  A.,  October  17th,  1906. 

Assistant  Engineer,  Peoples  Gas  Light  &  Coke  Company,  157 

Michigan  Avenue,  Chicago,  Illinois. 
NoRRis,  RoLUN,  October  17th,  r9o6. 

Superintendent  of  Works,  United  Gas  Improvement   Company, 

Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania. 

Norton,  Walter  F.,  October  17th,  1906. 

Superintendent,  Gas  Department,  Nashua  Light,  Heat  &  Power 
Company,  70  East  Pearl  Street,  Nashua,  New  Hampshire. 

NuTE,  Joseph  R,  October  T7th,  1906. 

Manager,   Fall    River    Gas    Works   Company,    60   North    Main 
Street,  Fall  River,  Massachusetts. 
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Nutting,  Charles  H.,  October  T7th,  T906. 

Superintendent,  Chicopee  Gas  Light  Company,  2^7  Gaylor  Street, 
Chicopee,    Massachusetts. 

Old,  George,  October   17th,   1906. 

Agent  and  Superintendent,  St.  Augustine  Gas  &  Electric  Light 
Company,  St.  Augustine,  Florida. 

Olds,  Howard  L.,  October  17th,  1906. 

Manager,  Commercial  Securities  Company,  506  Penobscot  Build- 
ing,  Detroit,  Michigan. 

Olmsted,  George  G.,  October  17th,  1906. 

Vice-President,  Knoxville  (Tenn.)   Gas  Company,  140  Dearborn 
Street,  Chicago,  Illinois. 

O'M ALLEY,  P.,  October  17th,  1906. 

Superintendent  of  Works,  Western  United  Gas  &  Electric  Com- 
pany, 95  Prairie  Street,  Aurora,  Illinois. 

OsBORN,  H.   H.,  October  17th,   1906. 

Vice-President  and  Manager,  Ottawa  Gas  Light  &  Coke  Com- 
pany, Ottawa,  Illinois. 

Osbourne,  E.  M.,  October  17th,  1906. 

Manager,  Holland  City  Gas  Company,  Holland,  Michigan. 

OsTHOFF.  Otto  E.,  October  17th,  1906. 

Vice-President   and  Chief    Engineer,    H.    M.    Byllesby    &    Com- 
pany, American  Trust  Building,   Chicago,   Illinois. 

Page,  Carter  H.,  Jr.,  October  17th,  1906. 

Commercial   Agent,  United   Gas  Improvement   Company,    Broad 
and  Arch  Streets,  Philadelphia,  Pennsylvania. 

Palmer,  E.   H.,  October   17th,   1906. 

President,  Auburn  Gas  Company,  Seneca  Falls  &  Waterloo  Gas 
Light  Company,  Geneva,  New  York. 

Palmer,  H.  C,  October   17th,   1906. 

Engineer,  Buffalo  Gas  Company,  186  Main  Street.  BuflFalo,  Xew 
York. 

Palmer,  Louis  T.,  October   17th,  1906. 

President  and  General  Manager,  Niagara  Light,  Heat  &  Power 
Company^  Tonawanda,    New    York. 

Pabker,    Frank    H.,    October    17th,    1906. 

Manager,  Burlington   Light  &  Power  Company,   ro2  South  Wi- 

nooski   Avenue,    Burlington,   Vermont. 
Parker,  Joseph   Smith,  October   17th,  1906. 

Superintendent.    Frankfort    District,    United    Gas    Improvement 

Company,  4427  Frankford  Avenue,  Philadelphia,  Pennsylvania. 


Digitized  by  VjOOQIC 


1041 

Pakkek,  Richard  Maksh^  October  17th,  1906. 

Assistant    Secretary,   Buffalo   Gas   Company,    186   Main    Street, 
Buffalo,   New   York. 

Parsons,  William  P.,  October  17th,  1906. 

Engineer  of  Operation,  United  Coke  &  Gas  Company,  17  Bat- 
tery Place,  New  York,  New  York. 

Patten,  J.  A..  October  17th,  1906. 

Manager,  Holland  City  Gas  Company,  Holland  City,  Michigan. 

Patterson,  Harold  Vincent,  October  17th,  1906. 

Superintendent  Gas  Department,  Tri-City  Railway  &  Light  Com- 
panies, 127  West  Third  Street,  Davenport,  Iowa. 

Payne,  A.  I.,  October  17th,  1906. 

Engineer  and  Manager,  Calgary  Gas  Company,  Ltd.,  207  Eighth 
Avenue,  Calgary,  Alberta,   Canada. 

Pearson,  W.  H.,  October  17th,  1906. 

General  Manager  and  Secretary,  Consumers'  Gas  Company,  ip 
Toronto  Street,  Toronto,  Ontario,  Canada. 

Pearson,  W.  H.,  Jr.,  October   17th,   1906. 

Engineer,  Consumers'  Gas  Company,  4  Lamport  Avenue,  Toron- 
to, Ontario,  Canada. 

Pelton,  Bert  P.,  October  17th,  1906. 

Superintendent  Gas  Distribution,  St.  Paul  Gas  Light  Company, 
St.  Paul,  Minnesota. 

Pelton,  Frank  K,  October  17th,  1906. 

Secretary,  National  Gas,  Electric  Light  &  Power  Company,  402 
Union  Trust  Building,  Detroit,  Michigan. 

Perkins,  Benjamin  W.,  October  17th,  1906. 

Manager,  Altoona  Gas  Company,  1309  Eleventh  Avenue,  AJ- 
toona,  Pennsylvania. 

Perkins,  Jay  Hugh,  October  17th,  1906. 

Manager,  Wilkesbarre  Gas  &  Electric  Company,  27  North  Main 
Street,  Wilkesbarre,  Penns3rylvania. 

Perry,  Joseph  A.,  October  17th,  1906. 

Assistant  to  the  Engineer  of  Construction,  United  Gas  Improve- 
ment Company,  Broad  and  Arch  Streets,  Philadelphia,  Pennsyl- 
vania. 

Persons,  Fred  R.,  October  17th,  1906. 

Representative,  Maryland  Meter  Company  of  Baltimore,  1503 
Adams  Street,  Toledo,  Ohio. 

Pettes,  W.  H.,  October  17th,  1906. 

General  Auditor,  Gas  Department,  Public  Service  Corporation  of 
New  Jersey,  P.  O.  Box  590,  Newark,  New  Jersey. 
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Pew,  John  N.,  October  17th,  1906. 

Vice-President,  Peoples  Natural  Gas  Company,  323  Fourth  Ave- 
nue, Pittsburg,  Pennsylvania. 

Planck,  J.  W.,  October  17th,  1906. 

General  Manager,  Choctaw  Gas  Light,  Heat  &  Power  Company, 
Box  608,  South  McAlester,  Oklahoma. 

Plummer,  H.  W.,  October  17th,  1906. 

Secretary   and    General   Manager,   Asheville   Electric   Company, 

Asheville,   North   Carolina. 
Polk,  Roger  W.,  October  17th,  1906. 

Engineer,  Laclede  Christy  Clay  Product's  Company,  Manchester 

and  Sulphur  Avenues,  St.  Louis,  Missouri. 
PoLLiTT,  L.  Irving,  October  17th,  1906. 

Erie   Electric    Motor   Company,    1529   Eutaw   Place,   Baltimore, 

Maryland. 
Pond,   E.   C,  October   17th,   1906. 

Manager,  Petersburg  Gas  Company,  35  Sycamore  Street,  Peters- 
burg, Virginia. 
Porter,  Joseph  P.,  October  17th,  1906. 

President,  Tri-City  Railway  &  Light  Company,  Davenport,  Iowa. 
Potter,  Charles  P.,  October  17th,  1906. 

Chief   Clerk,    Dallas    Gas    Company,    421    Main    Street,    Dallas, 

Texas. 
Potter,  H.  H.,  October  17th,  1906. 

Superintendent,  Vincennes  Light  &  Power  Company,  Vinccnncs, 

Indiana. 
Powell,  William  R.,  October  17th,  1906. 

Acting  Manager,  Artificial  Branch,  Columbus  Gas  &  Fuel  Com- 
pany, Columbus,  Ohio. 
Power,  John  J.,  October  17th,  1906. 

Superintendent,  Cumberland  Gas  Light  Company,  Cumberland, 

Maryland. 
Pratt,  Edward  G.,  October  17th,  1906. 

President,  Boone    (Iowa)    Gas   Company,  613  New   York  Life 

Building,  Chicago,  Illinois. 
Price,  F.  Lester,  October  17th,  1906. 

Manager,  North  Shore  Gas  Company,  Highland  Park,  Illinois. 
pRicHARD,  Charles  F.,  October  17th,  1906. 

General  Manager,  Lynn  Gas  &  Electric  Company,  90  Exchange 

Street,    Lynn,    Massachusetts. 
pRiNTz,  Charles  H.,  October  17th,  1906. 

Sales    Manager,    Western    Gas    Construction    Company,    Fort 

Wayne,  Indiana. 
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I'ULLEN,  Jambs  T.,  October   17th,  1906. 

Superintendent,  Jackson  Gas  Company,  Jackson,  Mississippi. 

PuRCELL,  Theo.  v.,  October  17th,  1906. 

157  Michigan  Avenue,   Chicago,   Illinois. 

Putnam,  William  R.,  October  17th,  1906. 

Manager,  Red  Wing  Gas,  Light  &  Power  Company,  Red  Wing, 
Minnesota. 

<iuACKENBusH,  Charles,  Octobcr  17th,  1906. 

Manager,  St.  Qair  County  Gas  &  Electric  Company,  414  Mis- 
souri Avenue,  East  St.  Louis,  Illinois. 

^uiNN,  A.  K,  October  17th,  1906. 

Treasurer  and  General  Manager,  Newport  Gas  Light  Company, 
Box  305,  Newport,  Rhode  Island. 

Ramsbukg,  Chaiu.es  J.,  October  17th,  1906. 

Assistant  to  Engineer,  United  Gas  Improvement  Company, 
Twenty-second  and  Filbert  Streets,  Philadelphia,  Pennsylvania. 

Ramsdell,  Geosge  G.,  October  17th,  1906. 

President,  Ramsdell  Inverted  Gas  Lamp  Company,  1123  Broad- 
way, New  York,  New  York. 

Ramsey,  Wiluam  Heines  Crawford,  October  17th,  1906. 

Superintendent,  Consumers'  Gas  Company,  420  Main  Street, 
Johnstown,  Pennsylvania. 

Randolph,  William  W.,  October  17th,  1906. 

Engineer,  Humphreys  &  Glasgow,  31  Nassau  Street,  New  York, 
New  York. 

Redding,  R.  M.,  October  17th,  1906. 

Chemist,  New  Orleans  Gas  Light  Company,  Baronne  and  Com- 
mcm  Streets,  New  Orleans,  Louisiana. 

Rees,  Richard,  October  17th,  1906. 

Secretary,  Memphis  Gas  &  Electric  Company,  12  South  Second 
Street,  Memphis,  Tennessee. 

Reger,  W.  S.,  October  17th,  1906. 

Superintendent  of  Meter  Department,  Laclede  Gas  Light  Com- 
pany, 2655  Adams  Street,  St.  Louis,  Missouri. 

Reitemever,  a.  F.,  October  17th,  1906. 

Superintendent,  Secretary  and  Treasurer,  Perth  Amboy  Gas 
Light  Company,  148  Smith  Street,  Perth  Amboy,  New  Jersey. 

Rennie,  W.  H.,  Octobcr  17th,  1906. 

Managing  Director,  St  John's  Gas  Light  Company,  Water  Street, 
.  St.  Johns,  Newfoundland. 

Rew,  Irwin,  October  17th,  1906. 

Vice-President,  DeKalb  County  (111.)  Gas  Company,  and  Ster- 
ling (IlL)  Gas  ft  Electric  Company,  184  La  Salle  Street,  Chi- 
cago, Illinois. 
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Reynolds,  W.  E.,  September  25th,  1907. 

Agent  Gas  and  Electric  Departments,  Public  Service  Corpora- 
tion, 109  Montgomery  Street,  Jersey  City,  New  Jersey. 

Rhoades,  William  R.,  October  17th,  1906. 

Superintendent,  Springrfield  Gas  Light  Company,  Springfield^ 
Illinois. 

Rici,  Henry  L.,  October  17th,  1906. 

General  Manager,  Western  United  Gas  &  Electric  Company^ 
Aurora,  Illinois. 

Richards,  Fred  M.,  October  17th,  1906. 

General  Superintendent,  Madison  Gas  &  Electric  Company,  126 
East  Main  Stret,  Madison,  Wisconsin. 

Richards,  J.  L.,  September  25th,  1907. 

President  and  General  Manager,  Boston  Consolidated  Gas  Com- 
pany, 24  Wwt  Street,  Boston,  Massachusetts. 

Richards,  W.  A.,  October  17th,   1906. 

Mechanical  and  Gas  Engineer,  216  North  Carroll  Street,  Madison^ 
Wisconsin. 

Richards,  William  A.,   October  17th,   1906. 

Manager,  Standard  Gas  Company,  of  New  Jersey,  Kejrport,  New 
Jersey. 

Richardson,  Frank  S.,  October  17th,  1906. 

Vice-President,  Treasurer  and  General  Manager,  North  Adams 
Gas  Light  Company,  23  Bank  Street,  North  Adams,  Massa- 
chusetts. 

Richardson,  Walter  W.,  October  17th,  1906. 

Manager,  Buffalo  Natural  Gas  &  Fuel  Company,  58  Coal  St 
Iron  Exchange,  Buffalo,  New  York. 

Richter,  Arthur  W.,  October  17th,  1906. 

Professor  of  Experimental  Enginering,  University  of  Wiscon- 
sin, 929  University  Avenue,  Madison,  Wisconsin. 

RiSELAY,  William  S.,  October  17th,  1906; 

Secretary  and  Treasurer,  Buffalo  Gas  Company  and  Peoples'  Gas- 
Light  &  Coke  Company,  186  Main  Street,  Buffalo,  New^  York. 

RrrsoN,  J.  M.,  October  17th,  1906. 

Superintendent  Sales  Department,  Birmingham  Railway,  Light 
&  Power  Company,  Birmingham,  Alabama. 

RiTTER,  Charles  S.,  October  17th,.  1906. 

Secretary,  Detroit  City  Gas  Company,  230  Woodward  Avenue,. 
Detroit,  Michigan. 

ROBB,  J.  M.,  October  17th,  1906. 

General  Manager,  Chattanooga  Gas  Company,  619'  Cherry  Street^ 
Chattanooga,  Tennessee; 
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Roberts.  E.  C,  September  25th,  1907. 

General  Agent,   Public   Service   Corporation,    114  Main    Street, 
Hackensack,  New  Jersey. 

Roberts,  F.  M.,  October  17th,  1906. 

Superintendent,  Westchester  Lighting  Company,   First  Avenue, 
comer  First  Street,  Mount  Vernon,  New  York. 

Roberts,  George  J.,  October  17th,  1906. 

First   Vice-President,    Public    Service    Corporation,    575    Broad 

Street,  Newark,  New  Jersey. 
RoBisoN,  Charles  D.,  October  17th,  1906. 

Manager,  Nyack  Gas  Light  &  Fuel  Company,  Nyack,  New  York. 
RocHAT,  Henry,  October  17th,  1906. 

Superintendent    of    Manufacture,    Indianapolis    Gas    Company, 

Indianapolis,  Indiana. 
Robber,  Charles  J.,  September  25th,  1907. 

Superintendent,  Hoboken  Gas  Works,  Public  Service  Corporation, 

Hoboken,  New  Jersey. 
Rogers,  W.  H.,  October  17th,  1906. 

General    Agent,    Gas    &    Electric   Departments,    Public    Service 

Corporation  of  New  Jersey,  188  Ellison  Street,  Paterson,  New 

Jersey. 
RooHAN,  Patrick,  October  17th,  1906. 

Manager,  Saratoga  Gas,  Electric  Light  &  Power  Company,  491 

Broadway,   Saratoga  Springs,  New  York. 
Roper,  George  D.,  October  17th,  1906. 

"  Vice-President,  Boone  (Iowa)  Gas  Company,  Rockford,  Illinois. 
R(5senquest,  Eugene  H.,  October  17th,  1906. 

President  and  General  Manager,  Bronx  Gas  &  Electric  Com- 
pany, Main  and  Second  Streets,  Westchester,  New  York. 
Rosenthal,  Albert,  October   17th,  1906. 

123  South  Eighth  Avenue,  Mount  Vernon,  New  York. 
Ross,  J.  Charles,  October  17th,  1906. 

General  Manager,  Utah  Gas  &  Coke  Company,  Salt  Lake  City, 

Utah. 
RossMAN,  G.  M.,  October  17th,   1906. 

Treasurer,  Keene  Gas  &  Electric  Company,  18  Roxbury  Street, 

Keene,  New  Hampshire. 

Rowland,  Charles  L.,  October  17th,  1906. 

Consulting  Engineer,  Queens  Borough  Gas  &  Electric  Company, 
114  Green  Street,  Brodcl3rn,  New  York. 

Rowland,  William  L.,  October  17th,  1906. 

Chemical  Engineer,  2815  Gray's  Ferry  Road,  Philadelphia,  Penn- 
sylvania. 
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ROYCX,   FkEDERICK    P.,   OctobCF   17th,    I906. 

Vice-President,  Maiden  &  Melrose  Gas  Light  Company,  84  State 
Street,   Boston,  Massachusetts. 

RuEGENBERG,  John  M.,  January  3rd,  1907. 

Assistant  to  Superintendent  of  Works,  United  Gas  Improvement 
G>mpany,  Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania* 

RuNNEB,  R.  K.,  October  17th,   1906. 

Manager  DeKalb  County  Gas  Company,  DeKalb,  Illinois. 

RuNNEE,  Z.  T.  P.,  October  17th,  1906. 

Secretary  and  Manager,  Freeport  Gas  Light  &  Coke  Company,^ 
Freeport,  Illinois. 

RusBY,  John  M.,  October  17th,  1906. 

Engineer  of  Tests,  United  Gas  Improvement  Company,  Broad 
and  Arch  Streets,  Philadelphia,  Pennsylvania. 

Russell,  Daniel  R.,  October  i7tfa,  1906. 

Vice-President,  Parker,  Russell  Mining  &  Manufacturing  Com- 
pany, 417  Pine  Street,  St  Louis,  Missouri. 

Russell,  Herman,  September  25th,  1907. 

Superintendent  of   Gas   Manufacturing   Department,    Rochester 
Railway  &  Light  Company,  Rochester,  New  York. 

RuTTER,  Thomas  V.,  October  17th,  1906. 

Rutter  &  Turner,  32  Spruce  Street,  New  York,  New  York. 

Salter,  W.  James,  October  17th,  1906. 

Superintendent  Gas  Department,  Meridian  Light  &  Railway  Com- 
pany, 917  Twenty-seventh  Avenue,  Meridian,  Mississippi. 

Sargent,  Fred  H.,  October  17th,   1906. 

Assistant  Agent,  Lawrence  Gas  Company,  370  Essex  Street,  Law- 
rence, Massachusetts. 

Saunders,  Harvey,  October  17th,  1906. 

Superintendent,  Mansfield  Gas  Company,  Mansfield,  Arlcansas. 

Sawyer,  F.  H.,  October  17th,  1906. 

Secretary  and  Assistant  Manager,  City  Gas  Company,   Norfolk,. 
Virginia. 

ScHAAF,  E.  W.,  October  17th,  1906. 

General  Foreman,  Appliance  and  Meter  Departments,  Denver  Gas- 
&  Electric  Company,  407  Seventeenth  Street,  Denver,  Colorado. 

SCHADDELEE,  RiCHARD,  Octobcr   1 7th,   I906. 
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ScHERCK,  Leon  H.,  October  17th,  1906. 

Superintendent  of  Lighting,  Birmingham  Railway,  Light  &  Power 
Company,  Birmingham,  Alabama. 

Schmidt,  Emil  G.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Springffield  Gas  Light 
Company,  Springfield,  Illinois. 

Schmidt,  F.  W.,  October  17th,  1906. 

General  Agent,  Hudson  Division,  Public  Service  Corporation  of 
New  Jersey,  109  Montgomery  Street,  Jersey  City,  New  Jersey. 

ScHNiKWiND,  R,  October  17th,  1906. 

Vice-President,  United  Coke  &  Gas  Company,  17  Battery  Place, 
New  York,  New  York. 

ScHUTT,  Harry  S.,  October  17th,  1906. 

General  Manager,  Michigan  City  Gas  and  Electric  Company, 
Michigan  City,  Indiana. 

ScHWAKN,  C.  A.,  October  17th,  1906. 

General  Superintendent,  National  Gas,  Electric  Light  &  Power 
Company,  402  Union  Trust  Building,  Detroit,  Michigan. 

SooBBLL,  E.  C,  October  ist,  1907. 

Assistant  Auditor,  Rochester  Railway  &  Light  Company,  Roches- 
ter, New  York. 

ScRANTON,  George  H.,  October  17th,  1906. 

Secretary,  Derby  Gas  Company,  22  Elizabeth  Street,  Derby, 
Connecticut. 

ScRANTON,  Worth  iNGTON,  October  17th,  1906. 

Vice-President,  Hyde  Park  Gas  Company,  115  Wyoming  Ave- 
nue, Scranton,  Pennsylvania. 

ScAMON,  J.  Fred,  October  17th,  1906. 

Constructing  Engineer,  United  Gas  Improvement  Company, 
Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania. 

Sbarle,  Robert  M.,  October  17th,  1906. 

General  Manager,  Rochester  Railway  &  Light  Company,  34 
Qinton  Avenue  North,  Rochester,  New  York. 

Sears,  Clifton  W.,  October  17th,  1906. 

General  Contracting  Agent,  Kansas  Natural  Gas  Company,  Cha- 
nute,  Kansas. 

Secord,  Warren  L.,  October  17th,  1906. 

Superintendent,  Northern  Westchester  Lighting  Company,  En- 
gineer Gas  Department,  Peekskill  Lighting  &  Railway  Company, 
127  Main  Street,  Ossining,  New  York. 

Selig,  a.  L.,  September  25th,  1907. 

General  Manager,  Gas  and  Electric  Departments,  The  Edison 
Electric  Company,  Los  Angeles,  California. 
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SkRRiLL.  William  J.,  October  iTtb,  igo6. 

Engineer  of  Distribution,  Philadelphia  Gas  Works,  United  Gas 
Improvement  Company,  Broad  and  Arch  Streets,  Philadelphia, 
Pennsylvania. 

Sexton,  H.  W.,  October  17th,  1906. 

General  Manager,  Anniston  Electric  &  Gas  Company,  Anniston, 
Alabama. 

Seymour,  William  W.,  October  17th,   1906. 

President,  Gra/s  Harbor  Gas  Company  of  Aberdeen,  Washing- 
ton, 401  Provident  Building,  Tacoma,  Washington. 

Shacklette,  R,,  October  17th*,  1906. 

Manager,  Adrian  Gas  Company,  860  Greenwood  Avenue,  De- 
troit, Michigan. 

Shaffner,  Samuel,  C,  January  3rd,  1907. 

Gas  Engineer,  613  New  York  Life  Building,  Chicago,  Illinois. 

Sharp,  Lewis  B.,  October  17th,  1906. 

General  Superintendent,  Queens  Borough  Gas  &  Electric  Com- 
pany, Far  Rockaway,  New  York. 

Shattuck,  a.  R,  October  17th,  1906. 

Chief  Chemist,  The  Solvay  Process  Company,  Detroit,  Michigan. 

Shattuck,  John  D.,  October  17th,  1906. 

General  Manager,  Suburban  Gas  Company,  Sixth  and  Welsh 
Streets,  Chester,  Pennsylvania. 

Shaw,  H.  S.,  October  17th,  1906. 

Treasurer  and  Superintendent,  Webster  Electric  Company,  Web- 
ster, Massachusetts. 

Shelton,  Frederick  H.,  October  17th,  1906. 

Secretary  of  Various  Gas  Companies,  1004  Pennsylvania  Build- 
ing, Philadelphia,  Pennsylvania. 

Shepard,  Frederick  C,  October  17th,  1906. 

Superintendent,  Minneapolis  Gas  Light  Company,  16  Seventh 
Street,   Minneapolis,   Minnesota. 

Sherman,  F.  C,  October  17th,  1906. 

Consulting  Engineer,  New  Haven  Gas  Light  Company,  80  Crown 
Street,  New  Haven,  Connecticut. 

Sherwood,  E.  J.,  October  17th,  1906. 

Assistant  Superintendent  Meter  Department,  Laclede  Gas  Light 
Company,  2655  Adams  Street,  St.  Louis,  Missouri. 

Sherwood,  M.  S.,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corporation, 
226  Springfield    Avenue,  Summit,  New  Jersey. 

Simons,  Keating  Lewis,  September  25th,  1907. 

Superintendent  Gas  Department,  Birmingham  Railway,  Light  & 
Power  Company,  Birmingham,  Alabama. 
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Simpson,  Colin  C,  October' iTtli,  1906. 

Assistant  Secretary  and  General  Superintendent  of  Mains,  Con- 
solidated  Gas   Company   of   New  York,  4  Irving   Place,   New 

York,  New  York. 
Simpson  H.,  October  17th,  1906. 

Assistant    Foreman    of   Works,   City   Gas    Company,    Norfolk, 

Virginia. 
Simpson,  Mastin,  October  17th,  1906. 

Secretary  and  Treasurer,   H.   P.  Wright  Investment  Company, 

730  Delaware  Street,  Kansas  City,  Missouri. 
SiNSEL.  Otis  A.,  October  17th,  1906. 

Superintendent  Station  B,  Detroit  Gas  Company,  155  Melbourne 

Avenue,  Detroit,  Michigan. 
Skellenger,  Daniel  Perry,  January  3rd,  1907. 

General  Manager,   Morristown    Gas  Light   Company,  43   South 

Street,  Morristown,  New  Jersey. 
Skinner,  Samuel,  October  17th,  1906. 

Superintendent,  Montreal  Light,  Heat  &  Power  Company,  177 

Harbour    Street,    Montreal,    Quebec,    Canada. 
Slade,  Richmond  R,  October  17th,  1906. 

Treasurer    and    General    Manager,    Hartford    City    Gas    Light 

Company,   565   Main   Street,  Hartford,   Connecticut. 
Slater.  Alpheus  B.,  October  17th,  1906. 

General   Manager,   Societe  Anonyme  de   Gaz,  Rio   de  Janeiro, 

Brazil,  South  America. 
Sloan,  J.  C,  October  17th,  1906. 

Manager,  Port  Huron  Gas  Company,  Port  Huron,  Michigan. 
Small.  J.  C,  October  17th,  1906. 

Secretary  and  Treasurer,  Aurora  Gas  Light,  Coal  &  Coke  Com- 
pany, Aurora,  Indiana. 
Smart,  F.  R.,  Jr.,  October  17th,  1906. 

General  Man«nger,  York  Gas  Company,  York,  Pennsylvania. 
Smart,  George  M.,  October  17th,   1906. 

Secretary,  Dayton  Gas  Light  &  Coke  Company,  Dayton,  Ohio. 
Smith,  A.  J.,  October  17th,  1906. 

Superintendent,   St.   Albans    Gas   Light    Company,   29   Kingman 

Street,  St.  Albans,  Vermont. 
Smith,  Elmer  W.,  January  3rd,  1907. 

Manager,  Kewaunee  Light  &   Power  Company,  Kewaunee,  Illi- 
nois. 
Smith,  John  W.,  October  17th,  1906. 

Superintendent,    Northern   Liberties  Gas   Company.   United   Gas 

Improvement   Company,   .\j?cnt.  60   laurel    Street.    Philadelphia. 

Pennsylvania. 
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Smith,  William  Henry,  October  17th,  1906. 

Superintendent  of  Distribution,  United  Gas  Improvement  G>m- 
pany,  1931  South  Ninth  Street,  Philadelphia,  Pennsylvania. 

Snow,  William  H.,  October  17th,  1906. 

Manager,  City  of  Holyoke  Gas  &  Electric  Department,  Holyoke, 
Massachusetts. 

Snyder,  Charles  S.,  January  3rd,  1907. 

Superintendent,  Germantown  District,  United  Gas  Improvement 
Company,  6554  Germantown  Avenue,  Philadelphia,  Pennsylvania. 

Sombart,  W.  E.,  October  17th,  1906. 

Secretary   and   Treasurer,   Sombart    Gas    Company,    Boonevillc, 

Missouri. 
SoPER,  W.  H.,  October  17th,  1906. 

Superintendent,    Halifax    Electric    Tramway    Company,    2    Gas 

Lane,  Halifax,  Nova  Scotia,  Canada. 
Spancenbkrg,  Brewster  H.,  October  17th,  1906. 

General   Manager   and   Engineer,.  Rotary   Meter   Company,   280 

Broadway,  New  York,  New  York. 
Spear,  M.  H.,  October  17th,  1906. 

Manager,  New  York  &  Queens  Gas  Company,  88  Main  Street, 

Flushing,   New  York. 
Spinning.  W.  V.,  October  17th,  1906. 

General    Superintendent,    Logansport    and   Wabash    Valley   Gas 

Company,  Peru,  Indiana. 
Spragle,  L.    D..  October   17th,   1906. 

Agent  and  Superintendent,  Fulton  County  Gas  &  Electric  Com- 
pany,  18  East  Fulton   Street,  Gloversville,  New  York. 
Springer.  Edward  S.,  October  17th,  1906. 

Manager,  Leavenworth  Light  &  Heating  Company,  515  Delaware 

Street,  Leavenworth,  Kansas. 
Stacey.  Frederick  A.,  October  17th,  1906. 

President,  Chillicothe  Gas  &  Water  Company,  Chillicothe,  Ohio. 
Stannard,  Clare  N.,  October  17th,  1906. 

Secretary,   Denver   Gas   &   Electric  Company,   415    Seventeenth 

Street,  Denver,  Colorado. 
Starr.  Howard  W.,  October  17th,  1906. 

Vice-President  and  Manager,  Mohawk  Gas  Company,  Schenec- 
tady, New  York. 
Steck,  Henry,  October  17th,  1906. 

Manager,  American  Light  &  Heat  Company,  631  Chestnut  Street, 

Philadelphia,    Pennsylvania. 
Steenbergen,  C.  L.,  October  17th,  T906. 

General   Manager,   Paris  Gas  Light   Company,  Paris,  Kentucky. 
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SmKWEDELL,  Casl,  October  17th,  1906. 

Superintendent,  The  Columbus  Gas  and  Fuel  Company,  135 
North  Front  Street,  Columbus,  Ohio. 

Steinwedell,  Geokge,  October  17th,  1906. 

Superintendent  Publicity,  St.  Paul  Gas  Light  Company,  Sixth 
and  Jackson  Streets,  St.  Paul,  Minnesota. 

Steinwedell,  William,  October  17th,  1906. 
Quincy,  Illinois. 

Steinwedell,  W.  E.,  October  17th,  1906. 

Consulting  Gas  Engineer,  715  Citizens  Building,  Qeveland,  Ohio. 

Stblling,  C.  a.,  October  17th,  1906. 

Assistant  Superintendent,  Public  Service  Corporation  of  New 
Jersey,  Columbia  Avenue  and  Passaic  Street,  Passaic,  New 
Jersey. 

Stephens,  H.  H.,  October  17th,  1906. 

Manager  and  Purchasing  Agent,  El  Reno  Gas  &  Electric  Com- 
pany, El  Reno,  Oklahoma. 

Stetson,  George  R.,  October  17th,  1906. 

President  and  General  Manager,  New  Bedford  Gas  &  Edison 
Light  Company,  125  Middle  Street,  New  Bedford,  Massachusetts. 

Stewaet,  Samuel  B.,  October  17th,  1906. 

Assistant  General  Contracting  &  Purchasing  Agent,  Philadelphia 
Company,  435  Sixth  Avenue,  Pittsburg,  Pennsylvania. 

Stiles,  Harry  B.,  October  17th,  1906. 
I  Purchasing   Agent,    St.    Paul   Gas   Light   Company,    Sixth    and 

Jackson  Street,  St.  Paul,  Minnesota. 

Stillson,  Howard  G,  October  17th,  1906. 

Superintendent  of  Distribution,  Western  United  Gas  &  Electric 
Company,  Aurora,  IHinois. 

Stixzel,  Jacob  W.,  October  17th,  1906. 

Engineer  of  Construction,  Philadelphia  Gas  Works,  United  Gas 
Improvement  Company,  Twenty-second  and  Market  Streets^ 
Philadelphia,   Pennsylvania. 

Stone,  Frederick  W.,  October  17th,  1906. 

Manager,  The  Ashtabula  Gas  Company,  Ashtabula,   Ohio. 

Strain,  G.  A.,  October  17th,  1906.  ^ 

Superintendent,  Gas  Department,  Helena  Railway  &  Light  Com- 
pany, Helena,  Montana. 

Strecker,  Alexander  H.,  October  17th,  1906. 

Engineer,  Gas  Department,  Essex  Division,  Public  .Service  Cor- 
poration of  New  Jersey,  575  Broad  Street,  Newark,  New  Jersey. 
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Strickler,  James  P.,  October  17th,  1906. 

Superintendent  of  City  Plant,  Columbus,  Gas  &  Fuel  Comi>any, 
135  North  Front  Street,   Columbus,  Ohio. 

Stsohn,  C.  B.,  October  17th,  1906. 

District  Manger,  Elgin  District,  Western  United  Gas  &  Electric 
Company,  Milwaukee  and  Spring  Streets,  Elgin,  Illinois. 

Stbohn,  R.  N.,  October  17th,  1906. 

Treasurer,  Western  United  Gas  &  Electric  Company,  Aurora, 
Illinois. 

Stroud,  Morris  W.,  October  17th,  1906. 

President,  The  American  Gas  Company,  222  South  Third  Street, 
Philadelphia,  Pennsylvania. 

SucHOMEL,  Thomas,  October  17th,  1906. 

Works  Foreman,  Cedar  Rapids  Gas  Light  Company,  Cedar  Rap- 
ids, Iowa. 

Summers,  George,  October  17th,  1906. 

Assistant  Engineer,  Peoples  Gas  Light  &  Coke   Company,   157 
Michigan  Avenue,  Chicago,  Illinois. 

Summers,  T.  W.,  October  17th,  1906. 

Manager,  Ithaca  Gas  Light  Company,  Cayuga  and  Green  Streets, 
Ithaca,  New  York. 

Summey,  D.  L.,  October  17th,  1906. 

Mechanical    Engineer,   Chase  Rolling   Mill   Company,   3    Irving 
Street,  Waterbury,  Connecticut. 

Swan,  Geo.  J.,  September  2561,  1907. 

Superintendent,  Consumers'  Light,  Heat  and   Power  Company, 
214  East  First  Street,  Topeka,  Kansas. 

SwANN,  Harry  R.,  October  17th,  1906. 

Chief   Inspector,   Louisville   Gas   Company    1022   Floyd    Street, 

Louisville,  Kentucky. 
Sjveetman,  M.  M.,  October  17th,  1906. 

General    Superintendent,    Kansas   Natural    Gas    Company.    3410 

Baltimore  Avenue,  Kansas  City,  Missouri. 
Sweetman,  W.  D.,  October  17th,  1906. 

Superintendent,  Peoples  Gas  Light  &  Coke  Company,  Division 

Street  and  Elston  Avenue  Station,  Chicago,  Illinois. 
Tait,  Frank  M.,  October  17th,  1906. 

Second    Vice-President    and    General    Manager.      The    Dayton 

Lighting  Company,  124  East  Fourth  Street,  Dayton,  Ohio. 
Talbot,  Frank,  October  17th,  190$. 

Superintendent,  Secretary  and  Treasurer,  City  of  Danville  Water 

and  Light  Department,  Main  Street,  Danville,  Virginia. 
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Taussig,  J.  Hawley,  October  17th,  1906. 

Assistant  Engineer  of  Tests,  United  Gas  Improvement  Com- 
pany  Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania. 

Tayler,  George  H.,  October  17th,  1906. 

Secretary  and  Treasurer,  The  Warren  Gas  Light  Company,  209 
South  Main  Street,  Warren,  Ohio. 

Taylor,  John  Byron,  September  25th,  1907. 

Treasurer,  Watertown  Gas  Light  Company,  Watertown,  New 
York. 

Taylor,  Joseph  D.,  Jr.,  October  17th,  1906. 

Manager,  Wausau  Gas  Company,  Wausau,  Wisconsin. 

Tenney,  Albert  Ball,  October  ist,  1907. 

General  Manager,  Maiden  Electric  Company,  Maiden  and  Mel- 
rose Gas  V  Light  Company,  Maiden,  Massachusetts. 

Tenney,  Charles  H.,  October  17th,  1906. 

President,  Spring^eld  Gas  Company,  Springfield,  Massachusetts. 

Terry,  H.  Warren,  Jr.,  October  17th,  1906. 

Superintendent,  Westchester  Lighting  Company,  119  Woodworth 
Avenue,  Yonkers,  New  York. 

Thomas,  Charles  G.  M.,  October  17th,  1906. 

Vice-President  and  General  Manager,  New  York  &  Queens 
Gas  Company,  Dallas  (Texas)  Gas  Company,  208  Fifth  Avenue^ 
New  York,  New  York. 

Thomas,  W.  F.,  September  25th,  1907. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corpora- 
tion, 392  George  Street,  New  Brunswick,  New  Jersey. 

Thompson,  Paul,  October  17th,  1906. 

Assistant  to  Third  Vice-President,  The  United  Gas  Improvement 
Company,  Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania. 

Thomson,  George  W.,  October  17th,  1906. 

Manager,  New  Business  Department,  Suburban  Gas  Company^ 
Sixth  and  Welsh  Streets,  Chester,  Pennsylvania. 

Thuman,  Frederic,  September  25th,  1907. 

Chief  Engineer  and  General  Manager,  Humphreys  and  Glasgow^ 
38  Victoria  Street,  London,  S.  W.,  England. 

Thwing,  Orrell  O.,  October  17th,  1906. 

Chief  Engineer,  Western  Gas  Construction  Company,  Fort 
Wayne,  Indiana. 

Tippy,  Charles  W.,  October  17th,  1906. 

General  Manager,  William  sport  Gas  Company,  West  Fourth 
Street,  Williamsport,  Pennsylvania  . 
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Tippy,  B.  O^  October  17th,  1906. 

Vice-President  and  General  Manager,  Grand  Rapids  Gas  Light 
Company,  Grand  Rapids,  Michigan. 

ToBiY,  FsANKUN,  J«.,  October  17th,  1906. 

Manager,  Kingston  Gas  &  Electric  Company,  608  Broadway, 
Kingston,  New  York. 

Tompkins,  John  P.,  October  17th,  1906. 

Secretary  and  General  Manager,  Atlantic  City  Gas  &  Water 
Company,  Atlantic  City,  New  Jersey. 

Travei,  a.  F.,  October  17th,  1906. 

Engineer,  Grand  Rapids  Gas  Light  Company,  Grand  Rapids, 
Michigan. 

Teavis,  Frank  M.,  October  17th,  1906. 

Secretary,  Winsted  Gas  Company,  Treasurer,  Torrington  Elec- 
tric Light  &  Gas  Company,  58  Church  Street,  Torrington,  Con- 
necticut 

TiELEAVEN,  L.  G.,  September  2Sth,  1907. 

Manager,  Consumers*  Light,  Heat  and  Power  Company,  824  Kan- 
sas Avenue,  Topeka,  Kansas. 

1  ucKER,  C.  A.,  October  17th,  1906. 

Assistant  Treasurer,  Rochester  Railway  &  Light  Company,  Roch- 
ester, New  York. 

TuLL,  LuaEN  P.  F.,  October  17th,  1906. 

Auditor,  New  Amsterdam  Gas  Company,  131  East  Twenty-third 
Street,  New  York,  New  York. 

TuRNEY,  Henry  D.,  October  17th,  1906. 

Vice-President  and  Treasurer,  The  Columbus  Gas  &  Fuel  Com- 
pany, 135  North  Front  Street,  Columbus,  Ohio. 

TuTTLE,  W.  B.,  October   17th,   1906. 

Vice-President    and    General    Manager,    San    Antonio    Gas   & 

Electric  Company,  San  Antonio,  Texas. 
TuTWiLER,  Carrington  Cabell,  October  17th,  1906. 

Chemist,  The  United   Gas   Improvement  Company,   1706  North 

Broad  Street,  Philadelphia,  Pennsylvania. 
Upson,  C.  W.,  October  17th,  1906. 

President,  Mansfield  Gas  Light  Company,  Mansfield,  Ohio. 
Utley,  p.  L.,  October  17th,  1906. 

General  Manager,  Watertown  Gas  &  Electric  Company,  Water- 
town,  Wisconsin. 
Van  Ness,  L.  G.,  October  17th,  1906. 

Assistant    Engineer,    Laclede    Gas    Light   Company,  22  North 

Second  Street,  Memphis,  Tennessee. 
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Vincent,  G.  I.,  October  17th,  1906. 

Engineer,   Des   Moines  Gas   Company,  413   Locust   Street,   Des 
Moines,  Iowa. 

VoLLUM,  William  Hobson,  October  17th,  1906. 

Superintendent,   North    Pcnn    Gas   Company,   Fort   Washington, 
Pennsylvania. 

VonMaur,  Jacob  D.,  October  17th,  1906. 

Superintendent  Street  Department,  Laclede  Gas  Light  Company, 
716  Locust  Street,  St  Louis,  Missouri. 

Wainright,  Arthur  V.,  October  17th,  1906. 

Manager,  Mohawk  Gas  Company,  Schenectady,  New  York. 

Wakeman,  E.  a.,  October  17th,  1906. 

General  Manager,  Citizens*  Gas  and  Fuel  Company,  Terre  Haute, 
Indiana. 

Walker,  M.  T.,  October  17th,  1906. 

Manager,  Beaumont  Gas  Light  Company,  Beaumont,  Texas. 

Walker,  William  L.,  October  17th,  1906. 

Superintendent  Gas  Department,  Fitchburg  Gas  &  Electric  Light 
Company,  Fitchburg,  Massachusetts. 

Wallace,  R.  A.,  October  17th,  1906. 

Manager,  Quebec  Gas  Company,  Quebec,  Quebec,  Canada. 

Wallace,  William,  October   17th,   1906. 

Superintendent,  La  Fayette  Gas  Company,  La  Fayette,  Indiana. 

Walters,  Benj.  S.,  October  17th,  1906. 

Manager,  South  Bend  &  Mishawaka  Gas  Company,  215  South 
Michigan  Street,  South  Bend,  Indiana. 

Waring,  George  H.,  October  17th,  1906. 

Superintendent,    Omaha    Gas    Company,   Twentieth    Street    and 
Lincoln  Avenue,  Omaha,  Nebraska. 

Warmington,  Daniel  R.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Peoples  Gas  Light  Com- 
pany, 410  Pearl  Street,  Cleveland,  Ohio. 

Warmington,  George  H.,  October  17th,  1906. 

President,  Peoples'  Gas  Light  Company,  410  Pearl  Street,  Qevc- 
land,  Ohio. 

Warner,  George  H.,  October  17th,  1906. 

Secretary   and   Treasurer,   William   M.    Crane   Company,    1131 
Broadway,  New  York,  New  York. 

Warnking,  George,  October  17th,  1906. 

Superintendent,  Gas  Department,  Citizens'  Railway  &  Light  Com- 
pany, Muscatine,  Iowa. 
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Waters,  John  A.,  October  17th,  1906. 

Assistant   Superintendent,   Gas    Department,   The   Stamford  Gas 
&  Electric  Company,  75  Henry  Street,  Stamford,  Connecticut 
Wehnek,  Adolph  Frederick,  October  17th,   igo6. 

Secretary,   I sebell- Porter   Company,  46   Bridge    Street,   Newark, 
New  Jersey. 
Welch,  William  McNair,  October  17th,  1906. 

Chief   Engineer,   Kansas    Natural   Gas   Company,   Independence, 
Kansas. 
Welsh,  William  J.,  October  17th,  1906. 

Superintendent,  New  York'&  Richmond  Gas  Company,  264  Bay 
Street,  Stapleton,  New  York. 
West,  George  M..  October  17th,  1906. 

Superintendent,  Standard  Gas  Company,  229  Mill  Street  Dan- 
ville, Pennsylvania. 
West,  William  D.,  October  17th.  1906. 

General  Superintendent,  Federal  Gas  Corporation,  522  First  Na- 
tional Bank  Building,  Chicago,  Illinois. 
West,  Willlam  H.,  October  iTtli,  1906. 

Secretary  and  Assistant  Treasurer,  Altoona  Gas  Company,  Al- 
toona,  Pennsylvania. 
Westcott,  John  Townsend,  October  17th,  1906. 

Consulting  Engineer,  19  Abingdon   Street,   Westminster,  S.  W., 
London,  England. 
Wheeler,  Fred  P.,  October  17th,  1906. 

Gas  Engineer,  Semet-Solvay  Company,  Syracuse,  New  York. 
Wheeler,  H.  A.,  September  25th,  19P7. 

Agent,  Gas  and  Electric  Departments,  Public  Service  Corpora- 
tion, 27  West  8th  Street,  Bayonne,  N.  J. 
Whipple,  Henry  S.,  October   17th.   1906. 

Manager,  Rockford  Gas  Light  &  Coke  Company,  201  Mulberry 
Street,  Rockford,  Illinois. 
Whitcomb,  H.  D.,  Jr.,  October  17th,  1906. 

General  Manager   Gas   Department,   Public  Service  Corporation 
of  New  Jersey,  575  Broad  Street,  Newark,  New  Jersey. 
White,  Charles  E.,  October   17th,  1906. 

Manager,  New  Business  Department  The  Union  Gas  and  Electric 
Company,  Cincinnati,  Ohio. 
White,  R  C,  October  17th,   1906. 

Eastern    Manager,    The    Western    Gas    Construction    Company, 
Room  1909,  25  Broad  Street,  New  York,  New  York. 
White,  Henry  H.,  October  17th,  1906. 

Engineer  and  Manager,  Muskogee  Ice  &  Power  Company,  Box 
775,  Muskogee,  Oklahoma. 
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Whittakek,  Alan  Dean,  October  17th,  1906. 

Engineer,  Bergen  Division  Gas  Department,  Public  Service  Cor- 
poration, 114  Main  Street,  Hackensack,  New  Jersey. 

Whitted,  T.  B.,  October  17th,  1906. 

Machinery  Representative,  Westinghouse  Machine  Company, 
Chemical  Building,  St.  Louis,  Missouri. 

Whittier,  Charles  R.,  October  17th,  1906. 

Engineer,  Robins  Conveying  Belt  Company,  Park  Row  Building, 
New  York,  New  York. 

Whitton,  VV.  H.,  October  17th,  1906. 

Purchasing  Agent,  Laclede  Gas  Light  Company,  716  Locust 
Street,  St.  Louis,  Missouri^ 

Whys  ALL,  George,  October  17th,  1906. 

General  Manager,  Columbus,  Delaware  &  Marion  Railway  and 
Light  Company,  Delaware,  Ohio. 

Wilkinson,  A.  L.,  October  17th,  1906. 

Treasurer,  National  Gas,  Electric  Light  &  Power  Company,  402 
Union  Trust  Building,  Detroit,  Michigan. 

Willard,  Fred  A.,  January  i6th,  1907. 

Commercial  Agent,  Rochester  Railway  &  Light  Company,  Roch- 
ester, New  York. 

Williams,  Charles  H.,  October  17th,  1906. 

General  Manager,  Wisconsin  Light  &  Power  Company,  La- 
Crosse,  Wisconsin. 

Williams,  E.  H.,  October  17th,  1906. 

Agent  and  Superintendent,  United  Gas  Improvement  Company, 
Waterbury,  Connecticut. 

Williams,  George,  October  17th,  1906. 

Commercial  Specialist,  Henry  L.  Doherty  &  Company,  60  Wall 
Street,  New  York,  New  York. 

V/illiams,  Herbert  G.,  October  17th,  1906. 

Manager,   Peoples   Gas   Company,   Pottstown,   Pennsylvania, 

Williams,  Luther  S.,  October  17th,  1906. 

Manager,  Harrisburg  Gas  Company,  Harrisburg,  Pennsylvania. 

Williams,  William  L.,  October  17th,  1906. 

Engineer,  Gas  Department,  Passaic  Division,  Public  Service  Cor- 
poration of  New  Jersey,  63  Twelfth  Avenue,  Paterson,  New 
Jersey. 

Williamson,  John,  October  17th  1906. 

Consulting  Engineer,  Peoples  Gas  Light  &  Coke  Company,  157 
Michigan  Avenue,  Chicago,  Illinois. 
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WiLLSEY,  Joseph  H.,  October  17th,  1906. 

Foreman,  Ashtabula  Gas  Company,  11  Prospect  Street,  Ashtabola, 
Ohio. 

Wilson,  G.  J.,  October  17th,  1906. 

Fort  Tryon    Hall,   196th   Street  and  Fort  Washington   Avcduc, 
New  York,  New  York. 

Wilson,  H.  H.,  January  3rd,  1907. 

Manager,   Fort    Madison   Gas   Light   Company,   Fort    Madison, 
Iowa. 

Wilson,  William,  October  17th,  1906. 

Superintendent,   Peoples  Gas  Light  &  Coke  Company,  Twenty- 
second  Street  and  Center  Avenue,  Chicago,  Illinois. 

Wilson,  WvA.,  October  17th,  1906. 

Manager,  Portage  American  Gas  Company,  604  Chestnut  Street, 
Rock  ford,   Illinois. 

Wish  ART,  T.  P.,  January  3rd,  1907. 

General  Superintendent,  La  Fayette  Gas  Company,  La  Fayette, 
Indiana. 

WiTHERBY,  Edwin  C,  October  17th,  1906. 

General  Superintendent,  Semet-Solvay  Company.  Syracuse,  New 
York. 

WiTHERBY,  Edwin  R,  October  17th,  1906. 

General    Manager,   United    Gas   &    EHectric   Company,    40   Wall 
Street,  New  York,  New  York. 

Wolff,  S.  E.,  October  17th,  1906. 

General  Manager,  Saginaw  Gty  Gas  Company,  134  South  Wash- 
ington Avenue,  Saginaw,  Michigan. 

WoNES,  W.  R.,  October  17th,  1906. 

Manager,   Owensboro    Gas   Light   Company,   Owensboro,    Ken- 
tucky. 

Wood,  Stuart,  October  17th,  1906. 

Treasurer,  Macon    (Ga.)    Gas      Light  &  Water   Company.  400 
Chestnut  Street,  Philadelphia,  Pennsylvania, 

Wood,  Thomas  B.,  October  17th,  1906. 

Manager,  Berlin  Gas  Company,  Berlin,  Wisconsin. 

Wood,  William  Austin,  October  17th,  1906. 

Chief  Engineer  and  Assistant  General  Manager,  Boston  Consoli- 
dated Gas  Company,  24  West  Street,  Boston,  Massachusetts. 

Wood,  William   Musgrave,  October  ist,  1907. 

Superintendent    of    Distribution,    Kansas    City,    Missouri,    Gas 
Company,  Kansas  City,  Missouri. 


Digitized  by  VjOOQIC 


1059 

M  (H>DS,  George  E.,  October  17th,  1906. 

Engineer  of  Manufacturing,  Consolidated  Gas  Company  of  New 
York,  4  Irving  Place,  New  York,  New  York. 

>v'i>oDWARD,  Ralph,  October  17th,  1906. 

Consulting  GaS  Engineer,  11  Auburn  Street,  Worcester,  Massa- 
chusetts. 

Woollen,  Arthur  L.,  October  17th,  1906. 

Independent  Engineer,  42  Pine  Street,  New  York,  New  York. 

WORTENDYKE,   I.   F.,   Octobef   17th,    I906. 

Superintendent,  New  Gas  Light  Company,  5  North  Main  Street, 
Janesville,  Wisconsin. 

Wright,  E.  J.  H.,  October  17th,  1906. 

Secretary  and  Manager,  Northwestern  Gas  Light  &  Coke  Com- 
pany, 115  North  Oak  Park  Avenue,  Oak  Park,  Illinois. 

Wright,  W.  H.,  October  17th,  1906. 

Superintendent,    Coke   Plant,   Zenith    Furnace   Company,    West 
Duluth,  Minesota. 

Wright,  Wm.  W.,  September  25th,  1907. 

Superintendent,  Morristown  Gas  Light  Company,     Morristown, 
New  Jersey. 

Wrightington,  Edgar  N.,  October  17th,  1906. 

Secretary  and  Manager,  Commercial  Department,  Boston  Con- 
solidated Gas    Company,  24  West  Street,  Boston,  Massachusetts. 

Wyant,  Robert  R,  October  17th,  1906. 

Engineer,  New   Haven   Gas  Light  Company,  80  Crown   Street, 
New  Haven,  Connecticut. 

Wyness,  Alexander,  Jr.,  October  17th,   1906. 

Manager,  Vincennes  Light  and  Power  Company,  Vincennes,  In- 
-   diana. 

York,  George  W.,  October  17th,  1906. 

Secretary  and  Treasurer,  Alliance  (Ohio)  Gas    &  Electric  Com- 
pany, Cuyahoga  Building,  Qeveland,  Ohio. 

YoRKE,  Eugene  H.,  October  17th,  1906. 

Engineer  and   Superintendent,  Portland  Gas  Company,  40  West 
Commercial  Street,  Portland,  Maine. 

VouNG,  Alfred  W.,  October  17th,  1906. 

Superintendent,  Knoxville  Gas  Company,  Knoxville,  Tennessee. 

Young,  Gilbert  A.,  October  17th,  1906. 

Assistant    Professor   of    Mechanical    Engineering,    Purdue   Uni- 
versity, 409  University  Avenue,  West  Lafayette,  Indiana. 

Young,  John,  October  17th,  1906. 

Consulting    Superintendent,    Alleghany    Heating    Company,    435 
Sixth  Avenue,  Allegheny,  Pennsylvania. 
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Young,  John  T.,  January  3rd,  1907. 

General    Manager,    Muskegon    Traction    &    Lighting    Company. 
Muskegon,  Michigan. 

Young,  Peter,  October  17th,  1906. 

Secretary  and  Treasurer,  Conneaut  (Ohio)   Gas  Light  &  Fu^I 
G>mpany,  202  Lewis  Block,  Pittsburg,  Pennsylvania. 

Young,  Percy  S.,  October  17th,  1906. 

Comptroller,   Public   Service   Corporation   of    New   Jersey,   763 
Broad  Street,  Newark,  New  Jersey. 

YouHG,  Robert,  October  17th,  1906. 

General  Manager,  Consolidated  Gas  Company,  ^35  Sixth  Avenue. 
Pittsburg,  Pennsylvania. 

Young,  R.  R.,  October  17th,  1906. 

General  Agent,  Public  Service  Corporation  of  New  Jersey,  New- 
ark, New  Jersey. 

Zahm,  a.  Wilford,  October  17th,  1906. 

General  Manager,  Brice  Gas  &  Electric  Company,  Mason  Gty. 

Iowa. 
Zeek,  Charles  F..  October  17th,  1906. 

Superintendent,  Pensacola  Gas  Company,  25  East  Garden  Street, 

Pensacola,  Florida. 

ZiNGC,  J.  P.,  September  25th.  1907. 

Agent,  Gas  Department  Public  Service  Corporation.  458  Bloorr- 
field  Avenue,  Montclair,  N.  J. 

ASSOCIATE  MEMBERS. 

Atkin,  HrcH  Carlon,  October  17th,  1906. 

Eastern  Sales  Manager,  Eclipse  Gas  Stove  Company,  of  Rock- 
ford,  111.,  Eleventh  and  Madison  Streets,  Chester,  Pennsylvania 

Asendorp,  Carl,  October  17th,  1906. 

Representative,   The   Maryland   Meter   Company,    1307    Railw;iy 
Exchange,  Chicago,  Illinois. 

Atwater,  C.  G..  October  17th,  1906. 

Engineer,  United  Coke  &  Gas  Company,  17  Battery  Place,  New 
York,  New  York. 

AuE,^  Joseph  E.,  October  17th,  1906. 

Mechanical  Engineer.  Show  Steam  Pump  Works,  Buffalo,   Nrw 
York. 

Avers,  C.  O.,  January  3rd,  1907. 

Treasurer  and  General  Manager,  Chicago  Gas  Supplies   Manu- 
facturing Company,  54  Dearborn  Street,  Chicago,  Illinois. 
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A^oY,  Anastasio  C.  M.,  October  17th,  1906. 

Manager,  Berwind-White  Coal  Mining  Company,   i   Broadway, 
New  York,  New  York. 

Baldwin,  C.  Kemble,  October  17th,  1906. 

Chief    Engineer,    Robins    Conveying    Belt   Company,    1240   Old 
Colony  Building,  Chicago,  Illinois. 

Barbour,  William  Tefft,  October  17th,  1906. 

President,  Detroit  Stove  Works,  1320  Jefferson  Avenue,  Detroit, 
Michigan. 

Bargamin,  Clifford,  September  25th,  1907. 

General  Manager,  Novelty  Manufacturing  Corporation,  .327  28th 
Street,  Newport  News,  Virginia. 

Barnes,  George  W.,  October  17th,  1906. 

Engineer  and  Sales  Agent,  Equitable  Meter  Company,  112  Gra- 
ham Street,  Pittsburg,  Pennsylvania. 

Barnes,  William  W.,  October  17th,  1906. 

Manufacturers  Selling  Agent,  Gas  Specialties,  East  Orange,  New 
Jersey. 

Behringer,  Edward  A.,  October  17th,  1906. 

Edward  E.  Behringer  Company,  80  Warren  Street,  New  York, 
New  York. 

Bfkry,  F.  K.,  October  17th,  1906. 

Sales  Manager,  American  Stove  Company,  National  Stove  Com- 
pany Division,  120  South  Fourth  Street,  St  Louis,  Missouri. 

Best,  Frederick  W.,  October  17th,  1906. 

Manufacturer  Gas  &  Electric  Fixtures,  52  Franklin  Square,  Utica, 
New  York. 

P.JGELOW,  Lucius  Seymour,  October  17th,  1906. 

President,  Light  Publishing  Company,  265  Broadway,  New  York, 
New  York. 

Bingham,  R.  W.,  October  17th,  1906. 

Contract  Agent,  Welsbach  Street  Lighting  Company  of  America, 
218  La  Salle  Street,  Chicago,  Illinois. 

Eirbeck,  W.  D.,  October  17th,  1906. 

Clerk,   Sales   Department,   Kerr   Murray   Manufacturing   Com- 
pany, Fort  Wayne,  Indiana. 

Blinks,  Walter  M.,  October  17th,  1906. 

Assistant  Manager,  General  Gas  Light  Company,  Park  and  Water 
Streeets,  Kalamazoo,  Michigan. 

Block,  Ben.  Alten,  October  17th,  1906. 

Public  Service  Advertising,  71  World  Building,  New  York,  New 
York. 
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Booth,  Geokge  P.,  October  17th,  1906. 

Superintendent,  S.  R.  Dresser  Manufacturing  Company,  Boyls- 
ton  Street,  Bradford,  Pennsylvania. 

BoRST,  Emil  E.,  October  17th,  1906. 

Engineer,  Practical  Gas  Construction  Company,  North  Chicago, 

Illinois. 
Bower,  J.  A.,    October  17th,  1906. 

Secretary  and  Treasurer,  Practical  Gas  Construction  Company, 

North  Chicago,  Illinois. 

Bull,  Alfred  P.,  October  17th,  1906. 

Assistant  to  the  President,  Ruud  Manufacturing  Company,  540 
Second  Avenue,  Pittsburg,  Pennsylvania. 

Brown,  D.  F.,  October  17th,  1906. 

Manager,  Gas  Stove  Department,  Rathbone,  Sard  &  Company, 
Albany,  New  York. 

Brownell,  E.  E.,  October  17th,  1906. 

Consulting  Electrical  Engmeer,  157  Michigan  Avenue,  Chicagx>, 

Illinois. 
Buckley,  John  C,  October  17th,  1906. 

Traveling   Salesman,   George   M.    Clark   &   Company,    Division 

American  Stove  Company,  82  Michigan  Avenue,  Chicago,  IIHnois. 

Bunnell,  Sterling  H.,  October  17th,  1906. 

Works    Manager,    The    Griscom    Spencer    Company,   90    West 
Street,  New  York,  New  York. 

Callenbach.  J.  A.,  October  17th,  1906. 

Chemist,  Public  Service  Corporation  of  New  Jersey,  131  Maple 
Terrace,  Merchantville,  New  Jersey. 

Carpenter,  H.  A.,  October  17th,  1906. 

Gas   Engineer,  with  Riter-Conlcy  Manufacturing  Company,   56 
Water  Street,  Pittsburg,  Pennsylvania. 

Carter,  Thomas  B.,  October  17th,  1906. 

Supervisor  of   City   Lighting,   326   City   Hall,   St.    Louis,    Mis- 
souri. 

Cartwright,  Henry  R.,  October  17th,  1906. 

Manager  Philadelphia  Factory,  American  Meter  Company,  Arch 
and  Twenty-second  Streets,  Philadelphia,  Pennsylvania. 

Cheesman,  Frank  P.,  October  17th,  1906. 

Partner,  National  Paint  Company,  100  William  Street,  New  York, 
New  York. 

Ch  IS  holm,  Charles  T.,  October  17th,  1906. 

Traveling  Representative,  General  Gas  Light  Company,  Kalama- 
zoo, Michigan. 
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Claybourne,  C.  W.,  October  17th,  1906. 

General  Manager  and  Treasurer,  Qayboume  Burner  Company, 

1770  Old  Colony  Building,  Chicago,  Illinois. 
I 

Ci^iFFORD,  Thomas  C,  October  17th,  1906. 

General  Agent,  Pittsburg  Meter  Company,  East  Pittsburg,  Penn- 
sylvania. 

Coleman,  H.  W.,  October  17th,  1906. 

Member  of  Firm  of  J.  K.  Dimmick  &  Company,  2203  Land  Title 
Building,  Philadelphia,  Pennsylvania. 

CoMPTON,  M.  D.,  October  17th,  1906. 

General  Superintendent,  Hydraulic  Motor  Service  Company, 
14  Park  Place,  New  York,  New  York. 

CoKBUS,  F.  G,,  October  17th,  1906. 

Superintendent,  Retail  Departments,  Welsbach  Company,  Uni- 
ted Gas  Improvement  Company  Building,  Broad  and  Arch 
Streets,   Philadelphia,   Pennsylvania. 

Crane,  William  M.,  October  17th,  1906. 

President,  William  M.  Crane  Company,  1133  Broadway,  New 
York.  New  York. 

Crbssler,  Alfred  M.,  October  17th,  1906. 

Treasurer,  Kerr  Murray  Manufacturing  Company,  Fort  Wajme, 
Indiana. 

Cressler,  George  H.,  October  17th,  1906. 

Secretary,  Kerr  Murray  Manufacturing  Company,  Fort  Wayne, 
Indiana. 

Cruse,  Arthur  R.,  October  17th,  1906. 

President,  Cruse- Kemper  Company,  1205  Stephen  Girard  Build- 
ing, Philadelphia,  Pennsylvania. 

Cunningham,  J.  R.,  October  17th,  1906. 

Traveling  Salesman,  Schneider  &  Trenkamp  Company  of  Cleve- 
land, Qinton  Street,  Defiance,  Ohio. 

Daly,  David  R.,  October  17th,  1906. 

Vice-President  and  Treasurer,  J.  H.  Gautier  &  Company,  Green 
and  Essex  Streets,  Jersey  City,  New  Jersey. 

Dailey,  W.  S.,  October  17th,  1906. 

Vice-President  and  Manager,  Practical  Gas  Construction  Com- 
pany, North  Chicago,  Illinois. 

Dfan,  Mark,  October  17th,  1906. 

Sales  Manager,  Universal  Pipe  Company,  Box  913,  New  York, 
New  York. 

Deane,  Edward  M.,  October  17th,  1906. 

President,  Edward  M.  Deane  &  Company,  Grand  Rapids,  Michi- 
gan. 
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Degener,  Paul  A.,  October  17th,  1906. 

Secretary  and  Treasurer,  Denipsey  Degener  Company,  Pittsbarg; 

Pennsylvania. 
DeHart,  J.  S.,  October  17th,  1906. 

President,    Isbcll- Porter   Company,   46   Bridge   Street,    Newark, 

New  Jersey. 
Dickey,  Edmund  S.,  October  17th,  1906. 

Treasurer  and  Manager,  The  Maryland  Meter  Company,  North 

and  Saratoga  Streets,  Baltimore,  Maryland. 
Dresser,  S.  R.,  October  17th,  1906. 

President,    S.    R,    Dresser    Manufacturing   Company,    Bradford, 

Pennsylvania. 
Dudley,  Arthur  Dean,  October  ist,  1907. 

United  Gas  Improvement  Company,  Philadelphia,  Pennsylvania. 
EcKER,  Harrison  G.,  October  17th,  1906. 

Salesman,  Fairmount  Coal  Company,  i  Broadway,   New  York, 

New  York. 
Ellis,  A.  V.,  January  3rd,  1907. 

Salesman,  Schneider  and  Trenkamp  Company,    Division  Ameri- 
can Stove  Company,  Cleveland,  Ohio. 
Esau,  Ralph,  October  17th,  1906. 

Manager     of    Sales,    Barrett     Manufacturing    Company,     1131 

Rebecca  Street,  Allegheny,  Pennsylvania, 
Fairbairn,  W.  p.,  October  17th,  1906. 

District  Sales  Manager,  Humphrey  Company,  Kalamazoo,  Mich- 

gan. 
Fisher,  Thomas  J.,  October  17th,  1906. 

Superintendent  Street  Lighting,   District  of   Columbia,    District 

Buildmg,  Washington,  District  of  Columbia. 
Flinn,  Charles  F.,  October  17th,  1906. 

Salesman,    Westinghouse    Machinery    Company,    171    La    SaUe 

Street,  Chicago,  Illinois. 
Floyd,  Frederick  W.,  October  17th,  1906. 

Engineer    Gas   Works   Department,   Quintard    New    York    Iron 

Works   Company,  742   East  Twelfth   Street,   New   York,    New 

York. 
Fowler,  J.  S.,  October  17th,  1906. 

Deily  &  Fowler,  59  Laurel  Street,  Philadelphia,  Pennsylvania. 

Frampton,  R.  C,  January  3rd,  1907. 

President  Pittsburg  Water  Heater  Company,  Pittsburg.  Pennsyl- 
vania. 

Gaitley,  John  E..  October  17th,  1906. 

President,  Albany  Foundry  Company,  Albany,  New  York. 
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Garrison,  F.  L.,  October  17th,  1906. 

President,    Kanawha   Coal   &   Coke    Company,   702    Mercantile 
Library  Building,  Cincinnati,  Ohio. 

Garrison,  John  J.,  October  17th,  1906. 

Treasurer,  Stamford  Gas  Stove  Company,  Stamford,  Connecticut. 
Gassett,  a.  L.,  October  17th,  1906. 

Secretary,  Economy  Stove  Company,  Cleveland,  Ohio. 
Gesiay,  Thomas  S.,  October  17th,  1906. 

Chief  Clerk  to  the  Third  Vice-President,  The  United  Gas  Im- 
provement   Company,    Broad   and    Arch    Streets,    Philadelphia, 

Pennsylvania. 
GiLDERSLEEVE,  David  H.,  Octobcr  17th,  1906. 

Sales  Manager,  C.  W.   Hunt  Company,   West  New    Brighton, 

New  York. 
Oilman,  George  P.,  Jr.,  October  17th,  1906. 

Vice  President,   Lindsay   Light   Company,    195   Michigan    Street, 

Chicago,  Illinois. 
Goodman,  Patrick,  October  17th,  1906. 

Manager,  Safety  Gas  Main   Stopper  Company,  552  East  135th 

Street,  New  York,  New  York. 
Graves,  George  W.,  October  17th,  1906, 

Graves  Supply  Company,  i  West  34th  Street,  New  York,  New 

York. 
Green,  J.  L.,  October  17th,  1906. 

Vice-President,  Laclede  Christy  Clay  Products  Company,  Sulphur 

and  Manchester  Avenues,  St.  Louis,  Missouri. 
Gregg,  Frank  M.,  October  17th,  1906. 

President,  Cleveland  Street  Lighting  Company,  89  Second  Ave- 
nue, Cleveland,  Ohio. 
Gunderson,  G.  B.,  September  25th,  1907. 

Secretary  and  Treasurer,  Detroit  Stove  Works,  Detroit,  Michigan. 
Hadden,  James  M.,  October  17th,  1906. 

Representative,   Green    Fuel    Economizer    Company,   32   Carroll 

Street,    Poughkeepsie,   New   York. 
Hamunk,  L.  C,  October  17th,  1906. 

President  and  General  Manager,  Gas  Bench  Construction  Com- 
pany, Linmar  Building,  St.  Louis,  Missouri. 
Harper,  H.  D.,  October  17th,  1906. 

Manager,  American  Meter  Company,  99  South  Jefferson  Street, 

Chicago,  Illinois. 
H.wward,  E.  Bartlett,  January  3rd,  1907. 

Engineer  of  Construction.  Bartlett,  Hayvvard  &  Company,  Scott 

and  Henry  Streets,  Baltimore,  Maryland. 
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Hayward,  Sterling  F.,  October  17th,  1906. 

Secretary  and   Treasurer,   Connelly   Iron   Sponge   &   Governor 

Company,  395  Broadway,  New  York,  New  York. 
Henry,  William  G.,  October  17th,  1906. 

Vice-President,    Detroit    Stove    Works,    2921    La    Salle    Street, 

Chicago,  Illinois. 
Hicks,  George  Cleveland,  Jr.,  October  17th,  1906. 

Mechanical  Engineer,  P.  H.  &  F.  M.  Roots  Company,  Box  2^, 

Connersville,    Indiana. 
HiGGiNS,  C.  M.,  October  17th,  1906. 

Representative,  The  Standard  Oil  Company,  26  Broadway,  New 

York,  New  York. 
HiNMAN,  Charles  W.,  October  17th,  1906. 

President,  Hinman  Gas  Machine  Company,  7  Sherman  Street, 

Charlestown  District,  Boston,  Massachusetts. 
Hobdell,  George,  October  17th,  1906. 

Manager,  Phoenix   Meter  Company,   107  Arch  Street,  Camden, 

New  Jersey. 
Hoffman,  Jules  G.,  October  17th,  1906. 

Jules  G.  Hoffman   Company,  421   Hammond  Building,  Detroit, 

Michigan. 
Holmes,  A.  G.,  October  17th,  1906. 

Secretary   and    Manager,    Pittsburg   Meter    Company,    Box   252 

East   Pittsburg,   Pennsylvania. 
Humphrey,  H.  S.,  October  17th,  1906. 

Secretary  and  General  Manager,  Humphrey  Company,  Kalamazoo, 

Michigan. 
Hyde,  W.  F.,  October  17th,  1906. 

Secretary,  Brand  Stove  Company,  Milwaukee,  Wisconsin. 
Inslee,   Chas.  L.,   September  25th,   1907. 

President,  Guarantee  Construction  Company,  72  Trinity  Place, 

New  York  City.  ' 

Isbell,  Charles  W.,  October  17th,  1906. 

President,  Board  of  Directors,  Isbell-Porter  Company,  257  Broad- 
way, New  York,  New  York. 
Jacobs,  Charles  H.,  October  17th,  1906. 

Secretary,  Treasurer  and  General  Superintendent,  Detroit  Meter 

Company,  Third  and  Larned  Streets,  Detroit,  Michigan. 
Jones,  Fred,  October   17th,  1906. 

Manager,  Barrett  Manufacturing  Company,  Cincinnati.  Ohio. 

Johnston,  E.  D.,  October  17th,  1906. 

President  and  General  Manager,  P.  H.  &  F.  M.  Roots  Company. 
Connersville,  Indiana. 
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Kahn,  Julius,  January  3rd,  1907. 

Vice-President,  the  New  York  Flexible  Metallic  Hose  and  Tub- 
ing Company,  173  Lafayette  Street,  New  York,  NeW  York. 
Kahn,  Lazard,  October  17th,  1906. 

Vice-President,  Estate  Stove  Company,  Hamilton,  Ohio. 
Kane,  William,  October  17th,  1906. 

President  and  Treasurer,  William  Kane  Manufacturing  Company, 

1740  Market  Street,  Philadelphia,  Pennsylvania. 
Kellum,  Benjamin  J.,  October  17th,  1906. 

Manager,  Western  Department,  Welsbach  Company,  68  Wabash 

Avenue,  Chicago,  Illinois. 
Kenah,  R.  L.,  Jr.,  October  17th,  1906. 

President   and    Treasurer,    Pittsburg    Machine    Company,    New 

Brighton,  Pennsylvania. 
Klein,  B.  R,  October  17th,  1906. 

Gas  Fixture  &  Brass  Company,  High  Avenue  and  East  Fourth 

Street,  Cleveland,  Ohio. 
Knight,  William  H.,  October  17th,  1906. 

General  Manager,  Cleveland  Gas  Meter  Company,  2180  East  65th 

Street,  S.  E.,  Cleveland,  Ohio. 
KopPERS,  Heinrich,  October  ist,  1907. 

Engineer  and  Coke  Oven  Contractor,  Joliet,  Illinois. 
Lauber,  Albert,  October  17th,  1906. 

Treasurer,   Standard   Meter  and   Manufacturing  Company,   521 

West  Forty-fifth  Street,  New  York,  New  York. 
Leakey,  Nathan  G.,  October  17th,  1906. 

Assistant  Secretary,  Michigan  Ammonia  Works,  Detroit,  Michi- 
gan. 
Leamy,  Alan,  October  17th,  1906. 

Manager,  Middle  West  Department,  Welsbach  Company,  116  East 

Chestnut  Street,  Columbus,  Ohio. 
Leavenworth,  Mark,  October  17th,  1906. 

Pittsburg  Water  Heater   Company,   Box   1109,   Pittsburg,  Penn- 
sylvania. 
Lindsay,  Charles  R.,  Jr.,  October  17th,  1906. 

President,  Lindsay  Light  Company,  195  Michigan  Stret,  Chicago, 

Illinois. 
LiiTLE,  Archibald  Stevens  Begg,  October  ist,  1907. 

Engfineer,  Missouri  Fire  Brick  Company,  St.  Louis,  Missouri. 
LiTLE,  Thomas  J.,  Jr.,  October  17th,   1906. 

Engineer,   Welsbach    Company,   Gloucester   City,    New   Jersey. 
Lock  WOOD,  W.  A.,  October  17th,   1906. 

General    Salesman,    Ringcn    Stove    Company,    414    .South    Sixth 

Street,  St.  Louis,  Missouri. 
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Long,  Herbert  J.,  October  17th,  1906. 

Secretary  and  Treasurer,  Monarch  Water  Heater  Company,  1300 
River  Avenue,  Allegheny,  Pennsylvania. 

LuQUEER,  Robert  O.,  October  17th,  1906. 

Assistant  Engineer,  Humphreys  &  Glasgow,  31  Nassau  Street, 
New  York,  New  York. 

Lush,  Joseph,  October  17th,  1906. 

Manager,  New  York  Improved  Meter  Company,  306  East  Forty - 
seventh  Street,  New  York,  New  York. 

McCleary,  Alexander  J.,  October  17th,  1906. 

Superintendent,  Equitable  Illuminating  Gas  Company,  1109  West 
Lehigh  Avenue,  Philadelphia,  Pennsylvania. 

McIlravy,  W.  N.,  Octoebr  17th,   1906. 

Manager,  Barrett  Manufacturing  Company,  17  Battery  Place, 
New  York,  New  York. 

McNary,  John  B.,  October  17th,  1906. 

Manager  and  Secretary,  Canadian  Meter  Company,  Ltd.,  Hamil- 
ton, Ontario,  Canada. 

MacDonalu,  Albert,  October  17th,  1906. 

Superintendent,  Metric  Metal  Works,  8or  Sassafras  Street,  Erie. 
Pennsylvania. 

Mancourt,  Edward  M.,  October  17th,  1906. 

Western  Manager,  Fairmont  Coal  Company,  Majestic  Build- 
ing, Detroit,  Michigan. 

Marquis,  P.   S.,  October  17th,   1906. 

Vice-President,  Barrett  Manufacturing  Comapny,  iioo  Fuller- 
ton  Building,  St.  Louis,  Missouri. 

Mason,  Sidney,  October  17th,  1906. 

President.  Welsbach  Company,  United  Gas  Improvement  Com- 
pany Building,  Broad  and  Arch  Streets,  Philadelphia,  Penn- 
sylvania. 

Maxwell,  Joseph  P.,  October  17th,  1906. 

Salesman,  C.  W.  Hunt  Company,  904  Park  Building,  Pittsburg, 
Pennsylvania. 

Mayer,  Frederick  J.,  October  17th,  1906. 

General  Manager  and  Constructing  Engineer,  Didier-March 
Company,  Keyser  Building,  Baltimore,  Maryland. 

Mead,  G.  W.,  October  17th,  1906. 

Secretary,  Union  Carbide  Company,  54  Wall  Street,  New  York, 
New  Yor.k 

Mklcher,  Charles  W..  October  17th.  1906. 

Manager,  Chicago  Branch,  Inger soil-Rand  Company.  15 10  Old 
Colony  Building,  Chicago,  Illinois. 
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Merket,  G.  a.,  October  17th,  1906. 

Engineer,  118  Elm  Street,  Marlboro,  Massachusetts. 

Merrill,  E.  C,  October  17th,  1906. 

E.    C.    Merrill    Company,    2915     Smallman     Street,     Pittsburg, 
Pennsylvania. 

Miller,  Fred  A.,  October  17th,  1906. 

General    Manager,    S.    R.    Dresser    Manufacturing    Company, 
Boyleston  Street,  Bradford,  Pennsylvania. 

Moon,  O.  P.,  October  17th,  1906. 

Manager,  Standard  Lighting  Company,  Perkins  Avenue,  Cleve- 
land, Ohio. 

MoRAVA,  Wbnsel,  October  17th,  1906. 

President,  Morava  Construction  Company,  85th  Street  and  Stew- 
art Avenue,  Chicago,  Illinois. 

MoRDUE,  Thomas  N.,  October  17th,  1906. 

Coal  Merchant,  Old  Colony  Building,  Chicago,  Illinois. 
Morrell,  Clarence  P.,  October  17th,  1906. 

Sales  Agent,  Pennsylvania  Gas  Coal  Company,  care  Buchhol  & 

Morrell,  i  Broadway,  New  York,  New  York. 
Mueller,  Robert,  October  17th,  1906. 

Secretary,     H.-    Mueller     Manufacturing     Company,     Decatur, 

Illinois. 
MuRDOCK,  C.  Bert,  September  25th,  1907. 

Gas  Engineer,   Pine  Bluff,  Arkansas. 
Nichols,  Carroll  B.,  October  17th,  1906. 

Assistant  Secretary,   Westmoreland   Coal   Company,   224   South 

Third  Street,  Philadelphia,  Pennsylvania. 
North,  F.  S.,  October  ist,  1907. 

Treasurer  and  General  Manager,  Suffolk  Gas  &  Electric  Light 

Company,  Bay  Shore,  New  York. 
Norton,  Arthur  E.,  October  17th,  1906. 

Superintendent,  Nathaniel  Tufts  Meter  Company,  455  Commer- 
cial Street,  Boston,  Massachusetts. 
Norton,  Harry  A.,  October  17th,  1906. 

Manager,   Nathaniel  Tufts   Meter   Co.,  455  Commercial   Street, 

Boston,  Massachusetts. 
Nutty,  G.  R.,  October   17th,  1906. 

General  Sales  Manager,  Gulf   Refining  Company,   Frick  Build- 
ing Annex,  Pittsburg,  Pennsylvania. 
Osborne,  Williard  B.,  October  17th,  1906. 

Engineer,     Riter-Conley     Manufacturing     Company,     Pittsburg, 

Pennsylvania. 
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Osius,  George,  October  17th,  1906. 

Secretary  and  Treasurer,  Michigan  Ammonia  Works,  Detroit, 
Michigan. 

Owens,  Hasry  Thurston,  October  ist,  1907. 

Inspector  of  Lamps  and  Gas,  13  Park  Row,  New  York,  New 

York. 
Palmei,  George  Q.,  October  17th,  1906. 

Manager,   Quintard   Iron   Works   Company,    742   East   Twelfth 

Street,  New  York,  New  York. 

Parker,  George  W.,  October  17th,  1906. 

Eastern  Agent,  Parker  Russell  Mining  and  Manufacturing  Com- 
pany,  45  Broadway,  New  York,  New  York. 

Pattison,  Melvin,  October  17th,  1906. 

General  Manager  of  Sales,  Brown  Hoisting  Machine  Com- 
pany, Qeveland,  Ohio. 

Payne,  F.  H.,  October  17th,  1906. 

Manager,  Metric  Metal  Works,   Erie,   Pennsylvania. 

Pearson,  Joshua  Ash,  October  17th,  1906. 

Purchasing  Agent,  Public  Service  Corporation  of  New  Jersey, 
United  Gas  Improvement  Company,  1401  Arch  Street,  Phila- 
delphia, Pennsylvania. 

Perry,  A.   T.,  October   17th,   1906. 

Manager,    Barrett    Manufacturing    Company,    1213    Williamson 

Building,  Euclid  Avenue,  Qeveland,  Ohio. 
Phillips,  L.  R.,  January  3rd,  1907. 

Sales    Department,    National    Tube    Company,     1142    Rookery 

Building,  Chicago.  Illinois, 
PiLz,  C,  January  3rd,  1907. 

Secretary,  New  York  Lead  Wool  Company,  93  Nassau  Street, 

New  York,  New  York. 
PiSER,  Theo.  H.,  October  17th,  1906. 

Manager,    Welsbach    Company,  'New    England    Department,   24 

Summer  Street,  Boston,  Massachusetts. 
Plantinga,  Pierre,  October  17th,  1906. 

President,  The  Gas  Machinery  Company,  719  Citizens  Building. 

Cleveland,  Ohio. 
Porter,  Roland  G.,  October  17th,  1906. 

Chemist  Engineer.  Riter-Conley  Manufacturing  Company,  Pitts 

burg,  Pennsylvania. 
Potter,  Theodore  J.,  October  17th,  1906. 

New  England  Representative,  William  M.  Crane  Company,  135 

Corey  Street,  West  Roxbury,  Massachusetts. 
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Pratt,  Henky,  October  17th,  1906. 

President,  Henry  Pratt  Boiler  &  Machine  Q)mpany,  875  South 

Halsted  Street,  Chicago,  Illinois. 
Pkendergast,  Daniel  J.,  October  17th,  1906. 

General  Superintendent,  Welsbach  Street  Lighting  Company,  of 

America,  518  West  Forty-second  Street,  New  York,  New  York. 
Price,  W.  W.,  October  17th,  1906. 

President,  The  Dayton  Pipe  Coupling  Company,  435  East  First 

Street,  Dayton,  Ohio. 
Rancke,  Louis  N.,  October  17th,  1906. 

Vice-President   and    Manager,   Baltimore   Retort  &   Fire   Brick 

Company,  Hall  &  Nicholson  Streets,  Baltimore,  Maryland. 
Reilly,  James  A.,  October  17th,  1906. 

Sales  Agent,  The  Queen  City  Coal  Company,  Cincinnati,  Ohio. 
Reeves,  William,  October  17th,  1906. 

President,     The     Reeves     Manufacturing     Company,     Milford, 

Connecticut. 
Reynolds,  M.  G.,  October  17th,  1906. 

President  and  General  Manager,  Reynolds  Gas  Regulator  Com- 
pany,  1609  Jackson   Street,  Anderson,  Indiana. 
Rieha,  Edward  L.,  October  17th,  1906. 

Gas  Engineer,   Didier,   March   Company,   Baltimore,   Maryland. 
Roberts,  Clarence  V.,  October  17th,  1906. 

President,    Roberts   &    Mander    Stove    Company,    Eleventh    amd 

Washington    Avenues,  Philadelphia,  Pennsylvania. 
RoDGERs,  Edward  H.,  October  17th,  1906. 

President,  Standard  Meter  Company,  Eighth  and  Mifflin  Streets, 

Philadelphia,  Pennsylvania. 
RoEscH,  Daniel,  October  17th,  1906. 

Engineering  Department,  Westinghouse  Machine  Company,  443 

South  Avenue,  Wilkinsburg,  Pennsylvania. 
RuUD,  Edwin,  September  25th,  1907. 

Manufacturer,  Ruud  Manufacturing  Company,   Pittsburg,  Penn- 
sylvania. 
Salmon,' Frederick  Wiluam,  October  17th,  1906. 

Civil  and  Mechanical  Engineer,  127  South  Central  Avenue,  Bur 

lington  Avenue,  Burlington,  Iowa. 
Saver,  Eugene  Y.,  October  17th,  1906. 

Vice-President  and  General  Manager,  Improved  Equipment  Com 

pany,  60  Wall  Street,  New  York,  New  York. 
ScHALL,  Henry  D.,  October  17th,  1906. 

Salesman,  Detroit  Stove  Works,  425  North  Grove  Avenue,  Oak 

Park,    Illinois. 
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S(  HAi'ER,  P'rank  I\,  October  17th,  1906. 

Engineer  of  Distribution,  Syracuse  Lighting  Company,  Syracuse, 
New  York. 

ScHEUMANN,  Theo.  H.,  October  17th,  1906. 

Assistant  Engineer,  Western  Gas  Construction  Company,  Fort 
Wayne,  Indiana. 

Schiller,  Charles  C,  October  i/th,   1906. 

Traveling  'Representative,  Michigan  Stove  Company,  1721  Guil- 
ford Avenue,  Baltimore,  Maryland 

ScHLTiz,  James  R.,  September  25th,  1907. 

General  Sales  Agent  Camden  Coke  Company,  418  Federal  Street. 
Camden,  New  Jersey. 

ScHUTT,  Henry  L.,  October  17th,  1906. 

Traveling  Representative,  William  M.  Crane  Company,  32 
Linden  Avenue,  Buffalo,  New  York. 

Seegek,  Robert,  October  17th,  1906. 

District  Manager,  Welsbach  Street  Lighting  Company  of  Amer- 
ica, 712  Roe  Building,  St  Louis,  Missouri. 

Shirra,  J.  C,  October  17th,  1906. 

Western  Sales  Agent,  Standard  Lighting  Company,  Division 
American  Stove  Company,  457  Cass  Street,  Milwaukee,  Wiscon- 
sin. 

Smith.  Arthur  M.,  October  17th,  1906. 

Treasurer,  The  Gas  Machinery  Company,  719  Citizens  Building. 
Geveland,  Ohio.- 

Snowden,  Edward  P.,  October  17th,  1906. 

President,  Parker  Gas  Producer  Company,  St.  Joseph,  Missouri. 

Speller,  Frank  N.,  January  3rd,  1907. 

Engineer,  National  Tube  Company,  Prick  Building,  Pittshursr. 
Pennsylvania. 

Stacey,  Andrew  J.,  October  17th,  1906. 

General  Sales  Agent,  The  Stacey  Manufacturing  Company,  Sta- 
tion P.,  Cincinnati,  Ohio. 

Stacey,  James  E..  October  17th,  1906. 

President,  The  Stacey  Manufacturing  Company,  Station  P.,  Cin- 
cinnati, Ohio. 

Stadelman,  W.  a.,  October   17th,  1906. 

General  Sales  Manager,  The  Wellman,  Seaver,  Morgan  Com- 
pany, 7000  Central  Avenue,  Cleveland,  Ohio. 

Stephens,  W.  W.,  October  17th,  1906. 

Manager,  Cleveland  Department,  Welsbach  Company,  ^2^  Euclid 
Avenue,  Cleveland,  Ohio. 
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Steward,  Robert  Bruce,  October  17th,  1906. 

President,  D.  M.  Steward  Manufacturing  Company  of  Canada, 

Limited,  151  King  Street,  West,  Toronto,  Ontario,  Canada. 
Stites,  Townsend,  September  25th,   1907. 

General  Manager,  Welsbach  Company,  Gloucester,  New  Jersey. 
Stone,  Herbert  E.,  October  17th,  1906. 

Traveling  Engineer,  Chapman  Valve  Manufacturing   Company, 

Indian  Orchard,  Springfield,  Massachusetts. 
Stone.  Thomas  W.,  October  17th,  1906. 

Assistant  Engineer,  Western  Gas   Construction   Company,   Fort 

Wayne,  Indiana. 
Storrs,  Charles  P.,  October  17th,  1906. 

Secretary,  Storrs  Mica  Company,  Owcgo,  New  York, 
Stratton,  S.  S.,  October  17th,  1906. 

Chicago  Agent,  Maryland  Meter  Company,    1307   Railway  Ex- 
change, Chicago,  Illinois. 
Taplin,  Frank  R,  October  17th,  1906. 

General    Sales   Agent,    Youghiogheny    &    Ohio    Coal    Company, 

Western  Reserve  Building,  Gevcland,  Ohio. 
TAY1.0R,  H.  G.,  October  17th,  1906. 

Asssistant  Engineer,  Humphreys  &  Glasgow,  31  Nassau  Street, 

New  York,  New  York. 
Terhune,  Charles  F.,  October  17th,  1906. 

Vice-President,  William    M.    Crane   Company,    1133    Broadway, 

New  York,  New  York. 
Thomas,  Richard  H.,  October  17th,  1906. 

President,    Thomas,    Roberts,    Stevenson    Company,    Third    and 

McKean  Streets,  Philadelphia,  Pennsylvania. 
Thomas,  Richard  Henry,  September  25th,  1907. 

General  Sales  Agent,  White  &  Middleton  Gas  Engine  Company, 

107  Liberty  Street,  New  York,   New  York. 
Irenkamp,  H.  J.,  October  17th,  1906. 

Secretary,  American  Stove  Company,  1787  Fortieth  Street,  Cleve- 
land, Ohio. 
Trimble,  R.  H.,  October  17th,  1906. 

Engineer,  R.  D.  Wood  &  Company,  400  Chestnut  Street,  Phila- 
delphia,  Pennsylvania. 
I'mmachs,  Charles  E.,  October  17th,  1906. 

Secretary  and  Treasurer,  R.  Williamson  &  Company,  88  West 

Washington  Street,  Chicago,  Illinois. 
Van  Wie,  Edwin  G.,  October  17th,  1906. 

Manager,  Gas  Appliance  Department,  Detroit  Stove  Works,  1320 

Jefferson  Avenue,  Detroit,  Midiigan. 
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VoLLUM,  Chasles  N.,  October  17th,  1906. 

Certified   Public  Accountant,    Volhim,   Fernley   &   Vollum,   907 
Betz  Building,  Phibdelphia,  Pennsylvania. 

Wagner,  Fred  H.,  January  3rd,  1907. 

Chief  Engineer,   Bartlett,   Hayward  &  Company,  Scott  &  Mc- 
Henry  Streets,  Baltimore,  Maryland. 

Warren,  Henry  J.,  October  17th,  1906. 

President,   Stamford  Gas   Stove  Company,  Box  388,  Stamford, 
Connecticut 

Weart,  Spencer  S.,  October  17th,  1906. 

General  Manager  and  Treasurer,  Sun  Vapor  Street  Light  Com- 
pany, looi  South  Market  Street,  Canton,  Ohio. 

Weber,  Albert  J.,  October  17th,  1906  . 

President,  Adam  Weber  Sons,  Park  Row  Building,  New  York, 

New  York. 
Wehner,  Robert  K,  October  17th,  1906. 

Treasurer,    Isbell-Porter    Company,    Bridge    &    Ogden    Streets, 

Newark,  New  Jersey. 

Welch,  John  S.,  October  17th,  1906. 

United  Gas  Improvement   Company,  Broad   and  Arch   Streets, 
Philadelphia,   Pennsylvania. 

Wells,  Fred  K.,  October  17th,  1906. 

President,  Fred,  K.  Wells  Company,  265  Broadway,  New  York, 

New  York. 
Westermaier,  Francis  Victor,  October  17th,  1906. 

Engineer,  Welsbach  Street  Lighting  Company  of  America,  N. 

W.  Comer  Broad  and  Ardh  Streets,  Philadelphia,  Pennsylvam'a. 

Wharton,  Henry,  October  17th,   1906. 

Secretary,  Westmoreland  Coal  Company,  224  South  Third  Street, 
Philadelphia,  Pennsylvania. 

Whitaker,   M.   C,  October   17th,   1906. 

General    Superintendent,    Welsbach    Company,    Essex    &    Ellis 
Streets,  Gloucester,  New  Jersey. 

Whitfield,  Albert,  October  17th,  1906. 

Lindsay  Light  Company,  195  Michigan  Avenue,  Chicago,  Illinois. 

WiCKHAM,  Leigh,  October  17th,  1906. 

Agent,  Parker,  Russell  Mining  &  Manufacturing  Company,  Lig- 
gett Building,  St.  Louis,  Missouri. 

Wile,  Julius,  October  17th,  1906. 

President,  Wile  Power  Gas  Company,  212  Cutler  Building,  Roch- 
ester, New  York. 
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Wilkin,  John  T.,  October  17th,  1906. 

Mechanical  Engineer,  Connersville  Blower  Company,  905  Grand 
Avenue,  Connersville,  Indiana. 

Wilson,  Edwakds  R,  September  25th,  1907. 

Chemist,  Irwin,  Westmoreland  County,  Pennsylvania. 

V/iTHERDEN,  George  M.,  October  17th,  1906. 

Representative,  John  J.  Griffin  k  Co.,  15 13  Race  Street,  Phila- 
delphia, Pennsylvania. 

Wood,  Edward  R.,  Jr.,  October  17th,  1906. 

Machinery  Sales  Manager,  R.  D.  Wood  &  Company,  400  Chest- 
nut Street,  Philadelphia,  Pennsylvania. 

Wood,  George  B.,  October  17th,  1906. 

Engineer,  Westmoreland  Coal  Company,  224  South  Third  Street, 
Philadelphia,  Pennsylvania. 

Wortham,  K  L.,  October  17th,  1906. 
Victoria  Hotel,  Chicago,  Illinois. 

\ouNG,  L.  B.,  October  17th,  1906. 

Manager,  Sales  Department,  Michigan  Stove  Company,  Detroit, 
Michigan. 

ZiTZEWiTZ,  Hermann,  October  17th,  1906. 

President,  National  Machine  Works,  Sheffield  and  North  Ave- 
nues, Chicago,  Illinois. 

ZwisLER,  A.  L.,  October  17th,  1906. 

Salesman,  General  Gas  Light  Company,  Kalamazoo,  Michigan. 

JUNIOR  MEMBERS. 

Barnes,  H.  L.,  October  17th,  1906. 

Manager,  Appliance  Department,  Hartford  City  Gas  Light  Com- 
pany, II  Central  Avenue,  East  Hartford,  Connecticut 

Beebe,  Thomas  Russell,  September  25th,  1907. 

Manager,  Stove  &  Natural  Gas  Department,  The  Peoples  Gas 
Light  &  Coke  Company,  155  Michigan  Avenue,  Chicago,  Illinois. 

Boyd,  Albert  M.,  October  17th,  1906. 

Service  Foreman,  West  Philadelphia  District,  United  Gas  Im- 
provement Company,  1829  Fountain  Street,  Philadelphia,  Penn- 
sylvania. 

BovER,  Lynn  H.,  October  17th,  1906. 

Assistant  General  Foreman,  Gas  Works,  United  Gas  Improve- 
ment Company,  4427  Frankford  Avenue,  Philadelphia,  Penn- 
sylvania. 

Burnett,  Frederick,  October  17th,  1906. 

Assistant  Chief  Engineer,  Economical  Gas  Apparatus  Construc- 
tion Company,  269  Front  Street,  Toronto,  Ontario,  Canada. 
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KuTLER,  Joseph  F.,  October  17th,  1906. 

Superintendent,  Gas  Department,  Public  Service  Corporation  of 
New  Jersey,  New  Brunswick,  New  Jersey. 

Butler,  William  H.,  Jr.,  October  17th,  1906. 

General  Foreman  of  Services,  United  Gas  Improvement  Com- 
pany, 21 II  North  Eighteenth  Street,  Philadelphia,  Pennsylvania. 

C'adwallader,  L.  L.,  October  17th,  1906. 

Superintendent  of  Distribution,  Utah  Gas  &  Coke  Company,  35 
Twelfth  Street,  Salt  Lake  City,  Utah. 

Calkins,  W.  B.,  October  17th,  1906. 

Chemist,  Fairmont  Coal  Company,  605  Mercantile  Library  Build- 
ing, Cincinnati,  Ohio. 

Cassedy,  George  F.,  October  17th,  1906. 

Consolidated  Gas  Company,  4  Irving  Place,  New  York,  New 
York. 

Christy,  Henry  B.,  October  17th,  1906. 

General  Foreman,  United  Gas  Improvement  Company,  1308  Ar- 
rott  Street,  Frankford,  Philadelphia,  Pennsylvania. 

Coombs,  Fred  S.,  October  17th,  1906. 

Superintendent,  Meter  Department,  Youngstown  Gas  &  Electric 
Company,  253  Custer  Avenue,  Youngstown,  Ohio. 

Crkssler,  Kerr  Murray,  October  17th,  1906. 

Assistant  Engineer,  Kerr  Murray  Manufacturing  Company,  Fort 
Wayne,  Indiana. 

Cushman,  G.  H.,  October  17th,  1906. 

Superintendent,  Electric  Department,  San  Antonio  Gas  &  Elec- 
tric Company,  504  Goliad  Street,  San  Antonio,  Texas. 

Davis,  J.  W.,  October  17th,  1906. 

Superintendent,  Meter  Department,  The  Delaware  Gas  Com- 
pany, 6  West  Winter  Street,  Delaware,  Ohio. 

Dunne,  Philip,  October  17th,  1906. 

Superintendent,  Gas  Department,  Queens  Borough  Gas  &  Elec- 
tric Company,  Rockaway  Park,  New  York. 

F.avenson,  W.  K.,  October  17th,  1906. 

Special  Inspector  of  Appliances,  Philadelphia  Gas  Works,  United 
Gas  Improvement  Company,  Broad  and  Arch  Streets,  Philadel- 
phia,  Pennsylvania. 

IiscHER,  C.  H.,  October  17th,  1906. 

Chemist,  Union  Gas  &  Electric  Company,  2886  Harrison  Ave- 
nue, Cincinnati,  Ohio. 

I'lTzPATRicK,  Dan,  October  17th,  1906. 

Foreman  of  Works,  St.  Augustine  Gas  &  Electric  Light  Com- 
pany, St.  Augustine,  Florida. 
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Flowers,  Dean  Wilcox,  October  ist,  1907. 

Chemist,  Binghamton  Gas  Works,  Binghamton,  New  York. 

I  ox,  Charles  J.,  October  17th,  1906. 

Superintendent  of  Distribution,  Suburban  Gas  Company  of  Phila- 
delphia, 867  Main  Street,  Darby,  Pennsylvania. 

Gannon,  John  J.,  October  17th,  1906. 

Chief  Clerk,  AUentown  Gas  Company,  Allentown,  Pennsylvania. 

Genav,  T.  Bertram,  October  17th,  1906. 

Constructing  Engineer,  United  Gas  Improvement  Company,  1313 
Erie  Avenue,  Philadelphia,  Pennsylvania. 

Gilpin,  Francis  Hopkinson,  September  25th,  1907. 

Assistant,  Department  of  Tests,  United  Gas  Improvement  Com- 
pany, 260  South  Fifteenth  Street,  Philadelphia,  Pennsylvania. 

Gleason,  p.  D.,  October  17th,  1906. 

Contract   Clerk,  Denver  Gas  &  Electric  Company,  405  Seven- 
teenth Street,  Denver,  Colorado. 

(iREEN,  Albert,  October  17th,  1906. 

General  Foreman  of  Fitters,  The  United  Gas  Improvement  Com- 
pany, 4518  Tacony  Street,  Philadelphia,  Pennsylvania. 

CiREEN,  J.  W.,  October  17th,  1906. 

Agent,    Westchester   Lighting    Company,    First   Avenue,    Mount 
Vernon,  New  York. 

Hammond,  Eric  W.,  October  17th,  1906. 

Foreman  of  Fitters,  United   Gas   Improvement  Company,   1615 
North   Ninth  Street,  Philadelphia,  Pennsylvania. 

Hemenway,  W.  E.,  October  17th,  1906. 

Superintendent,  Warsaw  Gas  &  Electric  Company,  Warsaw,  New 
York. 

Innes,  J.  A.,  October  17th,  1906. 

Secretary  and  Treasurer,  Citizens  Light,  Heat  &  Power  Com- 
pany, 222  North  Lucas  Avenue,  Eagle  Grove,  Iowa. 

Jennings,  Robert  James,  October  17th,  1906. 

General  Foreman  of  Works,  Westchester  Lighting  Company,  342 
South  Seventh  Avenue,  Mount  Vernon,  New  York. 

Johnston,  Ernest,  October  17th,  1906. 

Chief  Clerk,  St.  Augustine  Gas  &  Electric  Light  Company,  St. 
Augustine,  Florida. 

Keppelmann,  D.  Ell  wood,  October  17th,  1906. 

Assistant  to  District  Agent,  The  Edison  Electric  Company,  824 
State   Street,   Santa  Barbara,   California. 

Knothe,  W.  J.,  October  17th,  1906. 

Engineer,  Improved  Equipment  Company,  60  Wall  Street,  New 
York,  New  York. 
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Lee,  C.  W.,  January  3rd,  1907. 

Vice-President  and   Treasurer,   C.   W.   Lee   Company,  Newark, 

New  Jersey. 
LucENA,  JosBFB,  October  17th,  1906. 

Chief  Clerk,  City  District,  United  Gas  Improvement  Company, 

1949  Fitzgerald  Street,  Philadelphia,  Pennsylvania. 

McCamy,  C  C,  October  17th,  1906. 

Qerk  of  Works,  Atlanta  Gas  Light  Company,  Atlanta,  Georgia. 

MacDougall,  Hugh  K.,  October  17th,  1906. 

Cadet  Engineer  and  Clerk  of  Works,  Public  Service  Corporation 
of  New  Jersey,  446  Market  Street,  Newark,  New  Jersey. 

Miller,  Miss  Anna  Virginia,  October  17th,  1906. 

Lecturer  and  Demonstrator  of  Scientific  Cookery  by  Gas,  1237 
Harrison  Street,  Kansas  City,  Missouri. 

MiLLiGAN,  A.  F.,  October  17th,  1906. 

Superintendent,  Semet  Solvay  Company,  Chester,  Pennsylvania. 

M00RHOU8E,  L.  B.,  October  17th,  1906. 

Assistant    Superintendent,    Gas    Department,    San   Antonio   Gas 

&  Electric  Company,  San  Antonio,  Texas. 
Myexs,  Edward  Brittain,  September  25th,  1907. 

Assistant  Superintendent,  City  District,  Philadelphia  Gas  Works, 

Ninth  and  Dudley  Streets,  Philadelphia,  Pennsylvania. 
Myler,  John  A.,  Jr.,  October  17th,  1906. 

Ejigineer,  Dallas  Gas  Company,  204  Peabody  Avenue,  Dallas, 

Texas. 
Neth,  John  A.,  October  17th,  1906. 

Foreman,  Gas  Department,  Westchester  Lighting  Company,  63 

Main  Street,  Tarrytown,  New  York. 
O'Connell,  Charles  M.,  January  16th,  1907. 

Assistant  Inspector  Special  Appliances,  United  Gas  Improvement 

Company,  Broad  and  Arch  Streets,  Philadelphia,  Pennsylvania. 
Ordish,  T.  Brandon,  October  17th,  1906. 

Assistant   Chemist,   United   Gas    Improvement   Company,   Point 

Breeze,  Philadelphia,  Pennsylvania. 
Otten,  Charles,  Jr.,  January  3rd,  1907. 

Assistant   Superintendent,   Westchester   Lighting   Company,    119 

Woodworth  Avenue,  Yonkers,  New  York. 
Page,  Raymond  F.,  October  17th,  1906. 

Care  Cleveland  Gas  Light  Company,  Cleveland,  Ohio. 
Perkins,  Rowan  Penrose,  September  25th,  1907. 

Foreman  of   Fitters,  United  Gas  Improvement   Company,  2005 

De  Lancey   Street,   Philadelphia,   Pennsylvania. 
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Petura,  Frank  J.,  October  17th,  1906. 

Member  of  Experimental  Corps,  Denver  Gas  &  Electric  Company, 
Denver,  Colorado. 

Pickens,  A.  S.,  October  17th,  1906. 

Assistant  Superintendent,  Waterbury  Plant,  United  Gas  Improve- 
ment Company,  186  Chestnut  Street,  Waterbury,  Connecticut 

Pratt,  Edward  G.,  Jr.,  January  3rd,  1907. 
Spokane,  Washington. 

Price,  William  H.,  October  17th,  1906. 

Draftsman  and  Clerk,  Providence  (R.  T.)  Gas  Company,  Lake- 
wood,  Rhode  Island. 

Stevens,  Charles  H,,  October  17th,  1906. 

Proprietor  Memphis  Meter  Repair  Shop,  299  High  Street,  Mem- 
phis, Tennessee. 

Stevick,  Crist  H.,  October  17th,  1906. 

Superintendent's  Assistant,  New  Amsterdam  Gas  Company, 
Ravenswood,  Long  Island,   New   York. 

Thomas,  James  B.,  Jr.,  October  17th,  1906. 

General  Foreman  Mains  and  Services,  Chester  County  Light  and 
Fuel  Company,  Avondale,  Pennsylvania. 

Thorn,  Fred  G.,  Jr.,  October  17th,  1906. 

Chief  Draftsman,  Manufacturing  Department,  United  Gas  Im- 
provement Company,  24  North  Twenty-second  Street,  Phila- 
delphia, Pennsylvania. 

Ttnsman,  E.  H.,  October  17th,  1906. 

Chief  Qerk,  Gearing  House,  Laclede  Gas  Light  Company,  5639 
Vernon  Avenue,  St.  Louis,  Missouri. 

Tolman,  William  Nicholas,  October  17th,  1906. 

Engineer  of  Construction,  United  Gas  Improvement  Company, 
Twenty-second  and  Filbert  Streets,  Philadelphia,  Pennsylvania. 

Wagner,  Edwin,  October  17th,  1906. 

Engineering  Department,  Henry  L.  Doherty  &  Company,  60  Wall 
Street,  New  York,  New  York. 

Way,  Alfred  D.,  Jr.,  October  17th,  1906. 

General  Main  and  Service  Foreman,  West  Philadelphia  District, 
United  Gas  Improvement  Company,  3419  Spring  Garden,  Phila- 
delphia,  Pennsylvania. 

Wetsgerber,  Edwin  C,  October  17th,  1906. 

Manager  and  Secretary,  Zanesville  Gas  Light  Company,  Zanes- 
ville,  Ohio. 

Wellman,  Holley  G.,  September  25th,  1907. 

Manager,  Retort  Coke  Oven  Company,  Cleveland,  Ohio. 
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Williams,  Thomas  G.,    October  17th,  1906. 

Assistant  Superintendent,  Spring  Garden-  District,  Philadelphia 
Gas  Works,  United  Gas  Improvement  Company,  5643  Ridge 
Avenue,  Philadelphia,  Pennsylvania. 

Willis,  Charles  M.,  January  3rd,  1907. 

Assistant  to  Consulting  Engineer,  Alfred  E.  Forstall,  58  William 
Street,  New  York,  New  York. 

Wilson,  Ward,  October  17th,  1906. 

Foreman  of  Distribution,  Easton  Gas  Light  Company,  914  Jack- 
son  Street,  Easton,  Pennsylvania. 

ZooK,  Samuel  Kurtz,  October  17th,  1906. 

Assistant  Superintendent  of  Distribution,  Gas  Department,  Pub- 
lic Service  Corporation,  ^y  Lombardy  Street,  Newark,  New 
Jersey. 

SUMMARY  OF  CLASSES  OF  MEMBERSHIP. 

Active  Members    930 

Associate  Members  218 

Junior  Members  67 

1,215 
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MEMBERS  OF  THE 

AMERICAN    GAS    INSTITUTE    ARRANGED 

GEOGRAPHICALLY 


Alabama. 

Anniston William  Bailey. 

H.  W.  Sexton. 
Birmingham James  A.  Emery. 

William  B.  Miller. 

J.  M.  Ritson. 

Leon  H.  Scherck. 

Keating  Lewis  Simons. 

Huntsville John  R.  Lynn. 

Mobile. Albert  F.  Kersting. 

Montgomery L.  A.  Docteur. 

Arkansas. 

Little  Rock.... E.  Chandler  Beach. 

Mansfield •  •  Harvey  Saunders. 

Pine  Bluff B.  C  Fowles. 

C.  Bert.  Murdock. 

California* 

Bakersfield James  Goodwin. 

Jackson B.  E.  Letang. 

Los  Angeles Ernest  William  Bell. 

Jos.  M.  Berkley. 

W.  B.  aine. 

William  J.  Dorr. 

C.  W.  Koiner. 

Frederick  Charles  Millard. 

A.  L.  Selig. 

Pasadena William  Bauerhyte. 

San  Francisco John  A.  Britton. 

Kdward  C.  Jones. 

John  Martin. 

C.  O.  G.  Miller. 

Sam   L.   Naphtalz. 

Santa    Barbara U.  FJwood  Keppelmann. 

Stockton Henry  Eastland  Adams. 
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Colorado. 

Boulder F.  W.  Leland. 

Colorado  Springs Ira  Abbott  Miller. 

R.  P.  Bache. 
Denver John  T.   Brady. 

Phillip  Cross. 

G.  W.  Faller. 

R.  Garland  Gentry. 

P.  D.  Gleason. 

R.    G.    Griswold. 

M.  E.   Malone. 

I 'rank  J.  Petura. 

E.  W.   Schaaf. 
Clare  X.  Stannard. 

Grand    Junction L.  W.  LeBaron. 

Pueblo Arthur  N.  Cantril. 

Connecticitt. 

Derby  Charles    H.    Nettlcton. 

George  H.  Scranton, 

East  Hartford H.  L.  Barnes. 

Hartford  Guy  K.  Dustin. 

Richmond  E.  Slade. 

Meriden Charles  A.  Learned. 

Milford    William  Reeves. 

New   Haven J.  Arnold  Norcross. 

F.  C,  Sherman. 
Robert  E.  Wyant  ' 

New    London Alex.  J,  Campbell. 

Rockville William  Morgan  Lewis. 

Stamford  Ronald  Crawford. 

John  L.  Garrison. 

Walter  M.  Jackson. 

G.  B.  Leland. 
Henry  J.  Warren. 
John  A.  Waters. 

Torrington    Frank  M.  Travis. 

Waterbury    A.  S.  Pickens. 

D.  L.   Summcy. 

E,  H.  Williams. 

Windsor  Locks Burdette  Loomis. 

Winsted    Rufus  E.  Holmes. 

Delaware. 

Wilmington  W.  Frank  Bailey. 
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District  of  Columbia. 

Washington   C.  Qay  Bayley. 

Thomas  J.  Fisher. 
William  F.  Hart. 
Thomas  F.  Holden. 
James  S.  McIIhenny. 
Robert  L.  Middleton. 

Florida. 

Gainesville George  I.   Doig. 

Jacksonville Clarence  S.  Hammatt. 

Harry  B.  Hoyt. 
Pensacola    J.  C.  Dunham. 

Giarles  F.  Zcek. 

St.  Augustine Dan  Fitzpatrick. 

I'i  Ernest  Johnston. 

George  Old. 

Georgia. 

Americus    J.  H.  Hagerty. 

Athens J.  H.  Maxon. 

Atlanta P.  S.  Arkwright. 

Edward  J.  O.  Beimc. 

Richard  C.  Congdon. 

W.  L.  Cosgrove. 

F.  B.  Crowell. 

C.  C.  McCamy. 

Brunswick Albert  Fendig. 

Columbus    MacDougald  Dexter. 

Rome   James  Ferrier. 

Savannah John  J.  Conlin. 

John  A.  Frick. 

John   W.  Golden. 

Charles  L.   Lyon. 

Illinois. 

Aurora    I.  C.  Copley. 

F.  M.  James. 

V.  O'Malley. 

Henry  L.  Rice. 

Howard  G.  Stillson. 

R.  N.  Strohn. 

Belleville   Harry  B.  Kircher. 

Bloomington William  F.  Clausen. 
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Illinois  (Continued) 
Chicago   Knowlton  L.  Ames. 

Carl  Ascndorf. 

CO.  Aycrs. 

C.  Kemble  Baldwin. 

Thomas  R.  Beebe. 

A.   Bemcnt. 

R.  W.  BinRham. 

K.  E.  Brownell. 

John  C.  Buckley. 

Alfred  A.  Qiichester. 

John  C  D.  Qark. 

C.  W.  Clayboume. 
Mathias  Connors. 
Edward  G.  Cowdery. 

D.  K.  Crighton. 
Edward  S.  Davidson. 
R.  N.  Davis. 

Fred  A.  Dawes. 
Rnfus  C.  Dawes. 
C.   L.   Day. 
Alfred  B.  Eaton. 
H.  J.  Elliott. 
John  H.  Eustace. 
Charles  H.  Evans. 
Albert  L.  Farr. 
Russell  S.  Feurtado. 
Charles    F.    Flinn. 
George  P.   Gilman,  Jr. 
Alfred  H.  Gross. 
H.   D.  Harper. 
A.  S.  Harrington. 
William  G.  Henry. 
H.  R.  Hunt. 
J.  R.  Huntting. 
William  B.  Jackson. 
A.   H.   Johnson. 
Benjamin  J.  Kellum. 
Henry   I.   Lea. 
Charles  R.  Lindsay,  Jr. 

F.  E.  Luther. 
N.  A.  McQary. 

G.  W.  McKce. 
Joseph  Markley. 
Charles  W.  Mclcher.  ' 
Wensel  Morava. 
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Illinois  (Continued) 
Chicago   ^...John  M.  Morehead 

Thomas  N.  Mordue. 

Edward  E.  Morrell. 

Manning  A.  Norland. 

George  G.  Olmsted. 

Otto  E.  Osthoff. 

L.  R.  Phillips. 

Edward  Q,  Pratt. 

Henry  Pratt 

Theo.  V.  PurcelL 

Irwin  Rew. 

Rudolph  Schenck. 

Samuel  C  Shaffner. 

S.  S.  Stratton. 

George  Summers. 

W.  D.  Sweetman. 

Charles  £.  Ummachs. 

William  D.  West 

Albert  Whitfield. 

John  Williamson. 

William  Wilson. 

E.  L.  Wortham. 

Hermann  Zitzewitz. 
Decatur  John  L.  Busch. 

Robert  Mueller. 

DeKalb R.  K.  Runner. 

Dixon    Henry  C  Higgins. 

East  St  Louis Charles  Quackenbush. 

Elgin    Robert  F.  Fitz. 

C.  B.  Strohn. 

Evanston    ..;... R.  J.  Jenks. 

Freeport    Z.  T.  F.  Runner. 

Galenai J.  B.  Howard. 

Galesburg   ••• ••••R.  A.  McLaughlin. 

Highland  Park F.   Lester  Price. 

JoHet William  E.  Hartman. 

Heinrich  Koppers. 

Kankakee   F.  E.  Newberry. 

Kewanee    Elmer  W.  Smith. 

La  Grange George  H.  Dawson. 

La   Salle H.  K  Chubbuck. 

Litchfield David  Davis. 

Macomb    ..•••••••  •••••F.  S.  Armstrong. 

North  Chicago   ........ Emil  E.  Borst. 

J.  A.  Bower. 

W.  S.  Darley. 
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lUinoU  (Continiied) 
Oak  Park Charles  W.  Bradley. 

Mathias   Britsch. 

Henry  D.  Schall. 

E.  J.   H.  Wright 
Ottawa Charles  A.  Murphy. 

H.  H.  Osbom. 

Peoria    E.  W.  Eustace. 

Princeton    F.  C.  Duncan. 

Quincy    William  SteinwedelL 

Harry  O.  Channon. 
Rockford    George  D.  Roper. 

Henry  S.  Whipple. 

W.  A.  Wilson. 
Springfield    William  R.  Rhodes. 

Kmil  G.  Schmidt. 

Sterling    Ehner  Craw  ford. 

Waukegan  H.  T.  Crawford. 

George  Goodnow. 

Anderson M.  G.  Reynolds. 

Aurora  J.  C.  Small. 

Cohimbus    C*  M.  Keller. 

Connersville    George  C.  Hicks,  Jr. 

E.  D.  Johnston. 

John  T.  Wilkin. 

Elwood    E.   C.  Critchlow. 

Fort  Wayne W.  D.  Bir.beck. 

.\.   D.   Cressler. 

Alfred  M.  Cressler. 

George  H.  Cressler. 

Kerr  Murray  Cressler. 

Fred  W.  Freese. 

Olaf  N.  Guldin. 

G.   Max  Hofmann. 

Lothar  Hofmann. 

Charles  S.  Knight, 

Charles  H.  Printz, 

Theo.  H.  Scheumami. 

Thomas  W.   Stone. 

Orrell  O.  Thwing. 

Gary Leonard  Fitzgerald. 

Goshen  G.  G.  Atkinson. 

Indianapolis  Philmcr  Eves. 

Carl  H.  Gr«£. 

Charles  A.  Medccr. 

Henry  Rochat. 
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Indiana  (Continued) 

llafayette S.  T.  Murdock. 

William  Wallace. 

T.   P.   Wishart. 
Michigan  City G.  W.  Briggs. 

Harry  S.  Schutt 

Muncie    J.   E.   Colvin. 

New    Albany James  W.  Dunbar. 

Peru   George  M.  Dolley. 

VV.   V.   Spinning. 

Richmond    Frank  K,  Lane. 

South    Bend Howard  HoflFman. 

Benj.  S.  Walters. 
Terre  Haute M.  N.  Diall. 

K.  A.  Wakeman. 
Vincennes  H.  H.  Potter. 

Alexander  Wyness,  Jr. 

West  Lafayette Gilbert  A.   Young. 

Iowa. 

Boone    IJ.  K.  Morton. 

Burlington Edward  D.  Clary. 

I'Vederick  William  Salmon. 
Cedar  Rapids A.  S.  Averill. 

Glenn  M.  Averill. 
'  Thomas    Suchomel. 

Ginton Thomas  Crawford. 

Council  Bluffs A.  L.  English.  ' 

Davenport  ...; Frederick  W.  Kelley. 

Harold  V.  Patterson. 

Joseph  F.   Porter. 
Des  Moines Jansen  Haines. 

G.  \.  Vincent. 

Dubuque    George  McLean. 

Eagle  Grove J.  A.  Innes. 

Fort  Madison H.  H.  Wilson. 

Iowa  City ..George  S.  Carson. 

Le   Mars O.  H.  Hinds. 

Mason  City A.  Wilfred  Zahm. 

Muscatine George  Wamking. 

Oskaloosa    Campbell  W.  Fair. 

Ottumwa    David  S.  Milne. 

Sioux   City C.  C.  Gartland. 

Leonard  L.  KelloRg. 

Waterloo    \ustin  Burt. 

i     I  «  .  I        I.e.   Elston,  Jr. 

1     [  '  i  ;  I    -   K.  H.  Lawlor. 

J.   \.   McCallum. 
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Kansas.  • 

Chanate Clifton  W.  Sears. 

QieriTville   John  C.  Dods. 

Emporia H.   Dunlap.* 

Fort  Scott   Freeman    Drake   Martin. 

Independence William  McNair  Weldi. 

Kansas  City George  S.  Barrows. 

William  J.  Bertke. 

C.  M.  Cole. 

W.  H.  McKenzie. 

Northrop  Moore. 

Leavenworth V-dward  S.  Springer. 

Topeka    George   J.    Swan. 

L.  G.   Treleaven. 

Kentucky. 

Covington   Stanley  A.  Foster. 

LonisTille A.  H.  Barrett. 

Frank  Huber. 
Donald  McDonald 
Harry  R.   Swann. 

Owensboro   W.  R.  Wones. 

Padocah Ira  C.  Covert 

Paris C.    L.    Steenbergen. 

Richmond   Benj.  A.  Dougherty. 

Louisiana. 

New  Orleans W.  D.  Marshall. 

Thomas  David  Miller. 
R.  M.   Redding. 

Maine. 

Bangor Vernon  K.  Gould. 

Portland Eugene  F.  Yorke. 

Maryland 

Baltimore George  Beadenkopf. 

Howard  Bruce. 
Charles  M.  Cohn. 
Charles  H.  Dickey. 
Fdmund  S.  Dickey. 
F.  Bartl.ett  Hayward. 
Thomas  J.  Hayward 
I'Vederick  J.  Mayer. 
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Maryland  (Continued) 

Baltimore \hen  S.  Miller. 

L.  Irving  Pollitt 

Louis  N.  Rancke. 

Edward  L.  Rieha. 

Charles  C.  Schiller. 

Fred  H.  Wagner. 

Cumberland   ....John  J.  Power. 

Frederick    F.  O.  Enright 

Westminster John  H.  Cunningham. 

Massaclnisetti. 

Attleboro William  J.  Luther. 

Boston    bwight  T.  Cortis. 

John  A.  Gould. 
\  Robert  Grant. 

Charles  W.  H  in  man. 

W.  E.  McKay. 

Arthur  R    Norton. 

Harry  A.  Norton. 

Theo.  H.  Piser. 

J.  L.  Richards. 

Frederick  P.  Royce. 

William  Austin  Wood. 

Edgar  N.  Wrightington. 

•  Cambridge    .\lbert  M.  Barnes. 

Charleston Samuel  J.  Fowler. 

Chkopee    Charles  H.  Nutting. 

East  Boston  N.  W.  Gifford. 

East   Cambridge John  P.  Kennedy. 

Fall  River Charles  F.  Leonard. 

Joseph  E.  Nute. 
Fitchburg Henry  E.  Coggshall. 

William  L.  Walker. 

Gloucester    Jchn  A.  Coffin. 

Haverhill  Charles  W.  Morse. 

Holyoke William  H.  Show. 

Hyde  Park L.  B.  Johns. 

Lawrence    C.  J.  R.  Humphreys. 

Fred  H.   Sarpent. 

Lowell   R.  M.  Kellogg. 

Lynn Charles  F.   Prichard. 

Maiden Mbert  B.  Tenncy. 

Marlboro  G.  A.  Merkt. 

New  Bedford Charles  H.  Gifford. 

Rohcct  Lindsay. 
.    ^  (icorijc  R.  Stetson. 
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M>ss>clmscit>  (^^''^^^■'i^^i^w 

Newton   Waldo  A.  L«amcd 

Nordi  Adams I-^rank  S.  Rkfaardson. 

Pittsfidd Harry  C.  Crafts. 

Springfidd    nenjamm  BilL 

D^  ijfht  F.  Burritt. 

Herbert  E.  Stone. 

Charles  H.  Tcnney. 

Wdkefidd    Albert  B.  Morton. 

W^dwter ••••  FT.  S.  Shaw. 

West  Ro3drary   ,.T.  J.  Potter. 

Worcester    Charles  Dadley  Lamson. 

Ralph  Woodward. 

IGcUgaii. 

Ann  Arbor Henry  W.  Doaglas. 

Battle  Credc   D.  N.  Frazer. 

Charlotte F^ward  J.  Elles. 

Detroit William  Taf t  Barbotir. 

T^aac  C.  Baxter. 

E.  T.  Berjjer. 

Warren  S.  Blanvett. 

Trvin  Butterworth. 

V.  F.  Dewey. 

Alex.    Dow. 

William  H.  Frost, 

G.  B.  Gunderson. 

Jules  G.  Hoffman. 

Charles  H.  Jacobs. 

Xathan  G.  Leakey. 

Alfred  G.  Lloyd. 

Ernest  F.  Lloyd- 
James  T.  Ljmn. 

Edward  M.  Mancourt. 

W.  E.  Mockett. 

Howard  L.  Olds. 

George  Osius. 

Frank  K.  Pelton. 

Charles  S.  Ritter. 

C    A.  5%chwam. 

R.  .Shacklette. 

A.  F.  Shattiick. 

Otis    A.    Sinscl. 

Edwin  G.  Van  Wie. 
\.  L  Wilkinson. 

LB.  Votinjr. 
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Michigan  (Continued)        -     ' 

Dowagiac John  F.  GriflFen. 

Grand  Rapids (;icnn  R.  Chamberlain. 

Ralph  S.  Child. 

James  Steward  Dales,  Jr. 

Edward  M.  Deanc. 

John  Hellen. 

Frank  T.   Hulswit. 

Richard  Schaddelee. 

B.  O.  Tippy. 

A.  F.  Traver. 
Hancock    Herbert  S.  Baer. 

Max  H.  Cutcheon. 
Holland  City E.  M.  Osbourne. 

J.  A.   Patten. 

Ishpcmmg    William  J.  McCorkindale. 

Kalaftiazoo    Walter  M.  Blinks. 

Frank  W.  Blowers. 

Charles  T.  Chisholm.  i 

W.   P.  Fairbaim.  • 

I  If.  S.  Humphrey. 

J.  J.  Knight 

A.  L.  Zwisler. 

Marshall    Carroll  Collins. 

Muskegon   Robert  R.  Choate. 

John  T.  Young. 

Pontiac    W  illiam  H.  Morgans. 

Port  Huron J.C.  Sloan. 

Sagmaw    W.  IT.  Barthold. 

S.  E.  Wolff. 

Sault  Ste.  Marie John  M.  Gregory. 

Three  Rivers ; David  Elder. 

J.  B.  Niccum. 

Minnesota. 

Albert   Lea Eitdwig  Kemper. 

Duluth   C.  W.  Andrews. 

Faribault  P..  W.  Cowperthwait. 

Mankato Robert  E.   Brown. 

Minneapolis    R.  W.  Clarke. 

1-.  W.  Little. 

W.  J.  >rurph> 

I'Vcderick  C.  bncpard. 

Red  Wing    William  R.  Putnam. 

St.  Paul   John    P.    Crowley. 

Paul  Doty. 
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MinnesoU  (Contiimad)  |  ^ 

St.  Paul V.  L.  Elbert 

Henry  J.  Gillc. 

i^dward  J.  Gutsche. 

Alfred  H.  Linderoth. 

Bert  F.  Pclten. 

George  SteinwedelL 

H.  B.  Stiles. 

Wert  Dulath ...,W.  H.  Wright 

Winona  L.  C.  Graham. 

Mississippi. 

Hattiestmrg G.  M.  Moran. 

Jadcson    John  Lorenz. 

James  T.  Pullen. 

Meridian   W.  James  Salter. 

Vicksburg Samuel  E.  Linton,  Jr. 

Missouri. 

Booneville ...W.  R  Sombart. 

Brookefield  Louis  D.  Kelsey. 

Independence Robert  S.  Miller. 

Jefferson  City P.  A.  Bertrand. 

Kansas  Qty Byron  E.  Chollar. 

Ernest  A.  Cronin. 

Harold  W.  Graeff. 

A.   Hurlburt. 

A.  B.  Macbeth. 

Robert  Macmillitn. 

Miss  Anna  Virginia  Miller. 

Mastin  Simpson. 

M.  M.  Sweetman. 

William  M.  Wood. 
St  Joseph Kerr  M.  Mitchell. 

Edward  P.  Snowden. 
St  Louis William  Alfred  Baehr. 

F.  K.  Berry. 

Thomas  B.  Carter. 

Joseph  Clarke. 

Angustin  J.  Daly. 

John  Dell. 

William  S.  Dodd. 

IXnvid  G.  Fisher. 

Samuel  A.  Forder. 

James  Green. 

J.  L.  Green. 

L.  C.  Hamlink. 
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H  issouri  (Continued)  ^ 

St.  Louis  George  S.  Hessenbruch. 

C    L.  Holman. 

Archibald  S.  B.  Little 

W.  A.  Lockwood. 

Charles  A.  Magree. 

P.  S.  Marquis. 

Roger  W.  Polk. 

W.  S.  Reger. 

Daniel  R.  Rtjssell. 

Robert  Seeger. 

E.  J.  Sherwood. 

E.  H,  Tinsman. 

Jacob  D.  Von  Maur. 

1 .  B.  Whitted. 

W.  H.  Whitton. 

Leigh  Wickham. 

Scdalia Wareham  S.  Baldwin. 

Springfidd   ^••••••W.  A.  Bixby. 

Montana. 

Helena G.  A.  Strain. 

Nebraska. 

Lincoln    B.  C.  Adams. 

Omaha Isaac  Battin, 

G.  W.  Qabaugh. 

George  H.  Waring. 

New  Hampshire. 

Concord  Henry  K.  Morrison. 

Keene G.  M.  Rossman. 

Manchester Walter  G.  Africa. 

Owen  B.  Evans. 
Nashua Walter  F.  Norton. 

New  Jersey. 

Aslmry  Park Charles  W.  Bennett. 

Atlantic  aty S    Bradley. 

John  P.  Tompkins. 

Bayonne    H.A.Wheeler. 

Camden  John  J.  Burleigh. 

George  W.  Curtiss. 

James  N.  Downey. 

Harry  Ellis. 

Joseph  R.  Gilkyson. 
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New  Jersey  (Continued) 

Camden George  Hobdell. 

F.  R,  Hutchinson. 

Thomas  Littlehales. 

James  R.  Schurz. 

Cape  May O.  A.  Merchant,  Jr. 

East  Orange William  W.  Barnes. 

W.   O.   Brown. 

John  A.  Qark. 
Elizabeth  Roger  Criilcy. 

Francis  Engel. 
Gloucester  City Thomas  J.  Litle,  Jr. 

Town  send  Stites. 

M.  C.  Whittaker. 
Hackensack E.  C.  Roberts. 

A.  D.  Whittaker. 
Hoboken    John  Cabot. 

W.  Greacen,  Jr. 

Qiarles  J..  Roeser. 
Jersey  City  Joseph  B.  Ames. 

West  Bissell. 

Sterling  H.   Bunnell. 

Henry  R.  Cook,  Jr. 

David  R.  Daly. 

E.  J.  Donahue. 
H.  H.  Ferris. 
J.  P.  Hanlon. 
W.   E.  Reynolds. 

F.  W.  Schmidt. 

Keyport   William  A.  Richards. 

Long  Branch  H.  C  Abell. 

F.  \V-  Bowen. 

Henry  Irwin. 

Merchantville    J.  A.  Callenbach. 

Montclair    J.  P.  Zingg. 

Morristown Robert  D.  Foote. 

Daniel  Perry  Skellenger. 

William  W.  Wright 
Newark  William  H.  Allen. 

William  S.   Barker. 

John  H.  Braine. 

William  H.  Chadwell. 

Walter  L.  Chewning. 

P.   T.   Dashiell. 

J.  S.  DeHart. 

James  P.  Dusenbcrry. 
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New  Jersey  (Continued) 

Newark   li,  H.  Earnshaw. 

C.  W.  Lee. 

Thomas  N.  McCarter. 

Hugh  MacDoiigall. 

W^  H.   Pettes. 

(ic'O.  J.  Roberts. 

Alexander  H.  Strecker. 

Adolph  Frederick  Wehner. 

Robert  K.  Wehner. 

II.  D.  Whitcomb,  Jr. 

Percy  S.   Young. 

R.  R.  Young. 

Samuel  K.  Zook. 
New    Brunswick Joseph  F.  Butler. 

W.  F.  Thomas. 

Ocean    City * .  Andrew  P.   Maloney. 

Passaic    J.   H.  Kilgour. 

C.   A.   Stelling. 
Paterson    Tlieo.  Bunker. 

W.   H.  Rogers. 

William    L.    WiHiams. 

Perth  Amboy A.  F.  Reitemeyer. 

Plainiield    W.  R.  Causbrook. 

Thomas  Melick. 

Rutherford  Addison  Ely. 

South  Amboy William   E.    Bedle. 

Summit    M.   .S.   Sherwood, 

Trenton   ..'. Charles  G.  Cook. 

Frank  D.  Moses 

Westfield    1  farry  Denison. 

West  Hoboken James  Kennedy. 

New  York. 

Albany  D.  F.  Brown. 

F.  S.  Dunne. 

John  E.  Gaitlcy. 

F.  P.  Gavit. 

Donald  McDonald. 

William  McDonald. 

Amsterdam    W.  H.  Cooper. 

Bay  Shore F.   S.  North. 

Binghamton E.  E.  Eysenbach. 

Dean  W.  Flowers. 

Robert  W.  Manier. 

Robert  C.  Morris,  Jr. 
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New  York  (Continued) 

Brooklyn    Fred  S.  Benson. 

Robert  Wilder  Busli. 

Edward  J.  Byrne. 

Thomas  E.  Bynie. 

James  H.  Jourdan. 

R.  M.  Lane. 

John  D.  Logan. 

Charles  L.  Rowland. 
Buffalo    Joseph  £.  Aue. 

H.  C.  Palmer. 

Richard  Marsh  Parker. 

Walter  W.  Richardson. 

William  S.  Riselay. 

Henry   L.  Schutt 
Canandagua   V.  A.  Miller. 

S.  P.  Cobb. 

Coney  Island J.  J.  Humphreys,  Jr. 

Elmira   William   W.  Cole. 

Far  Rockaway Carlton  Macy. 

Lewis   B.    .Sharp. 

Oscar  H.  Fogg, 

Flushing   M.  H.  Spear. 

Freeport William  A.  Armington. 

Geneva  E.   H.   Palmer. 

Gloversville L.  D.  Spragle. 

Hempstead S.  K.  Campbell. 

Ithaca    Williayi  T.  Morris. 

T.  W.  Summers. 

Kingston   Franklin  Tobey,  Jr. 

Little  Falls Henry  P.  Collins. 

Long   Island   Qty C.  Cassels  Atwood. 

Charles  Boone. 

Clifford  S.  Fox. 

W.    F.   Lawrence. 

Crist  H.   Stevick. 
Mt.  Vernon William  S.  CUrk. 

J.   W.   Green. 

Robert  James  Jenninjjs. 

Alfred  M.  Keene. 

George  T.  Macbeth. 

1\  M.  Roberts. 

Albert  Rosenthal. 
Ncwburgh A.  R.  Beal. 

William  R.    Beal. 

B.  J.  MacDonald. 
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New  York  (Continued) 
New  York H.   C  AbelL 

Frederick  P.  Addicks. 

Walter   R.   Addicks. 

J.  Charles  Andrews. 

C.  G.  Atwater. 

Anastasio  C.  M.  Azoy. 

William  E.  Barret 

Albert  B.  Beadle. 

Edward  A.  Behringer. 

Lucius  S.  Bigelow. 

Ben  Alten  Block 

A.  E.  Boardman. 
Fred  L.  Bradley. 
William  H,   Bradley. 
Janiea  C.    Brady. 
Ernest  C.  Brown. 
Giarles  F.  Bryant. 
Milan  R.  Bump. 
Sterling  H.  Bunnell. 
Herman  Burgi. 
Elbert  P.  Callendcr. 
Harold  E.  Carpenter. 
Robert  A.  Carter. 
George  F.  Cassedy. 
Frank  P.  Cheesman. 

B.  C.  Cobb. 

M.  D.  Compton. 
Alfred  S.  Cooke. 
William  M.  Crane. 
Roland  A.  Davidson. 
Mark  Dean. 
J.  Alfred  Dixon. 
R.  M.  Dixon. 
G.  B.  Dobbin. 
Henry  L.  Doherty. 
Parr  H.  Dole. 
W.  M.  Eaton. 
Harrison  G.  Ecker. 
Arthur   H.    Elliott. 
Geo.    B.    Evans. 
Frederick  W.  Floyd. 
James  R.  Floyd,  Jr. 
A.  H.  Ford. 
Alfred   E.    Forstall. 
Frederick  W.  Friieauff. 
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New  York  (Continued) 

New   York    William  Gardiner. 

Patrick  Goodman. 
Malcolm  M.  Graham, 
George  W.  Graves. 
A.   H.   Hall. 
Sterling  F.  Hayward. 
C.  M.  Higgins. 
David  Leavitt  Hough. 
William  Greely  Hojrt. 
Aexander  C   Humphreys. 
Charles  L.  Inslee. 
Charles  W.  Isbell. 
C.  N.  JelliflFc. 
Mcrvyn  E.  Johnston. 
Edward  R.  Jourdan. 
Julius  Kahn. 
James  S.  Kennedy. 
W.  J.  Knothe. 
A  Ian  son  P.  Lathrop. 
M.  Ntsbet  Latta. 
Albert  Lauber. 
A.  R.  Law. 
Robert  O.  Luquecr. 
Joseph  Lush. 
George  McDonald. 
W.  N.  Mcllravy. 
Emerson  McMillin. 
William  D.  Marks. 
J.  H.  T.  Martin. ' 
J.  Alex.  Mayers. 
G.  W.  Mead. 
William  N.  Milsted. 
Clarence  P.  Morrell. 
W.  Cullen  Morris. 
Louis    F.    Musil. 
Harry  T.   Owens. 
George  Q.  Palmer. 
George  W.  Parker. 
William  P.  Parsons. 
C.  Pilz. 

Daniel  J.  Prendergast 
George  G.  Ramsdell. 
William  W.  Randolph. 
Thomas  V.  Rutter. 


lQ9d 
New  York  (Continued) 

New  York  Eugene  Y.  Sayer. 

F.  Schniewind. 
Colin  C.  Simpson. 
Brewster  H.  Spangenberg. 
M.  G.  Taylor. 
Cliarles  F.  Terhune. 
Charles  G.  M.  Thomas. 
Richard  Henry  Thomas. 
Lucien  P.  F.  TulL 
K<lwjn  Wagner. 
George  W.  Warner. 
Albert  J.  Weber. 
Fred  K.  Wells. 
E.   C.   White. 
Charles  R.  Whittier. 
George  Williams. 
Charles  M.  Willis. 
G.  J.  Wilson. 
Kdwin  E.  Witherby. 
(Jeorge  E.  Woods. 
.\rthnr   L.   Woolen. 

Niagara  Falls Albert  H.  Mefritt. 

Nyack    Charles  D.  Robison. 

•  Ossining    W.   B.   Cements. 

Warren  L.  Secord. 

Oswego   James  Dickerson. 

Owcgo    Daniel  Morris. 

Charles  P.   Storrs. 

Peekskill   Amos.  M.  Knapp. 

Plattsburgh George  M.  Cole. 

Poughkeepsie  T.  R.  Beal.  " 

James  M.  Hadden. 

Port  Chester   Joseph  P.  Kane. 

Rochester   James   B.  Eaton. 

Joseph  P.  Haftenkainp. 
Frank   Hellen. 
James  T.  Hiitchings. 
Herman  Russell. 
E.  C  Scobell. 
Robert  M.  Searle. 
C.  A.  Tucker. 
Julius  Wile. 
Fred   A.   Willard. 

Rockaway  Park Philip  Dunne. 

Rome    Roy  Albright  ImcUI. 

Saratoga  Springs Patrick  Rohan. 
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New  York  (Continued) 

Schenectady   George  FuUerton. 

John   C.   Garton. 

Howard  L.  Starr. 

Arthur  V.  WainrighL 
Staplcton  Thomas  O.  Horton. 

William  J.   Welsh. 

Syracuse    W.    R-    Goudy. 

I'rank  F.  Schauer. 

Fred  B.   Wheeler. 

F.dwin  C.  Witherby. 

Tarrytown    John  A.   Neth. 

Tonawanda    Lo">s  T.  Pahner. 

Utica Frederick  W.  Best 

William  J.  Cahill. 

Herbert  Gilmore  Johnson. 

J.  Frank  Kivlen. 

Warsaw  W.  E.  Henienway.' 

Watcrtown  John  B.  Taylor. 

Waverly ^-  A.  Gillette. 

West  Chester Eugene  H.  Rosenquest. 

West  New  Brighton David  H.  Gilderslecvc. 

White  Plains  Paul  Bucher. 

Yonkers Charles  Otten,  Jr. 

H.  Warren  Terry,  Jr. 

North  Carolina. 

AsheviUc    H.    W.    Plumraer. 

Durham    R   W.   Miller. 

Greensboro  R.   H.  Gainwell. 

W.   F.   Hinton. 

Ohio 

Akron    A.  B.  Eilbeck. 

Alliance   D.  W.   Low. 

Ashtabula   Frederick  W.  Stone. 

Joseph  H.  WUlscy. 
Canton   Joseph  L,  Loichot. 

Spencer  S.  Weart 

Bucyrus  H.  O.  Dutter. 

ChilUcothe Frederick  A.    Staccy. 

Cincinnati   W.  B.  Calkins. 

A.  M.  Dolph. 

C.  H.  Fisher. 

John  Franklin. 

F.  L.  Garrison, 

P.  H.  Gibbons. 
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Ohio  (Continued) 
Oncinnati  Fred  Jones. 

Norman  G.  Kenan. 

E.   E.  Miller. 

William  A.  Miller. 

James  A.  Reilly.' 

Andrew  J.  Stacey. 

James  E.  Stacey. 

Charles  E.  White 
Qereland    Charles  S.  Beardslee. 

Martin  B.  Daly 

A.  V.  EUis. 

A.  L.  Gassett 
Malcolm  S.  Greenough. 
Frank  M.  Gregg. 
Gustavus  A.  Hyde. 

B.  F.  Klein. 
William  Knight. 
Howard  E.  Mann. 
Virgil  Marani. 

O.  P.  Moon. 
Raymond  F.  Page. 
Melvin  Pattisoo. 
A.  T.  Perry. 
Pierre  Plantinga. 
Arthur  M.  Smith. 
W.  A.  Stadelman. 
W.  E.  Steinwedell. 
W.   W.   Stephens. 
Frank  E.  Taplin. 
H.  J.  Trenktmp. 
Daniel  Warmington. 
George  H.  Warmington. 
Holley  G.  Wellman. 
George  W.  York. 

Ctthunbiis J.  W.  Garrard. 

Allan  Leamy. 
William  R.  Powell. 
Carl  Steinwedell. 
James  P.  Strickler. 
Henry  D.  Tumey. 

Dajrton Henry  C.  Graves. 

Edward  H.  Light. 
George  Light. 
W.  W.  Price. 
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Ohio   (Contmued) 

Dayton George  M.  Smart. 

Frank  M.  Tait 

Defiance    J.  R.  Cunningham. 

Delaware  J.  W.  Davis. 

Thomas  Clive  Jones. 

George  Whysall. 

Hamilton  Lazard  Kahn, 

Lima  S.  E.  Mulholland. 

John  D.  S.  Neeley. 
Mansfield William  C.  Hedges. 

C.  W.  Upson. 

Middletown G.   N.  Qapp. 

Newark Melville  Gillett. 

Oberlin \.  D.  Crow. 

Albert  E.  Hay. 

Portsmouth    B.  J.  Crahan. 

Toledo    C.  A.  Byers. 

Jos.  E.  Lock  wood. 

Fred  R.  Persons. 
Warren   George  Daugherty. 

John  C.  Gorton. 

George  H.  Tayler. 
Youngstown Moses  Coombs. 

Fred  S.  Coombs, 
Zanesville Edwin  Weisgerber. 

Oklahoma. 

El    Reno H.  H.  Stephens. 

Guthrie W.  Z.  Dibbens. 

Muskogee    Henry  H.  White. 

South  McAlestcr J.  W.  Planck. 

Oregon. 

Portland Walter  S.   Dole. 

Pennsylvania. 

Allegheny   Ralph    Esau. 

Herbert  J.   Long. 

John   Young. 
Allentown   Artiiur  F.  Bigelow. 

William  F.  Brodnax. 

John  J.  Gannon. 
Altoona  George  H.  Harper. 

Benjamin  W.  Perkins. 

William  H.  West 
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Pennsylvania  (Continued) 

Ardmore George  B.  Bains. 

Isaac  N.  Knapp. 

Bethlehem James  W.  Murdock. 

Bradford George  P.  Booth. 

S.   R,  Dresser. 
Fred  A.  Miller. 

Chester    Hugh  Carlon  Aiken. 

A.  F.  Milligan. 
John    D.    Shattuck. 
George  W.  Thomson. 

Danville    George  M.  West 

Darby Charles  J.   Fox. 

Dunbar August    F.    Hilleke. 

Easton B.   F.   Cresson. 

Edwin  G.  Holzer. 
Ward  Wilson. 
East   Pittsburg    Thomas  C.  Qifford. 

A.  G.  Holmes. 
Erie Albert  MacDonald. 

F.  H.   Payne. 

Fort  Washington William   Hobson  Vollum. 

Greenville A.    C.    Hartzell. 

Hanover    R.  H.  Dutton. 

Harrbburg   Luther  S.  Williams. 

Irwin    Edwards  F.  Wilson. 

Johnstown    William  H.  C.  Ramsey. 

Lebanon    W.  H.  Merritt 

Lewiston   Ernest  H.  Davis. 

McKeesport    W.  C.  Neemes. 

Milton    C.  W.  Butterworth. 

New  Brighton   R.    L.   Kenah,  Jr. 

Norristown Herbert  H.  Ganser. 

Philadelphia   H.  C  Adams. 

Waher  A.  Allison. 

F.  M.  Arthur. 

James   Ball. 

Henry  S.  Battin. 

Walter  W.  Beaumont. 

Samuel  Taylor  Bodine. 

Charles  O.  Bond. 

Cyrus   Borgner. 

Albert   M.   Boyd. 

Lynn    H.    Boyer. 

Ernest  L.  Bnmdette. 

Matthew  W.  Butler. 
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Pennsylvania  (Continued) 

PhiUdcIphia   William  H.  Butler. 

I  lenry  R.  Cartwright 

William   A.    Castor. 

Henry  B.  Christy. 

Walton  Clark. 

H.  W.   Coleman. 

David  J.  Collins. 

Roger  B.  Combs. 
♦  F.  G.  Corbus. 

J.  A.  P.  Crisfield. 

Arthur  R.  Cruse. 

G.  W.  Curran. 

Samuel   P.   Curtis. 

n.  W.  Davies. 

Carl  A.   Dickel. 

William   F.    Domer. 

W.  F.  Douthirt. 

Arthur  D.  Dudley. 

W.  K.  Eavenson. 

L.  E.  Egman. 

Walton  Forstall. 

John  Fowler. 

J.  Scott  Fowler. 

Walter  H.  Fulweiler. 

William  H.  GarUey. 

T.   Bertram  Genay. 

Thomas  S.  Genay. 

Thomas  L,  George. 

Francis  H.  Gilpin. 

Walter  Godley. 

Albert  Green. 

John  Gribbel. 

Eric   W.   Hammond. 

Charles  F.  Hardick. 

William   E.  Hehne. 

Abram  C.  Howard. 

Robert  C.  James. 
I    •  William  Kane. 

.John  Bartleman  Klumpp. 
i.  _.  Lewis  Lillie. 

Joseph   Lucena. 

Alexander  J.  McCleary. 

John  Mcllhenny. 

John  D.  Mcllhenny. 

Andrew  P.  Maloney. 
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Pennsylvania  (Continued) 

Philadelphia WilUam  H.  Marshall. 

Sidney  Mason. 
Martin  Molony. 
F.  N.  Morton. 
Edward  B.  Myers. 
Joseph  B.  Myera. 
Carroll  B.  Nichols. 
Rollin   Norris. 
Charles  M.  O'ConnclL 
T.  Brandon  Ordish. 
Carter  H.  Page,  Jr. 
Joseph  Smith  Parker. 
Joshua  Ashe  Pearson. 
Rowan  P.  Perkins. 
Joseph  A.  Perry. 
Charles  J.   Ramsburg.        \ 
Clarence    V.    Roberts. 
Edward    H.    Rodgers. 
William  L.  Rowland. 
John  M.  Rusby. 
John  M.  Ruegenberg. 
J.  Fred  Seamon. 
William  J.  Serrill. 
Frederick  H.  Shelton. 
John  W.  Smith. 
William  Henry  Smith. 
Charles  S.  Snyder. 
Henry  Steck. 
Jacob  W.  Stirzel. 
Morris  W.  Stroud. 
J.  Hawley  Taussig. 
James  B.  Thomas,  Jr. 
Richard  H.  Thomas. 
Paul  Thompson. 
Fred  G.  Thorn. 
William  Nichols  Tolman. 
R.  H.  Trimble. 
Carrington  Cabell  Tutwilcr. 
Charles  N.  VoUum. 
Alfred  D.  Way,  Jr. 
John  S.  Welch. 
Francis   V.    Westermaier. 
Ilcnry  Wliarton. 
I  liomas  G.  Williams. 
(It'or«fc  M.  Witherden. 
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Pennsylvania  (ContinneiS) 

Philadelphia Edward   R.  Wood,  Jr. 

George  B.  Wood. 

Stuart  Wood. 
Pittsburg C it-orge  W.   Barnes. 

Alfred^  P.  Brill. 

H.  A.  Carpenter. 

Paul  A.  Degener. 

R.    C.    Frampton. 

Charles  L.  Gerould. 

Joseph    F.    Guffey. 

William   H.   Hammon. 

Miles  B.   Layton. 

Mark  Leavenworth. 

k.   S.   Lord. 

J.  C.  McDowell. 

Joseph  P.  Maxwell 

E.    C   Merrill. 

Carroll  Miller. 

G-  R.  Nutty. 

Willard  B.  Osborne 

John    N.    Pew. 

Roland  G.  Porter. 

Edwin  Ruud. 

Frank  N.  Speller. 

Samuel  B.   Stewart 

Peter  Young. 

Robert   Young. 

Plymouth    William  C.  Anderson, 

Pottstown   n  erbert  G.  Williams. 

Pottsville    F    B.  Aldrich. 

Reading John  H.  Keppelman. 

John  E.  Morgan. 

Royersford  John  H.  Mansur. 

Scranton    William  McKelvey  Marple. 

Worthington  Scranton. 

Steelton  ' J.  E.  Diffenderfer. 

Sunbury .George  W.  Beck. 

Tidioute  William  Hague. 

Westchester    William  O.  Lamson,  Jr. 

Wilkesbarre I  lubert    D.    Gillingfaam. 

J.  Hugh  Perkins. 

Wilkinsburg   .'. Daniel  Roesch. 

Williamsport    Oiarles   W.   Tippy. 

Wyncote    Lewis  R.  'Button. 

York  V.  R.  Smart  Jr. 
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Rhode  Island. 

Lakewood William  H,  Price 

Newport A.  K.  Quinn. 

Pawtucket Frederick  W.  Easton. 

William  McGregor. 
Providence    George  E.  Alljm. 

Kdmund  Cathels. 

John  W.  Ellis. 

South  Dakota. 

Aberdeen    Charles  A.  Howard. 

Siotix  Falls   Chester  N.  Chubb. 

Tennessee. 

Chattanooga    J.  M.  Robb. 

Jackson   T1.  £.  Kincaid. 

Knoxvaie    Alfred  W.  Young. 

Memphis  Richard  Rees. 

Cliarles    Stevens. 

L.  A.  Van  Ness. 

Texas. 

Austin    TT.   M.   Moore. 

Beaumont   M.  T.  Walker. 

Dallas K.  R.  Meginnis. 

John    A.    Myler.. 

Charles   F.   Potter. 

El  Paso  Thomas  J.  Jones. 

Galveston    John   Gimper. 

Palestine   John  H.  Fitzgerald. 

San  Antonio G.  TT.  Cushman. 

T..  R.  Moorhouse. 

W.  R.  Tuttle. 

Utah. 

Salt  Lake  City T..  I..  Cadwalladcr. 

John    Kempf,    Jr. 
J.  Charles  Ross. 

Vermont. 

Burlington    Frank  Tf .  Parker. 

St    Albans \.  J.  Smith. 

Virginia. 

Charlottsville    TT.  AT.  Hantzmon. 

Danville   I'Vank  Talbot. 
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Virginia  (Continued) 

Fredridc^nrg   B.  F.  Bullock. 

Newport  News Clifford  Bargamin. 

Norfolk Frederick  Egner. 

E.  C.  Hathaway. 
R.  J.  Marks. 

F.  H.  Sawyer. 
H.  Simpson. 

Petersburg   E.  C.  Pond. 

Portsmouth B.  B.  Ferguson. 

F.  L.  Marshall. 

Richmond William  P.  Knownes. 

Staunton  .....E.  M.  Funkhouser. 

Washington. 

Seattle Charles  Russell  Collins. 

Frederick  K.  Lane. 
Sp<^cane    £.  H.  Gimper. 

E.  G.  Pratt,  Jr. 
Tacoma       W.  A.  Aldrich, 

William  W.  Seymour. 

West  Virginia. 

Shepherdstown   Lawrence  Rust  Lee. 

Wisconsin. 

Ashland W.  C  Morris. 

Bdoit  B.  F.  Lyons. 

Berlin  Thomas    B.    Wood. 

Green  Bay Howard  Bixby. 

Janesville L    F.   Wortendyke. 

Kenosha    Roger  N.  Kimball. 

La  Crosse  Charles  H.  William^. 

Madison ..C.  F.  Burgess. 

John  Corscot 

Fred  M.  Richards. 

W.  A.  Richards. 

Arthur  W.  Richter. 
Manitowoc   R.  C.  Douglas. 

Julius  Linstedt 
Milwaukee .John  L  Beggs. 

Fred  Bredel. 

R.  B.  Brown. 

R.  C.  Cornish. 

Sheldon  J.  Glass. 

O.  F.  Greim. 
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Wisconsin   (Continued) 
Milwaukee Iiwald   Haase. 

Henry  M.  Humphreys. 

W.  F.  Hyde. 

R.  P.  Kraft. 

Bryce  McAdam. 

John  T.  Mason. 

J.  C.  Shirra. 
Oshkosh    Sinclair  Mainland. 

William  Mainland. 

O.  G.  F.  Markhus. 

Portage   W.  A.  Wilson. 

Racine    .* .Henry  H.  Hyde. 

Superior B.  F.  Ellison. 

Watertown  Charles  Mackay. 

P.   L.  Utlcy. 

Waukesha H.  M.  Buck. 

Wausau    Joseph  D.  Taylor,  Jr. 

Bra^  South  America. 

Rio  de  Janeiro H.  B.  Harrop. 

Alpheus  B.  Slater. 

Alberta,  Caiiada. 

Calgary   A.  I.  Payne. 

British  Columbia,  Canada. 
St  Johns 4 W.  H.  Rennie. 

Ontario,  Canada. 

Chatham  P.  S.  Coate. 

Hamilton    William  Gibson. 

John  D.  Keillor. 

John  B.   McNary. 
Toronto    Frederick  Burnett 

L.  L.  Merrifield. 

W.  H.  Pearson. 

\V.  H.  Pearson,  Jr. 

Robert  Bruce  Steward. 
Ottawa    Charles  Forbes. 

Quebec,  Canada. 

Montreal  J.  J.  Cagney. 

William  M.  Cathels. 

Samuel   Skinner. 

Quebec R.  A.  Wallace. 

Three  Rivers  Louis  H.  Bacque. 
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England. 

London    ....Arthur  G.  Glasgow. 

A.  W.  Littleton. 

Frederic  Thuman. 

John  Townsend  Westcott 

Japan. 

Tokio Suyekuchi  Hiramatto. 

Nova  Scoda. 

Halifax   W.  H.  Soper. 
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SUMMARY   OF 

GEOGRAPHICAL  DISTRIBUTION 

Alabama lo      New  Jersey 82 

Arkansas 4      New  York 215 

California 17      North  Carolina 4 

Colorado 15     Ohio 83 

Connecticut <  . . .  24     Oklahoma " 4 

Delaware * i      Orejjon i 

District  of  Columbia 6     Pennsylvania 189" 

Florida 8     Rhode  Island 7 

Georgia 15     South  Dakota 2 

Illinois 117     Tennessee 6 

Indiana 44     Texas 11 

Iowa 28     Utah : 3 

Kansas 13     Vermont 2 

Kentucky 9     Virginia 14 

Louisiana 3     Washington 6 

Maine 2     West  Virginia i 

Maryland 17     Wisconsin 36 

Massachusetts 47      Brazil 2 

Michigan 63     Alberta,  Canada i 

Minnesota 20     British  Columbia,  Canada i 

Mississippi 5     Ontario,  Canada 10 

Missouri .• 46     Quebec,  Canada 5 

Montana i      England 4 

Nebraska 4     Japan i 

New  Hampshire 5      Nova  Scotia i 

Total 1215 
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MEMBERS   DECEASED 

Arthur  C.  Pease Lowell,  Mass Jan.    3»    1907 

James  B.  Cahoon New  York,  N.  Y Feb.  16,  1907 

James  R.  Bowen Schuylkill,  Pa Mar.  19,  1907 

John  O.  Johnston Columbus.  Ohio Apr.  21,  1907 

Thomas  B.  Riter Pittsburg,   Pa Apr.  23,  1907 

John  S.  Wilbraham Philadelphia,  Pa July    2,  1907 

Augustine  S.  Mallory New  York,  N.  Y Aug.  9,  1907 
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